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way to sound engineer- 
ing in co fc e Vrt t by 8 nMnoiating "the principles thereof and 
by laying bare the falsity of much that passes for good en- 
gineering in this comparatively new branch of construction. 
The aim is to teach, not by example or model or system, 
liut by laying stress on the principles that should govern in 
all design. One of the evils of following systems or models 
is that the adherent to a system is apt to use it where it 
is not appropriate and to hold to it, without alteration to suit 
the case, for fear that alteration — improvement — would be 
interpreted as confession of imperfection in the system. 
Principles ar£,^or should be, of general application. 

There are .iQUf ^n^rai diti^ieiis-fojthe book, as follows: 

(i) The first 'paii c^nsij^ts .gf. information relative to 
the materials used iyirmsdaflgf cefwrete and reinforced con- 
iSrcte. . \.yS \\ "•" • 

(2) The sec(Mi<t"^a3tr. Opige§ -iSi to 255 incl.), consists 
of articles by the' author Whfcfr were published in Engineer- 
ing News (New York) in 1906, together with letters criti- 
cising the same> written by different engineers, with the 
aruthor's replies to these. There are three of these articles. 
The one on Beams and Slabs was published in Engineer- 
ing News, March 15, 1906; the one on Columns and Foot- 
ings was published July 12, 1906; the one on Retaining 
Walls was published Oct. 18, 1906. The letters to the edi- 
tor and the author's replies appeared in various issues in 
1906. 

(3) The third part (pages 258 to 413 incl.), consists of 
articles by the author which were published in Concrete 
Engineering (Cleveland, O.), in 1907, together with letters 
from engineers and the author's replies. There are eight 
of these articles, and they appeared serially, beginning with 
the issue of Concrete Engineering, Jan. i, 1907, and being 
distributed through the larger number of the issues of that 
year. One article (Domes, etc.), will probably appear in 
the March^ 1908, issue. 
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(4) The last part of the book consists of cuts showing 
piers, small arches, culverts, etc., as illustrating current 
practice. These are taken, with the consent of the pub- 
lishers, from Engineering News, Engineering Record, Rail- 
road Gazette, and Street Railway Journal, to whom the 
author hereby makes grateful acknowledgment. 

There is some repetition in the book in the matter of the 
derivation of formulas for beams and columns, because of 
the fact that two of the articles in Concrete Engineering are 
on the same subject as articles in Engineering News. The 
repetition could not conveniently be avoided in this com- 
pilation. 

Because some parts of the book are elementary in char- 
acter does not signify that it is written for the tyro. There 
have been enough examples of flagrant blunders in public 
utterances and in design on the part of seasoned designers 
and eminent engineers to justify emphasis on ground prin- 
ciples that these utterances and designs violate. 

No attempt has been rnade to.c^fy, thiough the book a 
uniform nomenclat'ir^. 'Valuer needed* iii an/ equation will 
be found close to i^ ^n'fhe f^cjding miatter. * The author has 
found attempted standard, nonjeoclatures extremely annoy- 
ing. A practical engineer has a^t th^ time, when he wishes 
to make use of a formrla, to rea^i aa entire book in order 
to make sure of the meaning of vaiue'^Mn the formulas, and 
he is only wasting time when'^e-musV rufer back to other 
chapters for their meaning. It is one of the greatest faults 
of books of reference, and text books that must often be 
used for reference, that formulas are set down with a view 
of their correctness, solely, the convenience of the user in 
applying them being ignored. 

Attention is called to "Some Theses" in the section which 
follows. In the author's opinion so many of what ought 
to be well-known principles of mechanics are flagrantly vio- 
lated in much current design, that the "investigations" and 
causes assigned when failures occur resemble the quibbling 
at a murder trial to determine whether the poison adminis- 
tered to a sick man, with "design," was the direct cause of 
death or the disease from which lie suffered. Studied dis- 
, regard of the greater menaces and magnifying of the lesser 
is not peculiar to investigations of concrete failures, how- 
^eyer. Volumes have been published in the few months 
since the Quebec Bridge disaster on lattice bars and com- 
pression members. Some engineers hold that a left haivd 
bottom chord member, that had been observed to \>t \»^^^> 



was the initial point of failure. Others say that it was th 
corresponding right hand chord member, which was neve 
under suspicion, as this alone would account for the fa( 
that the top chord of the bridge was thrown to the rigl 
a progressive amount (lo feet or so at the pier and 50 fe< 
out where the traveler was located). Still others woul 
have both members give way at once, to account for tl 
failure of the bridge to lie down on the crippled side. Tl 
calculated unit stress in these chords at the time of failui 
is said to have been 12 000 lbs. A quiescent lead of th 
intensity would not, by anything known to engineers at tl 
present time, cause these members to fail. Fourtec 
months before this disaster the author tried in vain (I 
a letter to an engineering journal, which they declined ' 
■publish) to utter a public warning, pointing out the mei 
ace of erecting this bridge with an immense traveler lacl 
ing sway bracing, or braced, if at all, with wire rope 
which would stretch excessive amounts. This traveler, 
the time of failure, held about 500 tons of steel more thj 
200 feet in the air, and no sway bracing, visible in any ph< 
tographs, wa\ -i^sfed "bet\veeii tha .two Jbents. Beside tl 
roadway the^A^tlic^l ^dSts «^jr\tVie 4i-fls$es had light latti- 
in planes normal to llie truss, whicH ^w6uld offer but slig 
resistance to swayutgj ifi J|ftfi;tijaveler should lean again 
the top chord of the t^us5**rin'tllf course of tying up f< 
the night (the, wreck 'Wppened^ close to quitting time 
it would be a yery.initnrat gp^aerite of events, that tl 
workmen should' tales-* ^'*bi(3ck*fefli}i the left side of tl 
traveler and attach it to the truss at the right side, inten< 
ing to make X-bracing thus, and that the tightening up < 
the line should start the top-heavy traveler to moving t 
the right. The truss would be inadequate lO stop it, an 
with just a little motion of the top chord the vertical pes 
of the truss would crush, doubling up on themselves. TV 
same side force would bend in S-shape the two bottoi 
chord members in the anchor arm which were located i 
the bottom ends and the junction of the first heavy diaj 
onal and first heavy post of the anchor arm, causing thei 
to fail at once, which they undoubtedly did, and alike, s 
they also did. This hypothesis, which accounts for ever 
feature of the wreck so far made public, was ignored fc 
the untenable one, from all present engineering knowledg 
that two compression members, on opposite sides of 
structure, under about one half of their ultimate strengt 
or less, quietly gave way simultaneously. The predictio 
IS here ventured that when this bridge is re-erected, tt 
traveler will be braced 



^ A Survey of the Field of Concrete 
^ Design and Constrnction, in which 
e will be Found some Theses. 

u 

t . If the author were to write a history of reinforced con- 
crete, he would be inclined to take his cue from the writ- 
J ers of school histories for juvenile instruction and make it 
t a record of battles and mortalities. His own recollection 
^ of school histories is that they are not much more than a 
list of wars and their battles. It is hard to conceive what 
moral or intellectual benefit a child receives from loading 
: his memory with names and dates of the battles and their 
* casualities that exhibit the workings of the passions of 
men. In the matter of a new form of construction battles 
I are inevitable. The passions of men exhibit themselves 
i here as elsewhere ; but the battles are with men who control 
': older forms of construction, and little can be learned or 
!," gained by recording them. There are casualties from an- 
other cause, however, the record of which would be in- 
c structive. Reference is made to disasters that have resulted 
- from errors in design or construction. A detailed record 
'^^ of these, with a correct statement of the fault, would be 
c of great value. In many cases, however, if the truth were 
written, it would be a simple statement of dangerous con- 
^ ditions and of results that a study of these conditions would 
-V lead one to anticipate. 

Q^ Accidents, of course, have played some part as the 

c cause of failures, carelessness and ignorance have played 

^S a larger part. Among the causes assigned to failures in 

g reinforced concrete the one most heard is "green concrete." 

er This serves the purpose to the builder that "heart failure" 

fo serves to the physician. It is easier to blame the failure 

^^ on some ignorant or dead workman who pulled out the 

igti props too soon, than to get down to the root of things 

tio! and discover some vitally weak part of the design, that, 

^ even allowing months for the concrete to harden would 

have a factor of safety oi but a little over one. 



Another thing that is set down as the cause of niai 
failures is poor concrete. There is no doubt that failur 
have resulted both from the removal of forms before tl 
concrete has hardened and from criminal use of poor co 
Crete. More often there can be found faults enough in d 
sign to cast suspicion back to one who ought to be posse 
sed of more intelligence than the workmen who are er 
ployed to carry out the design. 

The importance of good materials and their prop 
manipulation cannot be too strongly emphasized, unless th 
emphasis obscures other conditions just as vital to t! 
safety of the structure. 

Many of the faults in design very often met with a 
pointed out elsewhere in this book ; some of the most gla 
ing will be mentioned here at the risk of reiteration. 

When a column is made of such light section that 
wood (which is both stronger in compression and immens 
ly tougher than concrete) it would appear too slender ; ai 
when that column is made of plain concrete in which the 
are some longitudinal rods; and when it is true that su 
columns under a central load have been known to fail u 
der less compression than others of plain concrete devo 
of steel, the concrete in each being identical ; failure is t 
most natural thing to look for, and that of an inclusi 
and disastrous kind. In Btdletin No. lo of the Illinois £ 
periment Station, page 14, column 8, a plain concrete c< 
umn 9" X 9" by 12 ft. long stood an ultimate crushii 
strength of 2004 lbs. per sq. in. Column 2, identical 
size and having 4-%'' rods embedded in the concrete, sto 
1577 lbs. per sq. in. This is not an exceptional case. Oth 
series of tests have shown the same thing. It appears 
be the rule. Nevertheless, one reading the literature of 1 
inforced concrete would be led to conclude that small lo 
gitudinal steel rods embedded in concrete columns a 
largely to the strength of the columns. Authority can 
found for including in the strength of a column the 
slender rods that would not stand alone and that the st 
rounding concrete supports in a very imperfect wj 
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Aatfaority can also be found for including in a hooped col- 
timn, apart from the compressive strength of the concrete, 
, the strength of an imaginary column of steeU that is some 
function of a coil or set of hoops, which could have no 
strength whatever as a colunm except through the medium 
of ^ concrete, already given a value for its compressive 
strength. This assumed column of steel is purely imagin- 
ary. When phantom columns are relied upon to carry ma- 
terial loads, failure should not cause any comment It is 
just as rational to make some of the links of a chain strong- 
er than the others and then expect the strength of the 
chain to be greater, as it is to call the strength of a hooped 
column the sum of the compressive strength of an imagin- 
ary steel column, some function of the binding hoops or 
spiral, and of the concrete column. The latter is the only 
real column. All of the compression must go through it, 
and, while the compressive strength of the concrete is 
greater in flat discs between hoops that increased compres- 
sive strength is dependent upon the flatness of the discs 
and is not dependent upon the section of the reinforcement, 
as the formtila would make it appear. 

Much misapprehension exists as to the action of concrete 
in compression. In tension a bundle of independent fibres 
will carry a heavy stress. In compression a Bundle of in- 
dependent shafts of slender proportions would be of little 
tue to carry a load. A material that is weak in tension can- 
not be very strong in compression in long members be- 
cause of the tendency of the material to spread laterally and 
the need of tenacity to prevent this spread. Flat discs are 
'Very, much stronger than cubes and cubes are stronger and 
more reliable than shafts a few diameters in length. Again 
shafts carrying loads not centrally placed are much weaker 
than the latter. Perfectly central application of the load on 
a column is something scarcely possible outside of a test- 
ing laboratory. Concrete, except in hooped columns, should 
aotbe called upon to take more than about 200 to 350 lbs. 
per sq. in. This applies to columns having only longitudinal 
xods. It also applies to reinforced concrete cVuratve^^ ^nVsax^ 
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there is hooping; for the hooping in a chimney does nol 
act like that in a column; it is merely to tie the concrete 
together, acting like the horizontal rods in a wall. It alsc 
applies to an arch under full thrust In beams concrete ii 
confined on all but the upper side ; the extreme fibre stresi 
in beams may therefore be much greater than in unconfinec 
compression members. Unit stresses of 500 to 600 lbs. pei 
sq. in. may be safely employed in beams. 

When ' concrete fails in compression, spalls break ofl 
around the edge. It is plainly seen that in a flat disc these 
spalls are but a small fraction of- the area in • compression 
hence in such cases as a thin mortar joint heavy compres- 
sive stresses can be withstood. The same is true of the 
discs between two consecutive rings or coils in a hoopec 
column. In cubes the spalls bear a larger relation to the 
total area, and in shafts the entire surface may spall of] 
making the failure one in shear. The fallacy of using 
compressive unit values, found by testing cubes, to deter- 
mine the strength of concrete shafts with or without rein- 
forcement of longitudinal rods, is therefore apparent. 

Shear in steel rods embedded in concrete at 10,000 lbs 
or 12,000 lbs. per sq. in. is one of the most blatant absurdi- 
ties to be met with in literature on the subject of rein- 
forced concrete and in building codes. It is totally un- 
necessary, even in an all steel structure, to specify a shear- 
ing unit on pins, for the reason that, if the bearing of the 
parts on the pin are properly proportioned, and the bend- 
ing moment is not excessive, the section will of necessit] 
be ample for the shear. Steel is thirty times as strong aj 
concrete in bearing; hence there is something less thar 
one-thirtieth of a reason for specifying any unit shear or 
the steel rods in concrete. If so-called shear rods are pro- 
portioned on the basis of 10,000 lbs. per sq. in., they are 
about as irrationally proportioned as they could be. Loose 
stirrups could not take hold of a horizontal rod to receive 
this shear, except through the medium of the concrete 
and, if the concrete takes the shear, there is no reason wh] 
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It should be imparted to the steel rods, since it must go 
back to the concrete again at the upper part of the beam. 

T-beams, with their narrow stems and insufiicient hori- 
zontal shearing area in a plane above the bottom rods, offer 
another example of irrational design. The apparent rein- 
forcement, supplied by vertical or diagonal shear rods is 
enlarged upon elsewhere. 

As pointed out, wood is very much stronger than con- 
crete. Wood will stand an ultimate load of 10,000 lbs. per 
sq. ia or more in tension and may safely take 800 to 1200 
lbs. per sq. in. in compression. To make a reinforced con- 
crete member capable of taking tensile stresses equal to 
what sound wood will take there should be 10 or 15% of 
steel reinforcement in a member of the same size. To 
reinforce a square member in bending, as with rods near 
each comer, so that it will be as strong as sound wood 
for transverse loading, as in a column taking swaying 
forces, it would require 5 or 10% of steel reinforcement. 
Reinforcements in such amounts are prohibitive; it is 
evident then that concrete members should be of larger di- 
mensions than members in wood to perform the same office. 

Reinforced concrete viaducts having bents composed of 
two inclined pdsts and a bottom strut, with the cross 
girder joining the tops of the posts, are not good construc- 
tion. In wood such bents would be condemned for lack 
of diagonal bracing. Even in material of the toughness 
of steel such bents would not be attempted, unless diago- 
nal bracing interfered with the headroom desired ; in this 
case extra stiff columns would be used. More failures of 
structures have been caused by lack of proper bracing than 
from any other cause. The experience in the concrete en- 
gineering field should make all builders avoid, as dangerous, 
construction that depends for lateral stiffness upon long 
columns and lacks diagonal bracing. In the light of ex- 
perience and intelligent interpretation of tests, as well as 
rational analysis, the building of such construction only 
invites disaster. 

Reinforced concrete does not lend itself to e%cv«oX ot 
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economic construction in open work resembling steel truss 
or bents. Girders or bents should be solid or nearly s 
Circular openings may be used rationally to save weigl 

A common form of reinforced concrete column footii 
consists of a square fiat block having rods lying near tl 
bottom, spaced uniformly, parallel to the sides. Some 
these rods are entirely outside of the column or sha 
carrying the load, that is, they do not lie under it and wou 
therefore serve to intensify the stress in rods that do 1 
under the shaft This is another example of irrational d 
sign. 

There are a number of rudiments of popular but erron 
ous notions exhibited in much reinforced concrete desis 
One of these concerns sharp bends in rods. A hog cha 
or a king-post or queen-post truss are common forms 
supporting otherwise weak beams. A bent rod is thro\ 
under a beam, and at the bend a post is used to suppc 
the beam at one or two intermediate points. In reinforc 
concrete beams for test and in acttial construction it is ve 
common to see rods similarly bent, and the appearan 
is that of the trussed beam just referred to. With this t 
popular eye would be satisfied, but when search is ma 
for something that corresponds to the pd^t in the truss 
beam, nothing is found but a trifling amount of concn 
that occurs at the bend. To heighten the absurdity t 
so-called truss rod ends at or near the support with no e: 
anchorage whatever. It is as though the truss rod in 
trussed wooden or steel beam were simply brought up a 
laid under the end of the beam without an end nut to ta 
the pulL A hook on the end of such a truss rod woi 
correspond to a hook in a rod embedded in concrete. Be 
are weak and inefficient. 

Sharp bends in heavy rods are very common; nothi 
could be more irrational. 

It is a structural fault in a design when steel work 
so disposed that there must be some slip before the part c 
take its full stress. Such details are : — ^loose stirrups arou 
rods, sp)ices in heavy rods made by lapping them a 
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ti^inding them together, kinks or short bends in rods, etc. 
r Another concession to popular and erroneous ideas is 
^xrx the use of arches where flat slab construction would be 
ojb^tter. There used to be a bicycle manufactured that had 
sBt, curve in one of the parts of the frame. Advertisements 
:^C»ointed out this weakening curve as a special element of 
/^"trength, because it bore some relation to an arch. Seg- 
pKinental floor arches, lacking abutments and shallow where 
d'tliey need the greatest depth, and small arches of high rise, 
iX^ressing horizontally against uncertain earth fill, are ex- 

^Si^mples of the persistence of popular ideas, 
•r When a beam may be severed from its supporting col- 
c^m^mm or gfirder by the mere cracking of a surface of con* 
-^srete and the pulling out of a short length of rod, and when 
c'^ihis beam is an integral part of the only system of bracing 
IP Sn a structure, as in the case of a building where cross 
pr "Avails are not used to take up sway, it is reasonable to 
QT expect that wind or other lateral force, acting with the load 

, on the beam will crack the beam and pull out the rod 
r- If reinforced concrete is to be used in high buildings to 
i3 .replace steel cage buildings, good features of steel frame 
j^ buildings must not be overlooked. Specifications for steel 
^- work rightly restrict and forbid reliance upon tension on 
j^ rivet heads to support vertical loads. But this very ele- 
^- ment is of utmost importance in holding togetHer and brac- 
y , ing such steel structures as office buildings and mill build- 

j, ings. Far too many reinforced concrete structures, lacking 
^ . a unifying element tying the various parts together, have 

^ ingloriously failed, and far too many laborers and foremen 
j.^ have been made to take blame that should have been at- 
^ tributed to ignorance of designers. It is of utmost import- 
ance that the parts of a reinforced concrete building be 
^|j tied together. This should be done by use of continuous 
or spliced rods. The best way to accomplish this is to use 
j^. round rods and to splice them with sleeve-nuts. 

Nowhere in engineering is there more evidence of a dis- 
,p position to cover up ignorance with elaborate cloaks of 
J arithmetic fabric than in reinforced concrete design. This 
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is exhibited in complex formulas for the design of beams, 
in the flat plate theory, in arch calculations, in column for- 
mulas, in calculations for temperature stresses and gener- 
ally where concrete and steel design is treated. Some of 
these have already been referred to. The most discredit- 
able feature about it all is that structures that have fallen 
down have been shown by some of these applications of 
arithmetic to be quite safe. 

Another thing in evidence is erroneous formulas and mis- 
applied methods of calculation. 

An illustration of what elaborate theory accomplishes in 
beam design is seen from the following example, taken at 
random. In Bulletin No. 14, Engineering Experiment Sta- 
tion, University of Illinois, page 11, test beam 57 shows a 
calculated unit stress in the steel of 39,800 lbs. This is 
worked out by a formula with many terms and all of the 
commonly made assumptions that bring in the relative 
moduli of elasticity of steel and concrete. The test load 
is 11,730 lbs. at third points on a 12-ft. span. Adding to 
the moment that this would give the dead load moment 
due to the weight of the S'' x 11'' beam there is found to 
be a total moment of 300,900 in.-lb. Taking the neutral 
axis of this beam at the middle of the depth of the con- 
crete, as the rods are i in. above the bottom, the effective 
depth is 8'/« inches. The stress on the steel is 36,800 lbs., 
or on three %-in. rods, 40,000 per sq. in. This is one-half 
of one per cent, more than the unit stress found by the 
elaborate formula. The results are thus practically ident- 
ical in this case at least. 

The fiat plate theory, as worked out for such homogene- 
ous material as steel plates, is given in all its elaborateness, 
as applicable to reinforced concrete slabs supported on all 
sides, by a number of writers. In the theory of the flat 
plate, as usually treated a factor enters that does not find 
a parallel in the ordinary theory of flexure. At the center 
of the plate the extreme fibre stress at top and bottom is 
of the same intensity in all directions, in the two respective 
planes. Because of this fact the upper layer is capable of 
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resisting a greater intensity of stress than it would take* 
with the stress in one direction only and the material not 
vonfined laterally. The fibres in compression in a flat 
plate are confined on all sides, including, to some extent* 
the side on which the pressure is applied. In the case of 
the fibres in tension there is not this assistance from con- 
jugate stress. It is not clear, therefore, why Poisson's ra- 
tio should be applied to flat plates, since the tension on the 
free side would be the critical stress. The term represent- 
ing fibre stress in the fiat plate theory as commonly given 
is not the true fibre stress but a fictitious unit stress re- 
sulting from the application of Poisson's ratio. The actual 
fibre stress is almost cut in half by this application. Ad- 
vocates of the fiat plate formula do not seem to have con- 
sidered the question of. converting this fictitious extreme 
fibre-stress in all directions into actual stress in reinforc- 
ing steel rods in two or more directions. They further 
do not make it clear why all of the complexity and uncer- 
tainty of the fiat plate theory for steel plates should be re- 
sorted to to solve fiat slabs in reinforced concrete, a mater- 
ial not at all contemplated in such formulas as Grashofs. 

Some prominence has been given recently to a solution 
of the fiat slab supported on four sides, which starts with 
the assertion that a fiat square slab supported on all four 
sides fractures along a diagonal. Assuming that the bend- 
ing moment is greatest along the diagonal of a rectangular 
slab a formula is derived for the magnitude of this bend- 
mg moment, which is naturally a mathematical certainty, 
just as the bending moment along the diameter of a cir- 
cular plate is a mathematical certainty. But the variation 
of intensity of this moment along the diagonal is entirely 
ignored, or rather the intensity is taken to be constant. 
There is just as much error in taking this moment as uni- 
form along the diagonal of a rectangle as there is in taking 
the intensity of the moment along the diameter of a fiat 
circular plate as uniform. It may be true that a fiat slab, 
either square or rectangular, supported on four sides, will 
break on a diagonal line. This is proof of one ttvixv^, tcasNit- 



ly, that the greatest mtensity of bending moment is at th 
center of the slab ; for, as both diagonals are identically con 
ditk>ned, either may be the one to fail, and their only com 
men point is the center of the slab. It is not conceivabl 
that the same intensity of bending moment extends clear t< 
the comer of the slab. A crack once started in a diagona 
direction would naturally extend into the comer and eve 
over the support, merely on account of the brittleness o 
the material. This would be no evidence of constant in 
tensity of bending moment along the fracture; much les 
force is needed to continue a crack once started than t 
start the same. 

The author brought out a formula for square slabs su{ 
ported on four sides and reinforced in two directions, i 
Concrete Engineering, Feb. i, 1907. This formula is appl: 
cable to the materials considered and rational in its der 
vation. It has the sanction of Professors Maurer and Tui 
neaure, as it appears in their book recently published. 

In the design of arches the elastic theory has been en 
phasized and very forcibly recommended. This is a theor 
for the investigation of an arch already proportioned, 
could not be used to find the proportions needed. One wa 
recommended to arrive at a trial proportion for an arc 
is to take the dimensions of existing arches and judge 
therefrom. An inspection of a table of the proportions < 
existing arches reveals the fact that they are hopelessly i 
variance with each other. The elastic theory requires th: 
the moment of inertia of the arch at all sections be know 
The moment of inertia of a combination of concrete ar 
steel can be assumed, or arrived at by assumptions, but m 
definitely known. The elastic theory, as usually employe 
assumes fixed ends to the arch. This is an extravaga: 
assumption and one not warranted by the conditions. 1 
small models it would be possible to make mass enough 
the abutments to effect fixed ends in the arch span. ] 
Urge arches it requires massive abutments to resist ove 
taming from the simple thrust alone. If to this, mass mu 
be added to make the ends of the arch fixed, an unwarrar 



ed waste of material results. The concrete needed to add 
t few inches to the depth of an arch ring and Irhtis increase 
by a large percentage its stiffness would be insignificant in 
results if added to the abutments. The thrust, if the arch 
be considered hinged at the ends, is practically the same 
as if it be considered fixed ended, so that the amount of 
mass in the abutments due to assumption of fixed endedness 
is simply extra material that could be more economically 
employed in the arch ring. 

The elastic theory has application to steel arches for two 
reasons, (i) The moment of inertia of a steel arch can be 
definitely calculated. (2) The unstressed arch fits the abut- 
ments upon which it rests, being very accurately built there- 
for. This theory is ina^licable to stone or concrete arches 
for the obverse of these reasons. The shrinkage of con- 
crete in setting precludes any possibility of determining 
exactly what would correspond to the moment of inertia 
of a reinforced concrete section, that is, a coefficient from 
which the deflection could be calculated. This same shrink- 
age makes it impossible to build a concrete arch of any 
kind that will be free from shrinkage stresses, and an arch 
in which there are unknown initial stresses should not be 
made the subject of exact calculation based on the ab- 
sence of initial stress. Inaccuracy in stone arches has the 
same result as shrinkage in concrete arches in that the 
arch is subject to some initial stress. In addition to tliis 
ttone arches cannot take any tension. 

In the inelastic theory the presumption of accuracy is not 
made, and there is not the false security which elaborate 
calculations tend to give. It is more in keeping with Hie 
materials of stone and concrete arches. A system of blocks 
fitted to each other along the lines of an arch will carry 
certain fisted loads without tending to open any of the 
joints, when these blocks follow the line of what is called 
the equilibrium polygon. When other loads are brought 
on the arch, as the live load, the equilibrium polygon under- 
goes certain changes which would tend to open joints at 
lections whose location is moderately "well kao^itu li ^SMt 
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arch blodcs be conceived to be cemented together into one 
. mass and to be tied together by steel rods, the rods will 
take the tension. Reasonable assumptions to arrive at the 
probable intensity of the tension are all that the materials 
and methods of manufacture in reinforced concrete arches 
justify. 

The literature on stone and concrete arches is unsatisfac- 
tory being in large part excessively theoretical and unprac- 
tical from many standpoints. Semi-elliptical and basket- 
, handle arches are commonly held out as examples. Such 
curves are unsuitable for ordinary arches, because they 
. presuppose heavy horizontal pressure of the fill or demand 
. the same to prevent large moments at the sharpening of 
the curve. Only sand or semi-liquid mud can exert such 
. pressure (except as a wedging force, as back of a retain- 
ing wall) and neither of these materials is desirable as a 
fill. If the arch is the roof of a tunnel under a stream, 
the semi-ellipse or semi-circle are consistent curves. There 
. is a general lack of appreciation on the part of writers and 
- builders, of the fact that horizontal pressure in earth, while 
it is a possibility, is not necessarily exhibited. There are 
many proofs of this, but they pass unnoticed. Ordinary 
. earth could be supported on a system of vertical props 
capped with horizontal lagging pieces in approximate arch 
shape. Unless earth will loosen in large chunks, there is 
scarcely anything to fear from horizontal pressure. This 
action is not possible in the fill over an arch. Horizontal 
pressure in such case is scarcely a possibility. Of course 
horizontal motion against earth would meet with more or 
less resistance, but this is passive and not active. 

Another phase of the impracticable nature of data on 
arches is seen in the blanket formulas for depth at crown. 
These often have no relation to the load to be carried, 
whether heavy or light traffic. Some of them give the 
depth of ring in terms of the radius of the curve of the 
intrados, and usually the rise is taken from the point where 
the intrados begins to curve away from the face of the 
-abutment. These details of outline have no significance as 
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determining the stressed but are only, architectural features. 
The curve of the intrados may have only a remote relation 
to the real curve of the arch, which is the curve of the cen- 
tral line of the arch ring. 

In another respect literature on arches is unsatisfactory. 
This concerns live load stresses. In designing girders and 
trusses in steel, the live load can be placed at the exact point 
where it will give the maximum stress in any member. To 
do this, using the elastic theory in arches, would introduce 
frightful arithmetic complications. No systematic attempt 
seems to have been made heretofore to determine the posi- 
tion of concentrated loads to give the maximum effect on 
stone and concrete arches. 

Further it has not been recognized in treatment of arches 
that there is a rise for any given span and loading and fill 
which fits the conditions, that is, a point where, if the rise 
is diminished, the thickness of arch ring (for thrust) will 
be unnecessarily great to take care of eccentric loading; 
and if the rise be increased the thickness needed (for 
thrust) is not enough to take care of unbalanced loading. 
This is the natural economic rise for any span. 

Calculated stresses in concrete arches due to tempera- 
ture changes are void of meaning. , If a concrete arch could 
be made apart from the site and then placed bodily in its 
intended position, and if it fit exactly that position, calcu- 
lated temperature stresses might have a meaning. It is 
impossible to place concrete in such way that its normal 
unstressed shape fits exactly on the supports. It is equally 
impossible to determine the intensity of stresses due to 
shrinkage. If then the original condition of stress cannot 
be known, it is idle to make elaborate calculations as to the 
eflFect of expansion and contraction due to change in tem- 
perature. In steel work arches can be made to fit the sup- 
ports, and temperature stress calculations have a meaning. 
A liberal factor of safety is eminently better to cover ig- 
norance than the most ingenious mathematical fabric ever 
devised. 

When a dam fails, elaborate theories are i^ut iot>Jci\.o ^.'c- 
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count for its overturning, when calculations show that t1 
horizontal pressure of the water is not sufficient to tip 
over. Suction on the down-stream face is one of these bi 
bears. There has been found to be a pressure somewh 
bdow the atmosphere under a falling sheet of water whe 
the stream contracts, and this is seized on to account f< 
the great force that would be necessary to overturn a ma 
of masonry. Or in the matter of strength shearing fore 
in vertical or horizontal planes are blamed for the failui 
In technical literature on the subject, so far as the authoi 
somewhat indifiFerent search has shown, there is no menti< 
of the ui^ifting tendency of water that percolates under ti 
dam, supplying nearly or quite half enough upward force 
lift the masonry of the dam. This force* in a gravity da 
designed to resist both the uplift and the lateral force 
the water, is 42% of the total overturning force or J7% 
the horizontal force. A system of design that ignores fore 
of such magnitude as these and magnifies trifles is not 
safe system even for a temporary structure, to say nothi] 
of the danger in a permanent structure upon which hai 
so much life and property. 

A scheme for reinforced concrete retaining walls, consii 
ing of a curtain wall and a bottom slab joined at intervs 
by ribs or counterforts, has been much used in recent yeai 
Two errors in design characterize many of the destg 
that have been described in engineering periodicals and 
books. One of these concerns reinforcement of the bottc 
slab. Complete reinforcement, uniformly distributed f 
the full width of slab, is used near both top and bottc 
surfaces. No analysis of the forces can show need of su 
wasteful use of steel. In the matter of reinforcing the 1 
or counter-fort the apparent and expressed method is 
treat it as a beam with increased tensile stress from en 
toward middle of the inclined edge. This is far from o 
rect The stress in the reinforcing rods is imparted at th< 
tnds and failure to use positive end anchorages is a stri 
tural blunder. 

In formulas for reinforced concrete chimneys much u 
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C:j«8sary complication is sometimes introduced by makingr 
fe neutral axis out of the center of the section. There is 
good reason, based on known facts, for assuming the 
«.atral axis anywhere but in the center of the section, 
'-■here is much misapprehension in the matter of inter- 
^sstation of tests. Some published tests are not worthy 

the name of tests. They are made for the purpose of 
^sroving" the miraculous strength of some system, and the 
akd is improperly placed or is placed on only a portion of 
^^ floor. Tests of shear in concrete are referred to at 
Kngth elsewhere. Some recent tests were reported that 
^^rported to give the adhesion of steel to concrete. The 
^tire resisting moment of reinforced concrete beams (with 

short lever arm) was attributed (so far as tension was 
:^iicemed) to the reinforcing steel rods, no allowance being 
^aide for the tensile strength of the concrete, a real though 
K^certain quantity. By using smaller and smaller rods such 
fcsts could be made to "prove" the adhesion of steel to 
Concrete any desired amount; for even with no rods what- 
%wr, the plain concrete would take a certain bending mo- 
tTient. In one very important respect the lesson learned 
^om tests is a perverted one. Reference is made to the 
^2st of practical use of a structure. There is no more mis- 
leading notion than the one that because a structure stands 
^nd performs its office it is therefore safe. Structures have 
^^Uapsed after standing for decades, and this under no 
Linusual conditions. Given a structure that has attained al- 
Cnost its full strength, and suppose that this structure fails 
^hen the forms are removed. What would be the factor 
of safety in such a structure (or in another similarly built). 
5f it reached a strength lo or 20% greater and was capable 
^f standing up when the forms were removed ? 

As to the unit tension allowed on steel, this is also elab- 
orated elsewhere. Units above 10,000 to 13,000 lbs. per sq. 
in. are too high, though they are very generally recom- 
mended. At these units the concrete* will generally retain 
its integrity. Not that steel can always be stressed to this 
amount without cracking the concrete, but, if there is 
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enough concrete surrounding the st^l, the tensile strength 
of the concrete will aid the steel to the extent, for safe 
loads, that the elongation will not crack the concrete. A 
design, that contemplates cracks in the concrete under saf< 
loads cannot be classed as good engineering. The caus< 
that will produce a crack at one point may produce othen 
at other points and thus break up and. wear out the struc 
ture. 

In the matter of the consistency of concrete there ar< 
still some users that insist on "moist earth" mixtures fo] 
all purposes, even reinforced concrete and parts that ougk 
to be impermeable. Also it is very generally recommende< 
that materials be heated before use in cold weather. A ver3 
significant letter appears in Eng. News, Jan. 30, 1908 froa 
Mr. E. A. Mollan. He describes some concrete that wai 
made with sand and stone that had been dried out by th( 
heat of the sun. This concrete had no cohesion and wai 
worthless. When, subsequently, the same materials wen 
wetted down concrete made therewith (using the sami 
cement as before) was of good quality. Builders who maki 
use of stoves to heat and dry the sand and stone for am 
Crete are commended to a study of this case. 
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Cement. 

rhere are two kinds of cement in common use, namely^ 
sendale or natural cement and Portland cement To- 
s may be added, also, slag cement or puzzolan cement. 
Rosendale cement is made by burning a limestone con- 
Sling the carbonates of lime and magnesia and clay at 
out the temperature of the lime-kiln or looo to 2000^ 
grees F. It is ground to a powder between mill stones 
rer burning. The color is usually brown. Rosendalc 
cnent is used to some extent in foundations for street 
cements and in some massive concrete work. It should 
►t be used in reinforced concriete work or in work where 
rength is to be an important characteristic 
Portland cement is made by mixing clay and limestone 
sr other argillaceous and calcareous substances) in the 
"oper proportions, and burning the mixture at a high 
sat (above 2000® F.), and grinding the clinker to a pow- 
;r. The color is usually gray or greenish gray. There 
■e four different kinds of Portland cement manufactured 
I the United States as distinguished by the materials 
•om which the cement is manufactured. These com- 
inations are: i. Argillaceous limestone, or cement rock,. 
nd limestone. 2. Marl and clay. 3. Hard limestone and 
lale or clay. 4. Slag and limestone. 
There is a kind of cement called slag cement, or puzzo- 
in cement This is made by first granulating the slag 
y chilling the molten slag in water, then drying and mix- 
ig with slaked lime, then grinding. This is an inferior ce- 
lent and is only good in locations where it will be con- 
tantly wet The color of slag cement is light lilac. Slag 
ement should not be confused with true Portland cement, 
nade from slag and limestone. The latter is made by 
•uming to a clinker a mixture of crushed limestone and 
hilled blast furnace slag and then grinding this clinker 
s the clinker of other Portland cement is ground. A. 
lescription of the manufacture of this kind of cement is 
;iven in Engineering News, Sept. 27, 1900. 
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These cements are all what are called hydraulic cements, 
that is, they will set or become hard under water. They 
are unlike common lime in this respect* as they do not re- 
quire the presence of air to acquire their cementing qual- 
ity. The presence of water is necessary to the hardening 
of cement, and cement will harden both in fresh or salt 
water. Unlike lime, also, the clinker from which cement 
is manufactured is inert The unground lumps are like 
-cinders, and they are therefore useless in this state. It 
is only when the clinker is ground very fine that it is fit 
for use as a cement This is the reason why fine grinding 
is essential in all hydraulic cement 

An average analysis of good Portland cement is about 
as follows: Lime, 64%; Silica, 21%; Alumina, 8%%; 
Magnesia, 2^%; Iron Oxide, 2^%; Other ingredients, 
i%%. A variation one way or the other of 2% or so in 
the amount of lime and silica does not make much dif- 
ference in the cement. The magnesia should not exceed 
about 2 or 3%. There is not so much regularity in the 
composition of Rosendale or in slag cement as there is 
in Portland cement There is generally much less lime 
and more silica and magnesia in Rosendale than in Port- 
land. 

Portland cement is superior to Rosendale for every pur- 
IKJse, for a given volume of cement, though the latter 
for many uses meets the requirements of the case. Nat- 
ural or Rosendale cement sets quicker than Portland ce- 
ment, though Portland cement soon overtakes and passes 
the natural cement The quick-setting property of natural 
<»ment may be turned to advantage in work that is to re- 
ceive its load soon after placing. By using a larger quan- 
tity of natural cement than would be needed in Portland 
cement the necessary strength may be attained in a short 
period. 

Natural and Puzzolan cements will not stand extretmi 
•changes in temperature as well as Portland cement 

When sand and cement are mixed and ground together* 
the mixture can be ground finer than it is possible, wifll 
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same means, to grind the cement alone. It can in 
^'tt^^t be ground so fine that nearly all of it will pass through 
^ sieve having 200 meshes to the inch. On account of the 
-acitrcme fine grinding, and possibly also on account of the 
•j^stivity of the sand in this finely divided state, the cement 
^^ stronger than the same amount of ordinary cement 
*^r^mld be. If the installation of a grinding mill is practi- 
^i^ble on a large piece of work, where the cost of cement 
^^ high, there may be a saving in thus grinding a mixture 
^^"1 cement and sand in order to reduce the amount of ce- 
**ient required. The grinding of a mixture of cement and 
^K«nd is patented. 

The weight of Portland cement is 85 to 100 lbs. per cu. 
■^t., depending upon whether it is loose or compact. A 
%>arrel of cement is considered, by some specifications, as 
^^ual to four cubic feet This, at 375 lbs. per standard 
'fcarrd, is about 94 lbs. per cu. ft. 

The tests commonly made on cement are gfiven else- 
"^here in this book. A few notes on the method of mak- 
ing these tests and the importance of the tests would not 
l)e out of place here. Some additional tests will also be 
mentioned. 

To determine whether or not a cement is hydraulic mold 
a brick I'^x i%''x8'', and after the initial set place it 
under water upon supports near the ends, having the one- 
inch dimension vertical. If the cement is hydraulic the 
brick will retain its shape, if not, it will give way between 
the supports. 

A simple test for soundness of cement, or freedom from 
tendency to shrink or expand during setting, is to take a 
cylindrical lamp chimney and fill it for a certain distance 
with well compacted cement paste, marking the end of the 
flat surface. If the cement shrinks, it will show by the 
mark, and if it swells, it will break the chimney. 

The swelling of cement during setting is usually due 

to the slaking of free lime. When the cement is used 

fresh from the mill it is apt to have some free lime in it. 

Seasoning for several weeks after grinding, if the cement 
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'is finely ground, will air slake this lime and render the 
cement more sound. On the other hand too long expos- 
ure to the air will destroy the activity of the cement and 
may render it usdess. Moist air is especially destructive 
on the cement It should therefore be stored in a do 
place. Air generally affects cement by causing it to cake 
in the sacks, and the hard lumps that cannot be easil] 
broken with the shovel will be useless as cement Good 
cement may be somewhat lumpy, but the lumps should b( 
such that they can be easily broken with the fingers. 

The test for fineness of cement is important, because th< 
finer a cement is ground the stronger that cement will be 
Not only is the activity of the cement increased by fin< 
grinding, but the fine particles are necessary to fill smal 
voids in the sand and thus render the mortar or concret< 
dense. 

The test for specific gravity is made to determine wheth- 
er or not the cement is properly burned and also to de 
tect adulterants. If Portland cement .is under^bumed, it 
specific gravity will be low, and if it is over-burned, it 
specific gravity will be high. Specific gravity tests are ap 
to be misleading, because of the fact that the. cement ab 
sorbs some C O 2 and watef from the air and thus it 
specific gravity is reduced. Cements having different de 
grees of calcination, if tested when fresh-burned, or i: 
heated red hot before testing, to drive off absorbed C O i 
and water, appear, according to Mr. David B. Butler 
(Eng. Record, Vol. 55, p. 176) to have very close to thu 
same specific gravity. Mr. Butler's tests, however, do no 
discredit the value of the specific gravity determination t< 
detect adulterants. Natural cement or slag used as adul 
terants will lower the specific gravity. 

The conclusions in a paper by Prof. R. K. Meade and Mr 
S. C. Hawk, read before the American Society for Test 
ing Materials in June, 1907, drawn from a series of testi 
made by them, are as follows : 

**(i) That the specific gravity test is of. no value what- 
ever in detecting underburning, as underbumed cemej* 
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will show a specific gravity tnuch higher than that set by 
the standard specifications. Underbumed cement is read* 
ily and promptly detected by the soundness test and no 
others are needed for this purpose. 

"(2) The value of the specific gravity test as an indi- 
cation of adulteration is much exaggerated. While a 
large admixture of any light adulterant with the cement 
would be shown there is at the same time much slag ce- 
ment and also Rosendale cement which could be mixed 
with cement in large quantities without lowering the speci- 
fic gravity below the limit of our standard specifications. 

"(3) That low specific gravity is usually caused by 
seasoning of the cement or the clinker, either of which 
improves the product. 

"(4) That the proposition to ignite the cement sample 
which falls below specifications and determine the. speci- 
fic gravity upon the ignited portion is of no value because 
adulterated cements also have their specific gravity very 
much raised by such ignition. 

**(5) That the requirements for specific gravity should 
be omitted from the standard specifications or at least 
that the clause which infers that low specific gravity is- 
caused by underburning and adulteration should be omit- 
ted and that in its place there should be inserted one stat- 
ing that low specific gravity may, but does not necessarily 
imply adulteration as it is in most cases due to seasoning 
of the cement or storage of the clinker before grinding^ 
both of which are beneficial to the product." 

Specific gravity of cement is usually determined by im- 
mersion in benzine or turpentine. 

The addition of a small quantity of unbumed granu- 
lated slag, before grinding, to cement made from slag^ 
is not considered an adulteration, as it neutralizes the 
cflFect of any free lime that may be in the cement. 

Cement that shows excessively high tensile strength in 
short time tests is liable to be adulterated with sulphates,, 
which hasten the settling but render the cement weak aftei 
i lonR time. 
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In making i>ats or bricquetts for test the paste should 
be mixed thoroughly for five minutes, rubbing the mix- ^ 
ture under pressure. Regularity should be observed ii 
placing the mortar in the molds. Pressure should be 
used, and as near the same pressure as possible for dif- 
ferent tests. A difference in the amount of tamping or 
pressure may make a very great difference in the strength 
of tensile tests. 

Soundness of cement is of more importance in rich mix- 
tures than in lean mixtures. Cement that will stand the 
28-day test for soundness, but fail under the accelerated 
test by boiling or steaming, may be satisfactory in ordin- 
ary concrete. Cement that will stand both the accelerated 
and the 28-day test is to be preferred. Cement that shows 
up well in the accelerated test is not necessarily a good 
cement. The presence of sulphates seems to counteract 
the expansive effect of free lime. Gypsum or sulphate of 
lime is generally added by manufacturers of cement to re* 
tard the set. Sulphate of lime to the extent of more than 
two per cent, by weight is not allowed in any cement hf 
the U. S. Army engineers; not more than one per cent 
is allowed in cement to be used in sea water. 

Cement that shows up well in the tensile test after seven 
days and then shows little or no gain at 28 days is to be 
looked upon with suspicion. 

The tests given in cement specifications are to be made 
in a laboratory equipped for the purpose. Simple tests 
may be made on the vrork, that will in some cases be 
sufficient to determine the general character of the ce- 
ment. Pats and balls of cement or mortar can be made 
use of to gage the setting qualities and soundness. By 
pressure of the thumbnail the setting quality may be 
estimated and by dropping the hardened specimens a 
rough idea may be had of the strength. 

Puzzolan or slag cement may be detected by taking a 
X>at and boiling it for several hours and then breaking it 
The fresh fracture will be bluish green. 

The following is quoted from "Professional Papers of 
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e G>rp8 of Engineers, U. S. Army. No. A'* "Puzzolait 
■nent nerer becomes extremely hard like Portland, but 
juzolan mortars and concretes are tougher or less brit* 
fr than Portlaod. The innrni. is well adapted for ose in 
^ water, and generally in all positions where constantly 
^x>sed to moistore; such as in fotmdations of buildings^ 
r^tTS and drains, and rnidrrrrocnd work.^ genenlly. and 
i. the interior of heavy masses of masonrv or concrete. 
: is nnfit for use when subjected to mechanical wear, 
Ltrition or blowsu It ahotrid never be used where it may 
e exposed for long periods to dry air. ev*n after it has- 
-ell set It will turn white and disintegrate, due to the 
Kidation of its anlphides at the surface under ^nch er- 
asure. Sulphuretted hydncen. which is of-i»n evolved 
pon deoompositxon of the sulphides in P-izzcIan 'v;ment« 
injuriocH to iron and steeL Such metals. :t -isftd in 
vinectson with Puzzolan cement, should he pr^>rected, 
* an allowaxwe be made for deterioration by an increase 
: scKrtion-" 

Cement is ccn.qi«ierfd ly mr,<it i:ir!irrr:«.f! v. V ^ njh. 
a.nce which artains its Iiarnne:^-? iy i ir-.r.»':s -f rr --raili- 
ition, taking ap the -vater i-.ed m Tii:r:n!? v. -i-.t-n i :r/- 
rate of a crystalline ^mcr:ire. 7'ie i:iThi-,r Vi-p-.-'v?. 
'ith Dr. William Michael is -.f l-i^-nar.v *:iar vrrprt ir.fn 
ot crystallize in harieninff, 'vit -iiar t :s t vi!r.fft "'^e. 
-Uthor believes that the nar.ire -.t ■^^.rr.f^t . ::•-•: Tpnr'y 
epresented by -iriirar/ rltie "!ian '.*- \r." -r f.tilirp i!:h- 
tance, and that what Tr/^rrtilir-irtrn -r.;^.»r. -!.'.»•.* nr:- 

lental and not i ncce.'«ar:- ir.-.-rrFnar;mpr:r -.'■' -:-.- -r-.r-.t^r.' 
ng process. Cinnent •J:nki*r •• ::fr-. r :<-.r>-. -r.r ;,^.- ::xe 
luiddime: it must be nr-.r 7r-':rri n t -jr i :t— i, i;i •• 
iny cementing '^riaiirr ,r. -. :n;- -::r* rria.-i;-:. =■ -ir-i-:^ 
>f this so-called ^emenr -hrit = -st.;:- -.-ttit... ' :.- -••■r 
s inert, like the dinker .^-ir-^ lerif \»r:ipnf. :-r:: :..— e. 
vould not get very iiard irri v.-,i:!/i i. r ,p -r - -^ 
L«aitance, or the slime 'hat -=f*r v. if ;:--.:.v :- 
nent mixtare in sn "recess it vr.ti-r -■ I:e iPTtr-'r :■ -or 
:o pore oetnent ibat ;.? ifivhU- ^riv.rr •!'-»-. 



neat cement is a mixture of small particles of inert clir 
er and a dust that is fine enough for water to act up 
and turn into a colloid or gellatinous substance, whi< 
-when lodged in between small grains of an inert hard si 
stance, holds these grains together in an artificial sto 
The inert hard substance may be grains of sand or 1 
<:oarser grains of ground cement clinker, too coarse 
-have cementing properties. 

The foregoing statements are radically different fn 
the commonly accepted belief regarding cement. Tl* 
therefore call for some facts to substantiate them. ] 
attempt will be made to discuss the chemistry of cemc 
except to cite some admitted facts that bear in a gene 
^ay on its chemical action. 

It is well known that fine grinding improves the strenj 
of cement. It is also known that there is a point beyo 
which fine grinding diminishes the strength of cem< 
wrhen made into neat briquettes and pulled. It is a 
known that this same finely, ground cement, that is we; 
■er in neat tests than coarser cement, is stronger in 
•ment and sand tests than the other. 

Another fact well known is that when a broken pi( 
of china is to be mended by glue, or when two pieces 
ivood are to be glued together, the parts must be pres! 
^rmly together and as much of the glue squeezed out 
possible; and the strength of the mended part is grea 
than that of the glue itself by which it was mended. 

Lime mortar, even before it has had time to be ac 
upon by the carbon dioxide, is stronger in tension tl 
the lime paste. 

Melted sulphur is used sometimes as a cement, usua 
however, alone. In Engineering News, Vol. 51, p. 2 
Mr. Alexander Potter describes some tests on melted s 
phur as a cement for sewer pipe, mixed with sand, 
finds it to be an excellent material for that purpose, 
liis tests he found plain sulphur to resist tension with 
ultimate strength of about 100 lbs. per sq. in. Sulphur t 
sand mixed hot, i of sulphur to i of sand stood 650 1 
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'.^mq. ul; 5 of sutphtir to 7 of sand stood 670 lbs. pef jhi. 
t • a of sulphtir to i of sand stood 400 VbtL per sq. in. 
. .Potter found that fine sand sndi as quicksand gives 
fter results than coarser sand. These strengths were 
wmn as soon as the sulphur was cold This is aiialogous 
'the action ■ of Portland cement' When ytry finely 
^tind, it has an overdose of cement and not sufficient 
xt substance to be cemented together. When sand 
added till a balanced mixture is formed^ the mortar 
strong. Sometimes sand and cement tests. pull up 
onger than neat cement. Cement reground with sand 
inade much finer and will take in more sand to form a 
ftanced mixture. The mixture : may be unbalanced hy 
iring too much cement, as in the sulphur tests^ where 
bre sand added makes the specimen stronger; or it may 
^ unbalanced by having too mudi inert substance to have 
^ interstices filled 1^ iiit cement, as in kan mixtures of 
Ivd and cement 

That Portland cement is a mixture of a cementing sub- 
since (the finest powder) and an inert substance may be 
lown by the following experiment. Take a little cement 
nd mix it in about ten times its volume of hot. water. 
«t this boil for several hours, adding more water as re- 
uired. At the end of this time stir up the mixture and 
our it rapidly into a tumbler.. Almost immediately there 
rill be a settlement of part of the cement, which is of a 
ark color. Upon this there will settle a light colored 
art of the cement, leaving the water comparatively clear. 
I distinct line will separate the dark colored and the light 
Dlored parts. The upper layer will be slimy at first then 
ellatinous, and will finally (in a week or two) attain a 
aty hardness. Upon drying it becomes like chalk and 
as little cohesion. The lower layer, whidi in an experi- 
lent by the author was about equal in volume to the up- 
er layer, is like sand and has little cohesion. It can be 
-umbled in the fingers. The upper layer is the slime or 
.itance or true cement that is liberated in an excess of 
ater, when concrete is mixed. The fineness of the grinding 



will no doubt gage the relative amounts of inert and 
tive substance in the cement In a repetition of this 
periment the cement was allowed to settle in a glass, and 
the water was poured off. The separated cement was then 
mixed together into a mortar and allowed to hardca. 
It hardened into a cohesive and hard lump. 

By the use of cold water and long continued agitatiofi 
a partial separation can be effected, but enough of the fine 
dust seems to adhere to the inert particles to cement theitt 
together. The light and dark colors will be present but 
they will not be so clearly defined. 

Some tests presented in a paper by Messrs. Henry S. 
Spadanand and Robert W. Lesley, read before the As- 
sociation of American Portland Cement Manufacturers at 
their annual convention in 1907 (See £ng. Record, Dec. 
21, 1907, p. 691,) prove very conclusively that a large 
part of commercial Portland cement is inert on account 
of not being fine enough to have any activity. Briquettes 
of neat cement were made and at periods of from 7 days 
up were tested. At 28 days they stood a tensile test of 
752 lbs. per sq. in. These broken briquettes were then 
dried and reground. This material was used as cement 
and made into briquettes, which stood, at 28 days, 253 lbs. 
per sq. in. These broken briquettes were dried, reground, 
and used again as cement. The briquettes stood 163 lbs. 
per sq. in. at 28 days. Tests were made at other periods, 
and mortar tests were made with sand. The above illus- 
trates what the tests demonstrate. In the words of the 
experimenters — ^'These experiments clearly show that 
even after cement has been twice gaged with water and 
allowed to harden under water, all the cementing and hy- 
draulic qualities are not destroyed." It is clear that the 
regrinding of the briquettes broke up particles that were 
not fine enough to be active at the first and second gagings. 

The paper above referred to describes other experiments 

that further strengthen the conclusion that the finest 

ground Portland cement is composed largely of inert 

clinker, too coarse to be active. Quoting the paper again. — 
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3rtland cement which had passed the 20C>-mesh sieve 
s further separated by elutriation into the foUowincr 
"^s: (A) Material tiiat settled out in 30 seconds; 
> Material that remained in suspension for jo seconds, 
: settled out in one minute; (C) Material that re- 
ined in suspension for more than one minute. The ce- 
ant thus divided into three portions according to size 
18 treated with water in tightly stoppered tubes. "A*' 
.s only slightly acted upon by water, even after two 
■.rs contact with it "B" was only acted upon by water 
:«r three or four months, and only a portion became 
Lly hydrated. "C was acted upon almost immediately, 
rdling up and forming a very voluminous jelly/' [Elu- 
stion is shaking up in dry kerosene and allowing to set- 
V. The amount of this cement that settled in 30 seconds 
not stated. In another sample 45.18 per cent settled in 
is time.] 

"When a substance crystallizes, the crystals assume a 
tfinite volume and have not the property of swelling to 
larger volume or of occupying less space. Further, these 
7stals have the property of exerting pressure to reach 
lAt given volume, as exhibited in crystals that form in 
le pores of soft stone swelling with such force as to crack 
le stone. Sound cement will not swell with force as 
rystallizing substances do. It is true that cement that 
ttrdens under water will swell slightly, but the same ce- 
lent hardening in the air will shrink, proving the lack 
i definite volume in the hardened cement. On the other 
and cement that is not confined by the inert particles 
pressing against it can be made to swell to fill a space 
audi larger than its original volume. The minute grains 
if cement, if they are finely broken up, have the property 
i swelling to many times their size by the absorption of 
rater and hardening in water or in air. If abundance of 
fater be present, the grains will swell up to a larger size 
nd make a more dense and a stronger mortar; and, if 
iie water be present for a sufficient time, the cement 
^ill unite with some of it and harden in this larger vol- 
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time: Upon being taken out of the water after being 
thoroughly hardened the cement does not then contract 
in drying out, but the surplus water dries out of the min- 
ute pores in some such way as a cork that has been soaked 
in hot water dries out, though the water would not pass 
through the pores of the cork in a liquid state. 
• The amount of water permanently retained by the ce- } 
ment in an ordinary concrete mixture or in mortars oil 
about 1 :3 is about i6 to i8 per cent, of the weight of the 
cement. In neat cement only about 8 to 12 per cent, is re- .{ 
tained. This is further evidence of the fact that the hard- 
ening of cement is not a crystallizing process. Crystals '] 
have a definite amount of water in their composition. It 
is evidence also that the pure cement will swell and ab- ' 
sorb water in proportion to the space to be filled and the 
amount of water present, as the voids in mortar are much 
greater than in neat cement; also the amount of water 
present, even in mealy concrete, is greater than needed in 
neat cement mortar. These facts would further seem to. 
vitiate the contention of those who say that only the bare 
amount of water for the needs of the cement should be- 
used in the mixing, since cement under varying conditions 
will combine with different amounts of water. 

When cement is mixed with a meagre amount of waten '.■ * | 
the grains do not have the conditions present that promote: ' 
free swelling to fill the voids. The result is that the mor- . 
tar or concrete is porous, that is, full of large pores that 
allow the passage of water. It is an erroneous belief that | 
the impermeability of concrete is promoted by using a I 
meagre amount of water in mixing and tamping this con^ ! 
Crete. 

It is well known that concrete can be made quite good 
that is deposited in water and it is well known that speci- 
mens that are kept in water after setting will, upon hard- .■ 
ening; be very much better and stronger than like sped-i* 
mens hardened in air. It is not clear why authorities, |: 
in the face of these facts, warn against the use of plenty; ^ 
of water in the mixing. ^■ 
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« Dr. William Michaelis, in a paper read at the annual 
•meeting of the Association of German Portland Cement 
Manufacturers at Berlin in Feb. 1907 (See Cement and 
Engineering News, Aug. 1907) describes a piece of arti- 
ficial stone made of Portland cement and 10 or 20 per 
cent, of asbestos fiber. The mixture was stirred a long 
time, as paper pulp is stirred, and then pressed to expel 
the surplus water. The volume of the stone was many- 
times that of the volume of the cement used in the mix- 
ture, showing that the cement had swollen by the absorp- 
tion of water to attain this volume. Dr. Michaelis says 
of this stone that it is rightly named eternite, for it is 
practically everlasting. The stone resembles slate. There 
is a company that makes this kind of artificial stone for 
shingles. According to those who advocate a mealy mix- 
ture for concrete this stone would be expected to be por- 
ous and totally unfit for shingles on account of the large 
excess of water used in making it. The presence of the 
asbestos fiber and the long continued agitation hold the 
grains of cement apart and allow them to swell by the ab- 
sorption of water. 

Pure cement when placed in water will swell to many 
times its volume measured as a dry powder, if not confined. 
In commercial neat cement, however, the particles of in- 
ert clinker act to confine the pure cement and prevent the 
swelling. If there is plenty of water in the mixture, and 
the cement is well mixed through the mass, the cement 
will swell to fill the voids and will bind together the in- 
ert particles making a stronger and better concrete than 
can be made by a mealy mixture, even with pressure ap- 
plied in the manufacture. If the swollen cement dries 
out before it has hardened, the concrete will shrink. This 
is the reason why cement or concrete hardened in water 
will swell, and, if hardened in the air, it will shrink. This 
is the cause of shrinkage cracks in work that has not been 
kept moist during hardening. 

Tests for soundness or constancy of volume in neat 
cement may be misleading, because of t\ve i^cX, ^^ci^X ^^ 
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best cement, that is, the finest ground cement and, other 
things being equal, that most suitable for concrete, may 
show the poorest results. The greater proportion of very 
fine flour gives the better cement a tendency to swell, 
whereas, a cement containing less fine flour and more 
inert clinker might show greater constancy of volume. 

Cements that do not show up well in neat tests for 
constancy of volume may be quite sound in mortar or 
concrete, though of course the cause of swelling in a test 
may be the presence of free lime or magnesia and may 
have no relation to the fineness of grinding. 

Lime. 

Lime, while it is not ordinarily used in making concrete, 
is of importance because of its use in mortar and be- 
cause it may be made use of in decreasing the permeabil- 
ity of cement concrete, also because it is one of the con- 
stituents in the manufacture of slag cement. 

Common lime is made by roasting or burning lime- 
stone, or carbonate of calcium. The roasting reduces the 
carbonate to oxide of calcium or quick-lime. Quick-lime 
usually contains from 5 to 10 per cent of impurities. The 
impurities retard the process of slaking, so that lime should 
be slaked several days before it is used in mortar, so as 
to be thoroughly slaked when placed in the wall. The 
swelling of lime in slaking would be detrimental to the 
strength of the wall. Lime may be slaked and packed in 
barrels for an indefinite length of time, or it may be kept 
in the mixing boxes covered with sand. It is when lime 
mortar is exposed to the air and absorbs carbon di-oxide 
therefrom that it becomes hardened and that it acts to 
cement together the bricks or stone of a wall. Kept in 
the form of a paste, with only the surface of the mass 
exposed to the air, this absorption of carbon di-oxide will 
not take place to any great extent. Quick-lime, if ex- 
posed to the air, will absorb not only moisture, but car- 
bon di-oxide as well. Air slaked lime will make weak 
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mortar on account of the premature absorption of the 
C O 2 and the formation of what is commonly known as 
whiting. Lime should therefore be fresh-burned. 

Neat lime would be of little use as a cementing mater- 
ial on account of its weakness and the necessity of its 
being in thin layers to enable the air to have access to it. 
It should be used only to fill the voids in some material 
such as sand or brick dust. 

A barrel of lime will make about eight cubic feet of 
stiff paste. The weight of a barrel of lime is 230 pounds. 
This is three bushels or 3.75 cu. ft.. 

Lime comes in lumps, as it needs no grinding after 
burning, on account of the fact that the action of the 
water in slaking breaks up the lumps into a powder. If 
the lime is found in a powder, it indicates that it is air 
slaked. The slaking of lime requires about two parta 
by weight of water to one of lime. 

Fat or rich lime is lime made from pure or nearly pure 
carbonate of calcium. Dolomite is a limestone contain- 
ing magnesia. Lime made therefrom is poor or meagre, 
that is, slow in slaking and not fat or rich. 

Hydratcd lime is a product lately come into extended 
use for the various purposes for which slaked lime may 
be used. This is a very fine white powder produced by 
slaking in a rotary pan quidk-lime that has been broken up 
into small lumps. Sufficient water is used to slake the 
lime and still leave it hot enough to drive off the surplus 
water, leaving a dry powder. This powder is sifted or 
screened to remove unburned or unslaked lime and any 
coarse particles. The hydrated lime is sold in sacks. 
This is used in mortars; in the manufacture of sand-lime 
bricks and of slag cement; in hard wall plasters, either 
mixed with Portland cement or gypsum products; as an 
addition to Portland cement mortar to make it more 
easily worked and to retard the settling ; in rendering con- 
crete more dense and waterproof. 

The action of lime in the manufactwe of what are called 
sand-lime brick is quite different from its ac^on \tv ot» 
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dinary mortar. Part of the sand used in making sand- 
lime brick is very finely ground, and thus rendered ac- 
tive in some such way as the inert clinker from which 
hydraulic cement is made is rendered active by grinding. 
The bricks are cured in steam under pressure and the 
presence of C O 2, instead of being necessary, is undesir- 
able. The chemical action is between the lime and the 
finely powdered sand. 

Sand. 

Sand is the term commonly applied to small particles 
of quartz; it is also used to designate small particles of 
stone such as crusher dust or very small gravel. The 
maximum size of grains admitted under the term sand 
is sometimes as large as % in., while sometimes finer 
sand is required. Ordinarily about one-sixteenth of an 
inch is the maximum size of grain. 

Standard sand, used in making mortar tests, is crushed 
quartz that passes a sieve with 20 meshes to the inch and 
is retained on a sieve of 30 meshes to the inch. 

Sand with angular grains is called sharp sand. Bank 
sand is usually a sharp sand, while river and sea sand 
generally have rounded grains on account of the wearing 
of the particles on each other. Formerly specifications 
generally called for sharp sand. The sharpness of sand has 
been found to have but little relation to its value in ce- 
ment mortar or in concrete, and sharp sand is not so 
often demanded. The most important quality in sand is 
the grading of the sizes of grains from coarse to fine. 

If spheres of equal size and having radii of unity be 
stacked so as to have the least percentage of voids, each 
may be considered as enclosed in a solid having 12 faces, 
each of which is a rhombus whose long diagonal is 2 and 
whose short diagonal is the square root of 2. The vol- 
ume of the sphere is 74.05 per cent, of that of the solid. 
The voids, therefore, in a stack of spheres placed as com- 
pactly as possible would be nearly 26 per cent. As sand 
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is composed of more or less rounded grains, we would 
look for a percentage of voids approaching this. How- 
ever, on account of the friction it is difficult to compact 
sand of grains sifted to a uniform size to a density show- 
ing less than about 44 per cent, of voids. It is found 
that the voids in compacted sand of varying sized grains 
amount to about 30 per cent. The percentage in ordin- 
ary sand varies between 30 and 45. 

In general sand having a large sized maximum grain, 
that is, coarse sand, is a stronger sand for mortar or con- 
crete than fine sand. Many fine sands are unfit for use 
in mortar and concrete. Such sands could be improved 
by the addition of a coarse sand, using a quantity of 
each in the mixture for mortar or concrete. By making 
several mixtures and comparing tests therefrom with a 
standard a satisfactory sand may be obtained, and fine 
sand that might be available and cheap could, by the pur- 
chasing of some coarse sand, be made use of to advantage. 
If only fine sand is available, its weakness may be counter- 
acted by the use of a larger proportion of cement. 

Sand containing much mica is apt to be weak, as mica 
will not adhere well to the cement. 

Sand should not contain much foreign substance of a 
soft nature, such as clay or silt. If this foreign sub- 
stance is in the shape of lumps, it is especially bad, as 
these will make weak spots in the concrete. Lumps should 
be eliminated by sifting in preference to waging. Fine 
particles of clay in sand, found naturally in the same and 
thoroughly mixed through the mass, do little or no harm. 
Qay has been found by some experimenters to reduce the 
strength and by others to increase it. The reason for 
this discrepency is no doubt found in the difference in 
the nature of the clay. If the clay is added to the sand, 
the probabilities are that it will weaken the mortar, un- 
less the clay is first finely ground. If the clay is found 
in the sand naturally, it will probably add to the strength, 
because it is then more apt to be in a finely grovtud ?.U1^. 
It is only when the clay is in the finest k\n4 ol ^ ^^A^t> 
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or, if moist* in a finely divided state, and thoroughly 
mixed through the mass that it has a beneficial effect on 
the mortar. 

Many tests have shown sand containing 5 to lo per 
cent, or more of fine clay to be stronger in a mortar than 
clean sand. A little clay increases the density of the 
mortar. Sand containing more than 10 or 15 per cent 
of clay or silt should be used only after thorough tests 
and not at all on such work as reinforced concrete. The 
ultimate effect of the clay on the life of the concrete is a 
matter of doubt, even though short time tests do show an 
increase of strength because of its presence. In mas- 
sive concrete the sand may contain 10 to 15 per cent, of 
clay and still be suitable. In reinforced concrete it should 
contain no more than 5 or 10 per cent In concrete blocks 
no more than S per cent should be allowed. The richer 
the mixture, in general, the greater the detrimental effect 
of foreign substances in the sand. Qay is less harmful! 
in coarse sand than in fine sand. It helps to fill the 
voids in coarse sand, while it holds the particles of sand 
apart in fine sand. 

If sand is found to contain an excess of clay, it caa 
be washed to remove the clay. Washing, however, be- 
sides being expensive is liable to take out the fine e^rains 
of sand, which are of great importance, as these fill the 
small voids and make the concrete dense and strong. 
The washing of sand may be done by use of an inclined 
trough with a gate at the low end. Sand is placed at 
the high end and played upon with a hose. The clean 
sand settles at the low end of the trough, and the dirty 
water flows over the gate. Sand should be tested, washed 
and unwashed, to determine whether washing is profit- 
able. 

If sand is ignited, clay will be broken up, and to some 
extent burnt, and thus rendered less harmful on account 
of being more durable. This, too, would be an expensive 
operation. 

Dirt in sand is to be viewed with suspicion. Natural 
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sands are seldom found mixed with soil, unless it be for 
a small depth on the top of the bed. The dirt may have 
been incorporated into the sand as a result of handling. 
At the site the sand should not be laid in the dirt, as the 
last of it, when shoveled up may contain an excessive 
amount of dirt and be the cause of a weak batch of con- 
crete. 

Good clean sand may be mixed with sand containing 
an undesirable amount of clay and the mixture made 
acceptable by this means. This would be preferable, in 
some cases to washing and losing the fine particles. 

The best material for good strong concrete is coarse, 
clean sand. 

Sea sand contains alkaline salts which induce efflor- 
escence. These should be dissolved out with fresh water. 

Stone dust or screenings are sometimes found superior 
to sand in mortar tests. 

Dry sand weighs ordinarily from go to too lbs. per cu. 
ft. A common weight assumed for ordinary sand is 2600 
lbs. per cu. yd. Sand having very large and very small 
grains may weigh as much as 1 17 lbs. per cu. ft. or more 
than 3000 lbs. per cu. yd. 

The specific gravity of quartz is 2.65, hence a solid 
blodc of one cu. ft. would weigh 165 lbs. The voids in 
quartz sand may be calculated from the weight per cu. ft. 
by noting the per cent, that it falls short of 165. Pure 
sand weighing 100 lbs. per cu. ft. has close to 40 per cent, 
of voids. 

Besides its use as a constituent of concrete and mor- 
tar sand is used in casting artificial stone blocks. For 
this purpose the sand is made use of just as in a foun- 
dry. It is found to absorb the surplus water In the mix- 
ture, and this keeps the mold moist. 
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The term aggregate is used by the author to mean the 
solid inert part of concrete not included in the term 
sand, and not, as used by some writers, to include the 
sand. This is the rational use of the term. There is 
need of a single word to apply to the third term in the 
ratio, of a concrete mixture, on account of the variety of 
substances that may be emploj'cd. A i :2 14 concrete means 
in America a mixture of one part, by volimie, of ce- 
ment to two parts of sand (whether this be siliceous 
sand or rock screenings) to four parts of aggregate. 
This use of the term is very common and convenient. 
Anyone who. would force a different meaning, to a term 
in common use, because of fancied perversion of its true 
meaning, is commended to the work of restoring the 
word manufactured to its true meaning, **hand made." 

The aggregates used in concrete are usually gravel, 
broken stone, and cinders. Besides these shells, broken 
bjricks, and slag are sometimes employed. 

Gravel, when it comes in assorted sizes, is a very good 
material for concrete from several standpoints. Firsts it 
IS usually hafd and durable stone that has withstood at- 
trition, and is the result of natural selection. Second, 
the stones, being round, will, if graded in size, make a 
dense mixture, and the denser the mixture of a given 
material the stronger the concrete. Third, gravel will 
resist fire better than many other kinds of stone. The 
round, smooth surface of gravel is not as good a surface 
for the cement to take hold of, and for this reason bro- 
ken stone concrete may be stronger, though it may not be 
as dense as gravel concrete. However, the density of 
gravel often overcomes this, and gravel concrete is some- 
times stronger than stone concrete. Some experimenters 
have found gravel to be stronger than broken stone in 
concrete. The surface of gravel concrete cannot be tooled 
as well as that of broken stone concrete, t)ecause the 
gravel stones break out under the force of the tool 
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Crushed gravel is sometimes used in concrete. This is 
a very good material, if the gravel is a good clean vari- 
ety. 

Gravel is apt to be mixed with dirt, either in the form 
of lumps of coal or of slimy covering on the stones, or, 
as in the case of sand, in the form of an admixture of 
clay, mud, or silt Such gravel should be washed or re- 
jected. The objection to the washing of sand does not 
apply with the same force to gravel, as the gravel is not 
required to contain the very fine particles that should be 
a constituent of all good sand. 

Broken stone should be hard and durable. Concrete 
cannot be strong if made of weak stone. The stones 
should not have incipient cracks^ so that they will crush 
under the rammer. They are best to be nearly cubical, 
at least not in flat flakes, as such stones will not pack well. 
The stone should be uniform, that is; there should not 
be just a few of the largest size of stones, or an excess 
of the same; also there should not be an excess of dust, 
say not over 15 per cent, of very small particles. The 
whole pile, as well as different deliveries should be well 
mixed, so that different batches of concrete will be as 
near alike as possible. There should not be over one 
per cent, of rotten stone. Unloading of the stone is apt to 
separate the large stones from the small ones. Dumping 
in dirty places may result in a large quantity of dirt 
getting into a batch of concrete. 

The kinds of stone generally used are trap, limestone, 
and sandstone. Trap is the best of these, as it is harder 
and stronger than the others and is a better fire resistant. 
Hard limestone is good and durable, except as to its abil- 
ity to withstand fire. It will calcine or turn to lime un- 
der heat Sandstone is not as strong as the others. 

In an aggregate such as gravel and broken stone used 
in concrete strength and density are desired. These are 
closely related. The mixture that will pack the closest 
will give the strongest concrete in a given c^uaUtv ol 
stone. The voids in broken stone usually tun itorcv /^o V^i 



50 per cent of the volume. These voids must be filled 
up with mortar, or the mixture of sand and cement in 
the concrete. The smaller the amount of voids the better 
will be the concrete. Tests have shown the unexpected 
in the matter of the sizes of the broken stone or gravel, 
namely; that the mixture that has the largest maximum 
size of stones, if the sizes are properly graded, will be 
the densest and strongest Many specifications, particu- 
larly earlier ones, read as though it were a serious fault 
to hav^e sizes of stones too large to pass through a given 
sized "ring," and many of these same specifications re- 
quire also that screenings be rejected from the mixture. 
Both of these requirements are detrimental to the strength 
of the concrete. A mixture in which the medium size of 
stones predominates will not be a dense mixture; the 
exclusion of large stones and very small ones tends to 
produce this very condition. It is well known that stones 
of large size have less surface for a given weight* hence 
there is less surface to cover with cement in concrete of 
large aggregates, besides less voids to fill. However, 
there are practical reasons for limiting the maximum size 
of stones in most concrete work. Some of these are the 
danger of air spaces forming under large stones and of 
their arching and leaving voids not filled with mortar. 

Given an aggregate having a certain maximum size 
of stones, the densest and best mixture will be found 
when about one-third of the weight is composed of pieces 
less than one-tenth of the maximum dimension, and one- 
third is composed of pieces between one-tenth and one- 
half of the maximum, and one-third is composed of pieces 
more than one-half of the maximum. For example, sup- 
pose a mixture has stones that will measure not over one- 
inch maximum size. One-third of this mixture should 
pass through a sieve having lo meshes to the inch, and 
two-thirds of the total should pass through a sieve hav- 
ing two meshes to the inch. There should be graded 
sizes in all the aggregate, from the largest to the smallest 



size, to fill the graded sizes of voids that will of necessity 
occur. 

In genera], in a concrete mixture, an aggregate having 
a large maximum size of stones demands a sand of large 
maximum size of grains, while an aggregate having a 
smaller maximum size of stones should have a sand of 
small maximum size of grains. Thus, if the maximum 
size of stones is 2% in., the maximum size of sand grains 
may be % in., and if the maximum size of stones is % 
in., that of the grains of sand may be 1/16 in. This con- 
sistency should be observed in order to have graded sizes 
in the entire mixture. 

Rock dust was formerly considered objectionable in an 
aggregate. It is now generally recognized that this is 
very valuable in concrete, as it fills the smaller voids and 
makes the concrete more dense. Of course, if this dust 
is rotten stone ground up, it should be screened out. If 
the rock dust is not uniformly distributed it may be best 
to screen it out and use it as sand. 

The aggregate for small work should have small sizes 
of stone. In reinforced concrete beams and columns the 
maximum size of stones should generally be % in. to I in. 
In arches a good size, if no small meshes are employed in 
the steel reinforcement, is 2 in. to 2% in. The reason 
that the stones should be small is so that they will pack 
around the reinforcement and not leave voids. In walls 
and heavy work large sized stones are not objectionable. 
Rubble concrete, sometimes called cyclopean concrete, is 
concrete in which large stones are embedded. These may 
be almost any size convenient to handle. They should 
not be placed near the surface or close to each other. 
Rubble concrete is used in massive work. In some con- 
crete work large boulders are placed against the forms 
for appearance, to give a rustic look. 

The weight of broken limestone per cu. ft. is about 85 
to 95 lb. or about 2500 to 2600 lb. per cu. yd. Gravel and 
broken trap wei^^h 2S00 to 3000 lb. per cu. yd. 
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Cinders are often made use of in concrete. Cinder con- 
crete is very useful in filling in between the sleepers in 
buildings. It could also be made use of in filling in the 
spandrel of a stone or concrete arch. If the cinders arc 
well burned and free from lumps of coal, cinder concrete 
makes an excellent fire protection It is light in weight 
and porous and a very poor conductor of heat It has 
the further advantage that nails can be driven into it 
with ease for a month or two after it has set Cinder 
concrete is not very strong. Cinders usually contain much 
sulphur. Steel laid in cinders, if moisture be present 
will rapidly corrode, on account of the formation of sul- 
phuric acid, due to oxidation of the sulphur and addition 
of water. Iron or steel pipe laid in a cinder fill should 
be surrounded by concrete or at least by clay. Cinder 
concrete i :2 14, mixed wet, is probably as good a protec- 
tion for steel as stone concrete. Cinders for concrete 
should be clean. It is sometimes necessary to wash them 
and to sift out the ashes as well as to break up the large 
clinkers. 

In some localities there are large deposits of shellst 
which, mixed with sand and cement, make a good con- 
crete. Tests of any such substances should be made to 
determine the best mixture and the strength. 

Slag is used to some extent in making concrete. Or- 
dinary broken slag does not seem to be a desirable agg^re- 
gate on account of its unstable chemical composition. 
This is especially true of fresh slag. Seasoning may dis- 
solve out the undesirable chemical compounds. When 
molten slag is run into water, it is granulated, and much 
of the objectionable sulphur is washed out Pulverized 
and mixed with slaked lime alone this granulated slag 
can be made into bricks or blodcs. 

Crushed marble is employed in the manufacture of some 
brands of artificial stone. This may be mixed with ce- 
ment alone. 
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Mortan 

Mortar may be lime and sand, neat cement, cement and 
sand, or cement, lime and sand. 

Lime mortar is made of one part of lime paste to about 
3 or 4 parts of sand. The New York Building Code gives 
1 :4 as the proportion. The volume of the resulting mortar 
is about equal to that of the sand. Common lime mortar 
will not set in water. It takes a long time for it to set 
in a damp place. If air is excluded, it will never set. 
Nevertheless some water is required in the setting process, 
and lime mortar suddenly dried will be killed. Hence 
it is well to moisten bricks before they are laid in lime 
mortar, especially if they are porous. Lime mortar should 
not be used in very thick walls or in very thick joints; 
also it is unsuitable for making concrete. The reason for 
this is twofold: in the first place air must have access to 
the mortar to harden it ; in the second place the small ten- 
sile strength of the mortar makes it weak to resist lateral 
flow, and it is consequently of little use in overcoming 
compression in a mass. The ultimate tensile strength of 
lime mortar is about 20 to 50 lbs. per sq. in. The com- 
pressive strength depends largely upon the thinness of 
the joints. Cubes of mortar, when tested in compression 
stand but little; but, when the sand is confined in joints 
between bricks or stone, the adhesive strength of the ce- 
menting lime is taxed less, hence a greater crushing 
strength can be withstood. The report of tests made in 
1884 at the Watertown Arsenal show cubes of lime mor- 
tar to stand 120 lbs. per sq. in. in crushing. The same 
report shows brick piers built with lime mortar to stand 
from about 1000 lbs. to 2000 lbs. per sq. in. The strength 
of a wall laid in lime mortar will be gaged not so much 
by the strength of the brick as by that of the mortar, 
since lime mortar, even confined in joints, is only about 
one-tenth to one-fifth as strong as ordinary brick. Lime 
mortar requires about a month to set sufficiently to re- 
ceive any considerable load, but it cont\nvi&^ Vo Yox^kol 
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indefinitely. In plasters, g3rpsum or plaster of Paris is 
often added to hasten the setting. Dry and thoroughly 
set lime mortar weighs about no lbs. per cu. ft. 

Lime mortar is greatly improved by adding cement, 
either Rosendale or Portland. The strength is increased, 
and the time of setting is shortened. On the other hand 
cement mortar for brick or stone work is improved by 
the addition of lime. It is made easier to work with the 
trowel; it does not set up so quickly, giving more time 
to place it; the adhesive value is improved on such sur- 
faces as concrete blocks. A common mixture is that of 
equal volumes of i to 3 lime mortar and i to 3 cement 
mortar. The mixture of the two mortars is called cement 
and lime mortar. Lime paste or hydrated lime may be 
added to cement mortar without being first mixed with 
sand. The addition of 10 to 25 per cent, of lime paste 
to cement mortar will decrease its permeability and makes 
it more adherent to old concrete and to concrete blocks. 
Lime paste is used in making some artificial stone, of 
sand and cement, to increase the density. 

The addition of 10 to 20 per cent, of hydrated lime docs 
not destroy the hydraulic property of Portland cement 
Cement mortar to which lime is added will attain greater 
strength when stored in water, after a day or two in 
air» than when kept in air only. Mr. H. 6. Nichols, in a 
letter in Eng. News, Dec. 5, 1907, describes some tests 
on adding lime paste to 1:3 Portland cement mortar and 
1 :2 natural cement mortar. It was found that from 4 to 
20 per cent, of lime paste added to natural cement mor- 
tar increased the strength on an average 25 per cent. 
Percentages of lime below 20 did not seriously weaken 
Portland cement mortar; greater percentages did weaken 
it. The briquettes required to be kept in air 48 hours 
before being stored in water. Lime increased the adhesion 
of mortar very materially. 

Tests from the Government report above referred to 
for blocks of cement and lime mortar, one part cement 
mortar and two of lime mortar, showed a strength in 
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compression of 175 to 200 lbs. per sq. in., Portland and 
Rosendale cement showing about equal strength. Brick 
piers in similar mortar showed a compressive strength of 
about 1500 lbs. per sq. in. 

Cement without sand, or neat cement, is not very often 
made use of. It is, however, useful in setting anchor 
bolts in drilled holes in stone work and is considered bet- 
ter than lead or sulphur for this purpose. The ultimate 
adhesive strength is about 400 to 500 lbs. per sq. in. of 
surface of bolt in contact with cement. Blocks of neat 
Portland cement about 2 years old showed a compressive 
strength of about 5000 lbs. per sq. in. Broad, flat blocks 
showed a strength two or three times as great (Govt 
Report, 1884), showing that in joints between bricks the 
crushing strength of neat Portland cement is ten to fif- 
teen thousand pounds per sq. in., or about the strength 
of good hard brick. 

A series of tests that serve to show not only the ten- 
sile strength of neat cement of the average American 
brand but also the quality of the cement and the strength 
of I -.3 mortar is that made in 1900 by the Dept. of Public 
Works of Philadelphia on 8 different brands of Ameri- 
can Portland cement. In all over 4000 tests were made. 
The averages of the results from the different brands are 
as follows:— 

99.4% passed through a No. 50 sieve. 

90.3% passed through a No. 100 sieve. 

75.6% passed through a No. 200 sieve. 

Specific gravity, 3.124. 

Time of initial set, 73.6 minutes. 

Time of hard set, 358.2 minutes. 

Rise of temp, of paste in setting, 5.4 degrees. 



46 



Ultimate Tensile 


Stren 


gth. Pounds 


per Square Inch. 










1 :3 Std. 










Quartz Sand 






Neat 






I day 




449 




88 


7 days 




724 




234 


28 days 




792 




3" 


2 mos. 




793 




323 


3 mos. 




803 




327 


4 mos. 




831 




329 


6 mos. 




818 




333 


A later summary of average 1 


results 


of cement tests 


made in the Philadelphia laboratories 


is the following 


given by Mr. E. 


S. Larned in a paper read before the A. 


A. P. C. M., Atlantic City, N. J. Sept. 1907. 


Proportions 




Tensile 


Strength, lb. per sq. in. 




7 


28 2 


3 


4 6 12 




days 


days mos. 


mos. 


mos. mos. mos. 


Neat cement 


710 


768 760 


740 


732 758 768 


I to I mortar 


590 


692 690 


680 


680 685 695 


I to 2 mortar 


370 


458 460 


455 


453 458 460 


I to 3 mortar 


208 


300 310 


310 


310 310 308 


I to 4 mortar 


130 


2 TO 230 


230 


230 232 232 


I to 5 mortar 


80 


150 185 


195 


195 195 197 



The above tabulation was interpolated from the dia- 
gram of cement mortar tests prepared by Mr. W. Purves 
Taylor. The results of the neat tests and the i -.3 mortar 
tests (i. e. one part cement to three parts crushed quartz, 
by weight) are averaged from over 100,000 tests, while the 
other results are based on from 300 to 500 tests. (See 
Concrete, Oct. 1907) 

One volume of Portland cement, measured loose, mixed 
with one-third of a volume of water will shrink to .78 
of a volume of stiff cement paste. A volume of Rosen- 
dale cement and .4 of a volume of water will make about 
the same amount of paste as the Portland. It takes 6.75 
bbl. of cement to make one cu. yd., measured loose, hence 
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a cu- yd. of cement paste would require 8.65 bbl. of ce- 
ment This is on the basis of 4 cu. ft to a barrel of ce- 
ment. A bag or quarter barrel of cement is accepted by 
many engineers as a cubic foot. Sample bags should be 
measured and weighed to see that this holds true. 

The office of cement in mortar is to fill the voids in 
the sand and at the same time cement the particles to- 
gether. The voids in sand are about one-third of the vol- 
ume. A mixture of one part of cement to three of sand 
will therefore give a correct proportion on this basis and 
result in a volume of mortar not much if any, more than 
that of the sand. This is the common mixture for ce- 
ment mortar. The richer the mortar in cement the great- 
er will be its tensile strength. The compressive strength 
does not increase in the same proportion, but depends some- 
what on the thinness of the joints. For brick work or 
cut stone work there is no advantage in using richer mor- 
tar than 1:3 if the wall is to be in compression only. In 
concrete or rubble work richer mortar by its greater ten- 
sile strength prevents lateral failure under compressive 
stresses. 

Richer mortar than 1 13 will occupy more space than the 
volume of the sand. One volume of average sand can be 
estimated to give one volume of 1 13 mortar ; 0.9 volume 
of sand can be estimated to give one volume of i :2 mortar ; 
0.7 volume of sand will give one volume of i :i mortar. 
One cu. yd. of i -.3 mortar will require about 2% bbl. of 
Portland cement ; one cu. yd. of i :2 mortar will require 
about 3 bbl. of cement; one cu. yd. of i :i mortar will re- 
quire about 4.7 bbl. of cement. 

Mortars are generally mixed by volume in actual con- 
struction. In laboratory tests, for greater accuracy, the 
quantities are usually measured by weight. 

Brick work with %" joints requires about one-eighth 
of the volume in mortar. For %" to W joints about 20 
per cent will be mortar. Ashlar masonry requires about 
6 to 8 per cent, of the volume in mortar, and rubble ma- 
sonry requires 25 to 40 per cent, of mortal. 
48 



The amount of water required is about one-fourth the 
volume of the cement in neat cement or about one-half 
of the volume of the cement in sand and cement mortar. 

Portland and Rosendale cements may be mixed in any 
proportion in mortar. If equal quantities of each be used, 
the strength will be about the mean between that of the 
separate mortars, but it will set in about the time re-»" 
quired for Rosendale cement 

As in the case of lime mortar, mortar made of cement 
and sand will stand much greater crushing load in the 
thin joints of a brick wall than in cubes. The strength 
in the thin joint is sometimes many times as much as the 
same mortar in a cube. Good i '.3 Portland cement mortar 
in thin joints will generally withstand the pressure that 
will crush the strongest brick or stone. 

Mortar made with crusher dust, that is> stone dust that 
results in the crushing of stone, was found by Govern- 
ment tests to be superior in tensile strength both to sand 
and crushed quartz. In the report of the Chief of Engin- 
eers, U. S. A., for 1902 (See Eng. News, Apr. 2, 1903) 
the following results of tests are shown. 
First Series of Tests. 



0. c 


>f No. of Tests 


>> 




1:3 






and 


Each Period 






Age 










24 hrs. 7 da. 


I mo. 3 mo. 


6 mo. 


I yr. 


I 


14 


103 


370 


397 376 


381 


355 


2 


36 


105 


241 


274 294 


290 


291 


3 


12 


79 


397 


544 607 
1:4 


628 


602 


I 


14 


53 


243 


282 266 


259 


227 


2 


36 


65 


169 


198 207 


192 


185 


3 


12 


37 


267 


395 494 


512 


484 


I 


14 


31 


187 


221 211 


190 


161 


2 


36 


36 


132 


155 159 


145 


144 


3 


12 


25 


211 


336 428 


421 


416 
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Second Series of Tests. 






No. of No. 


of Tests, 






1:3 






Sand Each Period 






Age 












24 hrs. 


7 da. 


I mo. 


3 mo. 


6 mo. 


I 


12 




62 


302 


42s 


449 


436 


2 


12 




58 


224 


289 


310 


310 


3 


12 




III 


399 


S05 
1:4 


603 


593 


I 


12 




17 


153 


283 


329 


325 


2 


12 




23 


136 


193 


220 


234 


3 


12 




60 


287 


411 
1:5 


453 


SOI 


I 


12 




9 


103 


189 


244 


263 


2 


12 




7 


85 


130 


168 


184 


3 


12 




34 


212 


322 


ZT7 


429 



Notes. No. I, standard crushed quartz; No. 2, Plum 
Island sand; No. 3, crusher dust. Proportions are of 
Portland cement to sand by volume. In first series of 
tests mortar was quite wet; in second series consistency 
was medium. Values in table are ultimate tensile strength 
in lbs. per sq. in. 

Some tests given by Mr. G. J. Griesenauer in Eng. News, 
Apr. 16, 1903 show limestone screenings to be superior 
to sand in bricquettes tested in various periods from 
seven days to one year. Bricquettes made of screenings 
as lean as i :3 showed greater tensile strength at the end 
of one year, in some cases, than neat Portland cement. 

Unlike lime mortar cement mortar will set in fresh 
water or sea water or entirely excluded from air or water, 
except the water used in mixing. Some substances, how- 
ever, will cause cement mortar or concrete to disintegrate 
while setting. Water containing the discharge from a 
pulp mill was found in one case to cause setting concrete 
to become absolutely worthless. (See Eng. News, Feb. 5, 
1903). Manure, especially if it be wet, will rot concrete 
while it is setting, but does not seem to affect concrete 
that is set and liardened. (See Eng. l^evis, ^^ca. \> \^V 
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p. ii; Jan. 29, 1903, p. 104; Feb. s, 1903, p. 127). Manure 
is sometimes used and recommended to prevent concrete 
from freezing. This is bad practice, if the manure is 
placed in contact with the concrete. It is not only liable 
to rot setting concrete, but it will discolor it. Weak acids 
will attack the lime in mortar or concrete that is setting. 

The effect of oil on concrete is not well understood. 
In Eng. News, Vol. 53, p. 279 and Vol. 58, p. 16/ some 
tests are reported which show that most oils have a de- 
leterious effect on concrete. Concrete or mortar that is 
setting is especially susceptible to the weakening influ- 
ence of oils. Animal and vegetable fats and oils arc the 
most harmful, excepting such drying oils as boiled linseed. 
This latter, while it penetrates concrete to some extent 
does not appear to weaken it. Petroleum does not seem 
to injure concrete. Mr. H. T. Poe, Jr. in Engineering 
Record, Vol. 55, p. 222 tells of a reservoir painted inside 
with coal tar which was used for fuel oil and gave satis- 
faction. An experimental tank of i :2 14 concrete, not 
treated, with fuel oil in 9 months showed no disintegra- 
tion and no leaks, only discoloring of concrete for 1% in. 
(Eng. Record, Vol. 55, p. 9.) Tanks not treated were also 
found to be unaffected by petroleum and petroleum pro- 
ducts by Mr. J. L. Gray (Eng. Record, Vol. 55, p. 313.) 
See Eng. News, Vol. 57, p. 13, where test of i :2 14 con- 
crete tank filled with fuel oil gave satisfactory results. 
Oil penetrated concrete less than % in. See also Eng. 
News, Vol. S3, p. 279, and Eng. Record, Vol. 51, p. 357. 

Alternate freezing and thawing during setting destroys 
weaker mortars, such as lime mortar or Roscndale cement 
mortar. Some experimenters have reported that it docs 
not affect the strength of Portland cement mortar. It 
is the general opinion, however, that it is harmful to any 
setting mortar or concrete. Freezing delays the setting 
of mortar, but if thawing does not occur until the mortar 
is set, it does not seem to weaken it. The setting of mor- 
tar is sometimes entirely suspended due to its being 
ipoztn. Upon thawing the setting resumes. Concrete in 
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ndations lias been tovmit a^r having stood (or soine- 
B in freezing weathcir, tO: quake; then, after having 
e to set in wanner jfcemperature, it has become good 
.. hard. .Freezjnfi M particularly harmful when there 
L mortar fiqi^ oncongrete pooi^er in oement» or where 

facing* i^ a richer mi^oture than the body of a walL 
e rich morts^r ifi ^ to break oflfifmm the. main body. 
£k walls in mpc^r should not be 'run up too fast in 
szing weather^ The heavy, load comif&g upon the lower 
ts o£ walls, thus built bftve c^ti^ed many : failures on 
ount of the fact that the mortsur had frozen and not 
When the frozen mortaf thawed it was almost itt<< the 
.dition of fresh .mortar. Failures hatve alao occurred 
concrete work on, account qi the <fact that centers were 
loved from work, that was frozen and not set 
a a paper by Hf ssrs. P. L. Barker and. H. A. Scsmionds, 
dished in £ng. Ncw^, May 9$ 189& a number of tests 

given. otK the strength of ^cement mortars subiected to 
;zing temperature. These experimenters found that 
-tland cement mortar suffers no surface disintegration 
ler any condition of freezing, but the strength is di- 
iished» sometimes very materially; Rosendale cement 
rtar disintegrates on the surface, but seems to acquire 
ater strength in the part not disintegrated; the cohesion 
Rosendale cement mortar is destroyed by immersion 
water which freezes around it; salt used in mixing 
ter (about 7 per cent.) helps Rosendale cement mor- 

to resist surface disintegration, but appears to dimin- 

the strength; a mixture of Portland and Rosendale 
nents was found to combine the good points of each, 
nely, to resist surface disintegration and not to lose itsi 
ength due to freezing; lime mortar kept frozen until 
bad time enough to set was not injured, but when al- 
nately frozen and thawed it disintegrated. 
>alt in the water is sometimes used to prevent freezing 
mortar. On exposed walls salt is liable to produce 
oresence and to disfigure the wall. Moist salt is 
)wn to corrode steel, so that concrete in which steel is 
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embedded, if it contains salt and becomes wet, may cor- 
rode the steel. Whether or not the steel is safe from cor- 
rosion if the concrete is kept dry is a matter of uncer- 
tainty. Heavy walls in plain concrete do not need salt 
in the mixture, unless it be in extremely low temperature, 
for the cement in setting generates heat. Salt may be 
found useful in such thin tmreinforced work as sidewalks. 
The use of such substances as salt, sugar, soft soap, etc., 
sometimes resorted to for various purposes, seems to be 
of doubtful benefit. At least the effect of these substances 
is not clearly understood. 

Heating the materials of mortar or concrete before mix- 
ing is very often practiced and is very often recommended 
to prevent freezing. Experiments have shown that it is 
harmful to use hot or even warm materials. Mr. Wm. 
M. Maday, in Trans. Am. Soc. C. E., Vol. VI, 1877, de- 
scribes tests in which the heating of ingredients of cement 
mortar to 100 deg. F. reduced the strength to only 7 to 30 
per cent, of that of specimens made at 40 deg. F. Experi- 
ments made by the Austrian Society of Engineers and 
Architects (See Eng. News, Vol. 31, p. 253) led to the con- 
clusion that mortar mixed with warm water shows about 
the same deterioration in freezing temperature as when 
cold water is used. 

The only warrant for the use of hot materials seems to 
be the very doubtful one that it is often done. The only 
evidence that it is not harmful as practiced appears to be 
the negative evidence that no failures have been traced to 
the use of hot materials. Heat increases the activity of ce- 
ment, and quick setting of mortar, that is, setting during 
the process of placing, is detrimental to its strength. 
Heat drives off water the presence of which is necessary 
to the proper hardening of the cement. Concrete bricks 
or blocks are sometimes steam cured, but in this case, 
the heat is applied after the concrete is placed in the 
forms and not before it is handled in a plastic state. The 
steam immersion would not take away water from the 
concrete, but would rather add to that already there by 
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condensation, unless the blocks were heated by other means 
hotter than the steam. In doing concrete work in hot 
weather it is desirable to keep the materials cool and the 
concrete protected from the direct rays of the sun. These 
adverse conditions should hot be artificially produced in 
cold weather. 

The safest and best materials for concrete are good, 
dean, hard broken stone or gravel, good clean coarse 
sand, finely ground Portland cement of known quality, 
and good clean fresh water. The best temperature for 
these materials is as cool as they can be kept without Be- 
ing below freezing: 

As stated, water for use in making mortar or concrete 
should be clean. It should not be water from coal mines. 
It should not contain sewage or rotting substances. It 
should not contain waste from pulp mills and should not 
be acid in reaction. Sea water for concrete is doubtful. 
It should not be used, if fresh water can be obtained. 

The mixing of mortar should be thorough. If done by 
hand, the sand should be placed on the mixing board and 
spread out to an even thickness of about 2 or 3 inches. 
Upon this the cement should be evenly spread and the 
dry materials turned over three or four times with shovels. 
Water is then added. It should not be dashed on so as 
to wash away the cement After the addition of the water 
the mortar should be turned until the pile is uniform 
throughout both in color and in consistency. 

Machine mixing, both of mortar and concrete, generally 
results in a more uniform product than hand mixing. 
There are two general classes of mixers, namely, batch 
mixers and continuous mixers. In the batch mixer the 
materials for one-half to one cubic 3rard are put in at 
once, and this is turned over until all are uniformly mixed, 
then the whole is discharged. In a continuous mixer the 
various materials are fed regularly into the mixer, and 
concrete is discharged continuously. 

Thorough mixing and uniformity of product are the 
prime essentials. There should be in any g^Nttv ^\3a.xiNA\.^^ 
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say a shovelful or a wheelbarrow full, just the amount 
called for of the several materials. If i :2 14 concrete is 
called for, there should be one part of cement, two parts 
of sand, and four parts of broken stone or gravel in 
each such quantity throughout. This is true of the amount 
of water used as well as other ingredients. Each batch 
and every part of the batch should be of the same con- 
sistency. If this thoroughness and uniformity are not 
maintained, the resulting concrete will not be homogene- 
ous. 

In a batch mixer it is not difficult to secure uniformity 
as to amounts of ingredients in each batch, if a careful 
man is placed in charge. There are, however, practical 
difficulties in measuring the materials. One of these is 
the fact that the most convenient thing to haul sand and 
stone from the pile is a wheelbarrow, and it is very diffi- 
cult to gage the capacity of a wheelbarrow or to get work- 
men to load one the same amount at each trip. 

It is quite evident that to make three or four different 
streams discharge proportionate amounts of materials, as 
must be done in a continuous mixer, is fraught with 
many difficulties and difficulties that are harder to over- 
come than the measuring of material before they are put 
into a batch mixer. Continual vigilance is necessary in 
order to make sure that none of the various streams be- 
come clogged or fail to discharge their proper amounts of 
material. 

Cement mortar should not be mixed in large batches, 
if it will require long to use up the batch. It should be 
fresh mixed and used as soon after mixing as possible, 
as it begins to take on its initial set in a short tfme. If 
it is necessary to leave mortar stand a while, it should be 
re-iempered, adding a little water if necessary, before it is 
used. It is said that re-tempered mortar will adhere bet- 
ter to old concrete surfaces or to concrete blocks than 
fresh mortar. For the same reason re-tempered concrete 
might be found useful in joining to old work or to con- 
crete that has partially set. 
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Re-tempering of mortar and concrete are usually pro- 
hibited because of the uncertainities attending the prac- 
tice. 

Rosendale cement mortar and concrete are injured to 
a greater extent by re-tempering or by delay in placing 
than Portland cement mortar and concrete. This is be- 
cause Rosejndale cement takes its initial set in a shorter 
time than Portland. Experiments reported by Mr. Thos. 
S. Clark and published in Eng. Record, Dec. 27, 1902, show 
that Rosendale cement, neat and with sand, if re-tempered 
by adding water, after allowing to stand for one hour, is 
reduced in tensile strength about 50 per cent, for long- 
time tests. For tests which set but a few days greater 
weakness than this was shown for neat cement though 
not sa much difference for tests with sand. The same 
report states that no marked difference was shown in the 
case of Portland cement re-tempered after one hour. It 
is probable, however, that Portland cement re-tempered 
after several hours standing would show similar weak- 
ness. 

Continuous mixing of cement mortar for several hours 
seems to cause it to retain its life, that is; it seems to re- 
tard its setting. Some experiments reported by Mr. G. 
Y. Skeels, in Eng. News, Nov. 6, 1902, show that the ten- 
sile strength of Portland cement bricquettes of 15 days 
standing, after continuous mixing for 9 or 10 hours was 
reduced only about one-quarter from the freshly mixed 
cement. Similar results were found both for neat ce- 
ment and I to 2 mortar. 

Concrete deposited under water has been found to be 
better if allowed to stand a few hours after mixing, as 
the cement will not leech out so readily. 

One part of brick dust, one part of quick lime, and two 
parts of sand, mixed dry and tempered with water will 
make a hydraulic mortar. 

Grout is the name given to thin or liquid mortar. It 
is used for filling in joints or spaces which cannot other- 
wise be reached Cast bases for columns ^.x^ >a.%>aa5\'i V^x 
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rough On the bottom surface, and holes are provided in 
the bottom plate for grouting. The grout is prevented 
from running away by banking up sand around the edge 
of the base. Grout may be used to strengthen walls in 
which the mortar has washed out. It may also be used 
in making concrete by first placing broken stone or gravel 
and then pouring the grout into the interstices. A fill of 
broken stone or a gravel bed in which there is little or no 
sand may be consolidated by filling the voids with grout 

The method referred to in the last paragraph of pouring 
grout under the base of a column may be used to ad- 
vantage also for bridge shoes. It is a good plan to wedge 
up a bridge shoe an inch or two above the surrounding 
masonry (allowance being made for this in the plans) » 
and then after having built a dam of sand around the 
edge, to fill in under the shoe with grout. This keeps 
water from lying around the bridge shoe. 

In Eng. News, Aug. 8, 1907, p. 145, there is a short de- 
scription of repairs made on a bridge pier in Germany 
that had been cracked horizontally below the water level 
and displaced by the action of an ore steamer. The outer 
edges of the crack were sealed by means of wooden wedges 
and oakum, and in addition a strip of canvas was placed 
around the pier and bound thereto. Grout was pumped 
into the crack, by means of air pressure and grouting 
drums, through pipes provided for this purpose. The 
grout was a i to i mixture of Portland cement and sand, 
mixed dry and then tempered with an equal volume of 
water. 

Concrete. 

Concrete is a mixture of mortar and some aggregate, 
hence what has been said concering mortar and its char- 
acteristics has application in a large measure to concrete. 
The mortar with its contained cement, acts to hold the 
aggregate together making of the whole an artificial stone. 
An ideal concrete is one in which the cement fills or more 
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than fills the voids in the sand to form the mortar -and 
the mortar fills the voids in the broken stone or other 
aggregate. Proportions in this country are nearly always 
given in bulk or volume. 

The voids in broken stone are about 40 to 50 per cent, 
of the bulk. Concrete composed of one part of mor- 
tar to two of broken stone would therefore be about right. 
The volume will be practically equal to that of the broken 
stone. A common mixture for walls and other heavy 
work is one part of cement, 3 parts of sand, and 6 parts 
of broken stone. For reinforced concrete a richer mortar 
is desirable, because of the fact that the covering of the 
steel with cement must be assured, and because the small- 
er size of broken stone demands more cement to cover the 
parts of the aggregate. The standard mixture for rein- 
forced concrete is i part of Portland cement, 2 parts of 
sand, and 4 parts of broken stone or gravel. 

Leaner mixtures are sometimes used in heavy work 
where large sized aggregates can be employed. Such pro- 
portions as 1:3:7, 1:4:8, or even 1:5:10 could be used 
where strength is not an essential characteristic. In- 
cluded in the volume of the stone there could be large 
stones, say a foot or so across. These should be separated 
from each other and from the surface. 

In general as few different mixtures of concrete as pos- 
sible should be specified on one contract, and the line of 
separation should be well defined, so as to avoid confusion. 
The body of a pier or abutment could be of i :3 :6 con- 
crete and the coping, because of the need of stronger con- 
crete to take the bridge seats, could be of i :2 14 concrete. 
Some steel reinforcement in the coping of such a pier 
would not be out of place, to tie it together and prevent 
cracking in the entire pier. It would not be well to call 
for beams of one mixture and slabs or columns of an- 
other, though column footings and columns might be of 
different mixtures if one were plain and the other rein- 
forced. 
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In ordinary work it is best to specify standard mix- 
tures for the concrete and to see that the materfals are 
regular, the sand and aggregate well graded in size and 
uniformly mixed. It would not be discreet to leave to 
the contractor the determination of the proportion of in- 
gredients. On special work or very large contracts, where 
the engineer is given discretion, he may determine the 
mixtures that suit more accurately the materials to be . 
used. The percentage of voids may be ascertained by ' 
taking a vessel of known capacity and filling it with the 
a^regates. Then by weighing it before and after filling 
level full of water the volume of water may be found 
from the known weight per cubic foot of water^ namely, 
624 lb. The percentage that this volume of water is of 
the full capacity of the vessel is the percentage of voids in 
the aggregate. The same may be done with the sand. By 
using about 10 per cent, more cement than the voids in 
the sand and 10 per cent, more sand than the voids in 
the broken stone a mixture will be effected that is most 
economical for the given materials. 

For quartz sand the voids may be found by weighing 
a known volume. The specific gravity of quartz is 2.65, 
and the weight per cu. ft. is 165.4 lbs. If then a cu. ft. of 
sand weighs say 100 lbs. the difference, or 65.4 lbs. repre- 
sents the voids. Dividing 65.4 by 165.4 we have 40 as flie 
percentage of voids. 

One way that is recommended for finding the proper 
mixture of sand and stone or sand and gravel is based 
on the fact that, other things being equal, the denser the 
mixture the stronger will be the concrete. The operation 
is that of finding the mixture that has the maximum 
weight for a given volume. A common galvanized iron 
pail and spring balances may be used for the purpose. 
The bucket is filled half full of water, and a batch of the 
sand and aggregate at a trial proportion is thoroughly 
mixed and slowly dropped from a shovel. The surplus 
water is allowed to f]ow over. \SJ\lV\o\i\. t3crcv^\w%, >a\t 
bucket is mied level full. The mixture X\v^t ^ex^V^ \5cv^ 



most will give the densest and strongest concrete, and on 
account of having the least percentage of voids it *will re- 
quire the least amount of cement. 

Sometimes concrete is made of cement, sand, gravel, 
and broken stone, the gravel being intermediate in size 
between the sand and the broken stone. Good dense con- 
crete may be made of this combination, if suitable propor- 
tions are determined. 

G>ncrete is sometimes made of sand and cement only, 
there being a large quantity of sand in proportion to the 
cement, say i of cement to 7 or 8 of sand. This does not 
make good concrete. The voids in the sand cannot be filled 
by so small a proportion of cement. 

Concrete may be mixed by hand or by machinery. 
When hand mixed the following is probably the most ap- 
proved method. First the sand is dumped on the mixing 
board and spread out to a thickness of about three inches. 
Over this the cement is dumped and spread out evenly. 
This dry sand and cement is then turned over with shovels 
two or three times, and the pile is leveled off. On this 
the broken stone or gravel, previously wetted, is dumped 
and spread out evenly so as to cover the sand and ^ce- 
ment. The full amount of water is then measured and 
poured on. As only the aggregate is exposed, the water 
may be poured or dashed on without particular care, since 
the danger of washing out the cement is removed. The 
whole should now be turned over with shovels two or 
three times. 

When concrete is mixed by machinery, all of the in- 
gredients, including the water, are carefully measured and 
placed in the mixer. For mixtures in which little water 
is to be used it may be necessary, in order to get a uni- 
form mixture, to mix the dry ingredients without any 
water first and then add the water and continue the mix- 
ing until this is incorporated in the mass. The number 
of turns of the mixer, or the time reqvuted to eft^cl •^'^ 
intimate and thorough mixture will depetv^ sovcv^^wVvaX. 
upon the kind of mixer. This can be vfe\\ \\\d%e:^ ^^ ^' 



uniformity of the product in color and by inspection to see 
if the grains of sand and the stones are covered with ce- 
ment The whole mass should have the color of the ce- 
ment. G>ncretc not well mixed will have patches of bare 
sand and stones. Regularity both in the proportion of 
the ingredients and in the amount of mixing are very im- 
portant in any concrete work and are of special moment 
in reinforced concrete as well as any work that is to be 
watertight When the time of mixing required to give a 
thorough mixture is ascertained, this length of time should 
be allowed for each batch. 

Usually about lo or 15 turns of the mixer are required 
to give a thorough mixture. The time required is from i 
to 1V6 minutes. It requires about two to three minutes 
per batch to put in the materials and take out the con- 
crete, if the handling of materials can be expeditiously 
done. 

Lean mixtures require more mixing than rich ones* be- 
cause it is more difficult to distribute the smaller amount 
of cement thoroughly through the mass. Dry mixtures 
require more mixing than wet ones. 

It is well to mold a small cube of concrete from the 
batch occasionally. These cubes will be useful in gaging 
the kind of concrete turned out, and by the time required 
for them to set the hardness of the work may be judged. 
When concrete is placed in unusual conditions such a sam- 
ple placed in the same conditions and accessible for in- 
spection furnishes an index to the character of the placed 
concrete. 

Concrete should not be too wet or too dry. If too wet 
it will shrink an excessive amount from drying out; if 
too dry when placed, it will not be dense, as the mortar 
will not run into the spaces. Formerly, when mass con- 
crete was about all the kind made, very dry concrete was 
generally specified, just enough water being used to satisfy 
the needs of the cement in setting; and this was heavily 
ramnied. This is not very objediotiaVAc m tBa&& cctmtwXr., 
snd it has some advantages. One oi Oafc» \^ ^»*. >(y«: ^tox 
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concrete will attain its strength soonef than wet concfete. 
Wet concrete is generally considered to be best for al- 
most all purposes, though the amount of water which 
should be used is not the same in all cases. 

The chief advantage in dry concrete is its faculty of 
setting up in a shorter time than wet concrete. When 
a piece of construction is to receive its load soon after 
placing the concrete, it is best to use a dry mixture, if the 
conditions are not such as to render such a mixture harm- 
ful for other reasons. Some concrete block manufacturers 
take advantage, in making their blocks, of the fact that 
dry mixtures hold up in a short time better than wet ones. 
They use a mixture that is simply moist, so that blocks 
can be removed from the molds about as soon as they 
are molded. The result is that the blocks arc spongy, and 
we see houses built of the blocks turn dark gray in a 
rain because of the absorption of water. Such use of 
dry concrete can only serve to discredit concrete itself. 

Another advantage in dry concrete is that it is less lia- 
ble to freeze in cold weather than wet concrete. It should 
be borne in mind that much water in concrete in cold 
weather renders it more liable to the action of frost. 
However, other means of preventing freezing should be 
employed rather than the use of concrete that is too 
dry for the purpose intended. On the other hand in very 
warm weather an excess of water is advantageous, be- 
cause it prevents the concrete from too rapid drying out 
due to the heat. 

Dry or mealy concrete has many disadvantages. It is 
unfit to use in walls that are to keep out moisture. A 
mealy concrete wall allows water to flow through it very 
freely. It is unfit to use in clycopean or rubble concrete, 
because it will not flow around the large stones and coat 
them with cement. For similar reasons it is totally un- 
fit for use in reinforced concrete work, as it will not flow 
around the steel and coat it with cement. "Bee^NX^t ^n 
concrete Is porous there will be voids atOMivd >^v^ ^<^vcvr 
forcwgr steel as well as in the other parts. TVve %\t^\ ^^ 
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thus deprived of the protection which the concrete must 
afford, if the combination is to be lasting. Concrete must 
be wet to pack around the reinforcing steel or embedded 
stones and to cover them with cement. Both of these 
requisites are of prime importance in reinforced concrete. 
Steel rods will not be gripped as firmly in a porous cori- 
crete as in a dense concrete. Dry concrete lacks cohe- 
sion, and the cohesion of concrete has much to do with 
the gripping of the steel. It is of special importance in 
cinder concrete, reinforced, that a wet concrete be used, 
so that the cement will coat the steel and protect it from 
sulphur or other harmful agents in the cinders. 

Dry concrete requires tamping; the drier the concrete, 
generally, the heavier the tamping necessary. Dry concrete 
for this further reason is unsuitable in reinforced concrete 
work. Tamping around reinforcing steel is apt to displace 
the steel as well as to disturb or spring the forms. The 
concrete around the reinforcement should be worked into 
the spaces by puddling rather than by tamping, and the 
consistency of the mixture should be such as to admit of 
this operation. As near a liquid as possible is evident- 
ly the best consistency to effect this end, but other con- 
siderations must be taken into account. If concrete is 
too wet it will shrink an excessive amount on setting and 
drying. This may give rise to shrinkage cracks or other 
trouble that such change of volume would naturally lead 
to. 

With concrete too wet, unless the forms are very close, 
approximating water-tightness, liquid mortar will be 
wasted through the crevices. This is a fault sometimes 
met with in concrete work, namely, the mortar being of 
too watery a consistency, or the forms lacking the proper 
tightness, not only results in a waste of mortar but leaves 
the concrete spongy, where the mortar has leaked out. 
ay give the appearance of dry concrete, whereas 
5e is just the opposite. 

lor danger that may attend the use of sloppy con- 
i the formation of laitance. This is a milky or 



slimy substance that sometimes gathers in the excess 
water on the surface of concrete. It is composed of about 
the same ingredients as the cement, but it does not hard- 
en as the cement, rem?iining rather in a gellatinous state. 
Besides taking from the cement useful elements needed in 
the concrete, the laitance, if not removed, leaves a film 
in the concrete where it is not bonded together as it should 
be. 

For reinforced concrete work there must be found a 
mean between too wet a concrete and too dry a concrete 
that will meet the conditions. The proper mean is not a 
mixture medium in constancy, but a very wet mixture. 
The concrete should assume a nearly level surface. It 
should flow sluggishly around the reinforcing steel and 
require little or no tamping. A little shrinking in rein- 
forced concrete is an aid rather than a detriment, because 
the shrinking of concrete acts to grip the steel. 

Other works than reinforced concrete do not generally 
require such wet mixtures. Work that is to be water- 
proof or nearly so should be made of a wet mixture and 
should be puddled, as in the case of reinforced concrete, 
to work out air bubbles and to solidify the mass. 

There should not be an excess of water in the con- 
crete base for a sidewalk, where a richer mortar finish is 
to be put on subsequently. Tamping will bring this water, 
and probably accompanying laitance, to the surface and 
the finish coat will not bond well to it. Pavers usually em- 
ploy a rather dry mixture for the base and tamp it well. 
However it is believed that a better pavement would re- 
sult from the use of a wet mixture and little tamping, 
with the finish coat floated in at the same time and with 
as little troweling as possible. 

Wet mixtures do not require as much mixing to distrib- 
ute the cement through the mass as dry ones. However 
the liquid state of the concrete may make an insufficient 
amount of mixing appear to be enough; so that just as 
much vigilance is required to insure the v^o^w xsCvsaxv^. 



Dry mixtures are more liable than wet ones to ball in 
the mixer, that is, to gather in lumps, as the materials 
will not flow well without the lubricating water. With no 
water whatever in the mixer there would be no cohesion 
and the materials would mix, whereas a little water would 
give a cohesion that may result in the balling referred to. 
It may be necessary in some cases to mix the materials 
dry and then add the water giving the mixer a few more 
turns. While hand mixing in general is less satisfactory 
than machine mixing, it is possible that in some cases for 
very dry mixtures hand mixing will produce a better con- 
crete. 

As to the strength attained by wet and dry mixtures, 
it is found that given a number of samples of different 
consistency the drier mixtures will at first show greater 
strength. After a few days the mixtures having more 
water will attain the strength of the drier ones and be- 
gin to surpass them. In general the more water used in 
the mixture the longer it will be in attaining its full 
strength. Medium and wet mixtures, after many months, 
reach about the same strength. Very wet and very dry 
mixtures are both weaker on long time tests than those 
in which the consistency is not excessive. 

The amount of water required in concrete depends upon 
the porosity of the aggregate, the proportion of the in- 
gredients, the wetness of the sand and aggregate before 
being brought together, the fineness of the sand, (fine 
sand requires more water than coarse sand.) and to some 
extent on the brand of cement. If the sand and ston^ 
were thoroughly wet before mixing, the amount of water 
would depend largely on the amount of cement in a batch, 
as moistening of these will lessen the amount of water 
required to be placed in the mixer. 

Dry concrete is usually understood to be of the con- 
■^cy of moist earth. It will retain its shape when 
ed in the hand. No water will flush to the surface 
ipins^ 
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Medium concrete is of such consistency that it will not 
quake in handling and will not quake under light tamp- 
ing. When well or heavily tamped, the concrete will quake 
and water will flush to the surface. 

Wet concrete will quake in handling and cannot be 
tamped very much. 

In ordinary concrete mixtures dry concrete will require 
about 5 to 6 per cent, of water (based on total weight of 
dry materials), medium concrete will require about 6 to 8 
per cent, of water, and wet concrete will require about 
8 to 10 per cent. This is an average of about i, i%, and 
1% gallons per cubic foot of concrete for the three re- 
spective grades. Per bag of cement it takes about 3 to 4 
gallons of water for dry concrete, 4 to 6 for medium, and 
6 to 8 for wet. The amount of water should not be 
specified in any case, unless the proper consistency and the 
amount of water required therefor have been previously 
determined by trial with the materials to be used. Some 
materials will require amounts of wa^er differing consid- 
erably from the foregoing. 

It is important to wet the aggregate before it is mixed 
with the other ingredients especially in the drier mix- 
tures and in hand mixed work, and particularly when the 
aggregate is porous or absorbent. This wetting of the 
aggregate in the pile allows it time to absorb water that 
might otherwise be robbed from the cement of the con- 
crete, if the stone is not wet previous to the mixing. 

The following table gives approximately the amounts 
of materials of average quality required to make one 
cubic yard of concrete of the three most common mix- 
tures. 

Proportion Bbl., P. Cement Cu. 
1:2:4 1.44 

1:3:6 1.04 

1:4:8 78 

The measuring of the ingredients of concrete is not very 
satisfactorily done on the average job. This is because 
of uncertainty as to the capacity of a vjhee\b?Ltto>N » NJw^ 

m 



Ft. Sand 


Cu. 


Ft. Stone 


11.5 




23.0 


12.5 




25.0 


12.5 
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commonly used means of carrying the sand and stone t 
the mixer. An average wheelbarrow contains from 2 t 
3V6 cu. ft., depending on the amount it is heaped. On 
method of proceedure is to make a box just one foot ead 
way, inside dimensions, and fill this twice with the bro 
ken stone and dump it into the wheelbarrow. By observ 
ing the amount it is heaped each wheelbarrow load can b 
heaped (or struck off) to the same extent The same i 
done with the sand, so that the appearance of two cubi 
feet of sand may also be noted. Then two bags of cc 
ment are called one part, or two cubic feet, and eacl 
wheelbarrow of sand or stone is called one part Fo 
hand mixing of a 1:3:6 mixture there would be used : 
bags of cement, 3 wheelbarrows of sand and 6 of stoni 
or gravel. Four to six men with shovels would be needed 
to turn this over. A half yard batch mixer could take ii 
the same quantities. 

This way of measuring in wheelbarrows is not very ac 
curate and not very satisfactory on any but mass work, un 
less the loading of the wheelbarrows is carefully watchec 
If there is an incline from the stone and sand piles to tl? 
mixer, the men are less apt to overload their wheelba 
rows, as two cubic feet is about all they will care to pu 
up the grade. 

A more satisfactory and more accurate method of me 
uring the ingredients consists in the use of a bottomi 
box having handles projecting from the ends. SucI 
box made of the proper size to contain a unit quan 
for a batch of concrete, can be laid on the mixing b« 
and filled level full of sand once and of stone twice 
two boxes could be used where the volume of stone i 
double that of sand.) This serves to measure the n 
ials accurately, but it requires more handling to d* 
them, after this measuring, in an advantageous pc 
for mixing. This adds to the expense of mixing th 
Crete. 

One method of using the bottomless boxes me 
f the last paragraph is to measure tV\e sand ^ts\ 
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a box and then spread it over the board and mix in the 
cement dry. After this mixing the surface is leveled off 
and the box placed upon it and filled with the stone. Thei 
the stone is spread over the mixed sand and cement to 
cover it and the water thrown on and the final mixing 
done. The sides of the boxes should not be high. A 
wheelbarrow could not be dumped over the sides of a high 
box, and a flat box would not necessitate as much spread- 
ing of the materials after the box is lifted as a high box. 
The bottomless box method of measuring the materials 
cannot be used in this same way in batch mechanical mix- 
ers; a dumping square box, however, coald be rigged up 
from which to load wheelbarrows, and exact measurement 
could be effected in this way. 

There are other ways in which the problem of measur- 
mg the materials is solved. The chief points of the prob- 
lem are to effect the maximum accuracy of measurement 
with the minimum amount of handling. It is desirable to 
avoid high lifts of the sand and stone, either in the shovel 
or in the wheelbarrow. It is also desirable to accomplish 
these preliminaries to the mixing in the shortest time 
possible. 

The measuring of the cement is fortunately greatly sim- 
plified on account of the way in which standard cements 
are packed. A barrel of Portland cement of the stand- 
ard size weighs 375 lbs. and contains, when well com- 
pacted, about 3.8 cu. ft. When put in a measure and well 
shaken, this quantity will occupy just about 4 cu. ft. 
Hence a standard barrel can be taken as four cubic feet. 
Cement usually comes in bags, four of these being a bar- 
rel of cement. A bag of cement can then be taken as a 
cubic foot. It is important, however, to measure and 
weigh some sample bags of the cement used on any work 
to see that they contain a cubic foot and weigh close to 
94 lbs. each. If the bags are found not to cow\.^.\w ^ \.viJ\ 
cubic foot, the other measures should be m^ide oxv >i^^ 
^ ifasis of the actual yolwme: of cement in a ba^;. 
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A bag of cement will sometimes contain lumps. The 
should be broken up, or, if they are too refractory, th 
should be thrown out and good cement used to make i 
the deficiency. 

A pile of stone in. cold weather may sometimes conta 
lumps of ice. These should be watched for and elimina 
ed. 

It is very important to have an inspector to watch tl 
mixing of concrete. He should count the bags of c 
ment; keep tab on the amounts of materials; see that tl 
mixer runs long enough; see that the consistency ai 
fluidity is right; see that no blocks of wood, lumps 
mud or clay, paper from sacks, ice, lumps of hard c 
ment, etc. go through; see that lumps of hard cement a 
compensated for with good cement; see that the concre 
is well mixed, that it is uniform, that it has not balled 
the mixer, etc.; see that the mixer is clean before star 
ing; see that the materials are running uniform, regular 
size and not mixed with dirt, no single wheelbarrows cor 
posed entirely of large stones or of small stones, etc. 

Materials should be moved by power wherever pract 
cable. They should be stored high where possible, 
raised to bins when delivered on the job, they may 1 
drawn out with use of little labor. This storing of tl 
materials may often be done by use of cranes. It 
better to handle the materials in this way than to dun 
them on the ground and shovel them up. They wall 1 
cleaner, and the stone is less liable to run irregular. 

One method of raising materials to the mixer is to u 
an incline with a gravity dumping car to material pil 
This is drawn up to the mixer by cable from the mix 
engine or other power and allowed to return by its ov 
weight. 
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Steel for Reinforced Concrete* 

Steel for reinforced concrete should preferably be open 
hearth steel, though Bessemer steel may safely be used for 
rods and for plates and shapes that are punched if the 
punched holes are reamed. 

The ultimate strength of the steel is not a matter of 
much importance, neither is the elastic limit, except as 
these properties indicate uniformity in the product. It 
should be a good grade of soft steel. It is of more import- 
ance that it stand the bend test of soft steel than that its 
ultimate strength and elastic limit be high. The reason 
why high elastic limit and high ultimate strength are not 
essential characteristics of steel embedded in concrete is 
the simple fact that these qualities cannot be made use 
of in proper design of reinforced concrete. This is di- 
rectly contrary to a great amount of trade literature and 
some technical literature. Commercial soft steel is almost 
universally of an ultimate tensile strength of from 50,000 
to 6aooo lbs. per sq. in. and a strength at elastic limit of 
30,000 to 40,000 lbs. per sq. in. This latter is about three 
times the safe value that ought to be allowed on the steel, 
because above this value cracks begin to appear, and there 
can be no justification for a design that anticipates cracked 
beams and slabs. There is therefore ample margin of 
safety in any good soft steel. 

If high steels showed smaller elongations for a given 
unit stress (for stress within the elastic limit) than soft 
steels, there would be some justification for their use, as 
they would then not stretch out as much under a given 
stress, and the concrete would be less liable to be cracked. 
But the modulus of elasticity is one property that is prac- 
tically constant for all grades of steel. Even soft wrought 
iron has a modulus of elasticity almost as great as the 
hardest steel. The simplest conception of the modulus of 
elasticity, designated as £, is a unit stress that would 
stretch a piece of steel out to double its original length, 

at the rate at which it stretches withm iVvt ^\^^\jic XvcwX. 
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The modulus of elasticity of Steel is about 30fiOO,ooo, if 
then a piece of steel is stressed to 10,000 lbs. per sq. in., 
it will stretch one-lhree-thousandth of its length. Beyond 
the elastic limit different grades of steel exhibit different 
characteristics. Soft steels stretch out more before fail- 
ure, while high steels and soft steels that have been rolled 
or drawn cold or twisted cold, break without much 
stretch or reduction of area at point of fracture. This 
lack of stretch beyond the elastic limit is held out as a ben- 
efit in trade literature. It is a positive detriment If fail- 
ure occurs in steel that will not stretch, it will be sudden 
and without warning, whereas if the steel stretches out, 
it will allow a beam or slab to sag before failure. Be- 
sides giving warning of failure the sagging will in many 
cases reduce the stress in the steel very materially. The 
author has seen tests of slabs reinforced with soft steel 
that sagged enormously and could not be broken. 

The reason why it is important that steel stand the cold 
bend test is because rods are very often curved and bent 
in construction. This bending should be done cold, for if 
the steel is heated, its internal structure is changed, and 
annealing would be necessary to restore it. Soft steel of 
ordinary manufacture will, in general, stand more punish- 
ment than harder grades of steel. The threading of rods 
and punching of plates or shapes are less liable to cause 
incipient cracks or hardened metal in soft steel than in 
high steel.' These are also processes to which the embed- 
ded steel may be subjected. 

Special steel, while it has a high sound, does not possess 
any needful characteristics, as an element in reinforced 
concrete, that are not possessed by the cheap commer- 
cial article. This is true because of the limitations of the 
concrete. Good soft steel is not a special steel but is the 
commonest product of the steel furnace. It is important, 
however, that it be good and that it be soft, that is, not a 
high carbon steel. 

There should be a wide margin of safety in the amount 
tAat a steel rod will bend. A piece of steel of high ulti- 



mate strength may stand a bend of loo degrees and fail 
if bent 105 degrees. It is clear that this steel would not 
be fit to use where it is bent at an angle anywhere near 
approaching this. 

The best carbon steel for structural purposes is found 
to possess an ultimate strength between 55,000 and 65,000 
lbs. per sq. in. Formerly two grades of steel were rec- 
ognized in most specifications for structural steel work 
with allowed limits that overlapped two or three thousand 
pounds around the 60,000 mark. The result was that 
manufacturers usually succeeded in making nearly all of 
their structural steel within the overlap, so that it would 
fill either specification, though a wide difference in allowed 
unit stresses was sometimes permitted. The allowed lim- 
its given at the beginning of this paragraph represent a 
steel that is a mean between the older grades of soft and 
medium steel. It is also about midway in tensile strength 
between the very soft steel now used for rivets and the 
higher steel used for eyebars and other forgings. It has 
been found by experience to be satisfactory for structural 
purposes. For reinforced concrete it satisfies every struc- 
tural requirement, and because of its availability it is the 
most economical material that can be used. 
Tests made to see that the ultimate strength lies between 
hcse limits are very useful to ascertain that the steel is 
'.gular in quality. Dead soft steels may be ruined in the 
anufacture. High steels will not stand bending. 
The elastic limit of the steel should be not less than onc- 
If of the ultimate strength and the stretch in a measured 
gth of 8 inches should be not less than 24 per cent. It 
uld stand the cold and quench bend test, 180 degrees 
without fracture. In the quench bend test steel is 
ed to a cherry red, as seen in the dark, and quenched 
ater at ordinary temperature, before bending, 
le proper use of steel in concrete is in small sections 
distributed throughout the mass. The bars should be 
ated from each other to give the gripping effect of 
>ncrcte full play. If they are placed in a layer cloaft 
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together, a cleavage joint is formed and the concrete is 
liable to break off. This would be the case in a close coil 
or set of rings close together or in a set of rods lying 
close together near the bottom of a beam. Plates or 
sheets of steel should not be used as separators or spacers 
for rods, as these will also form cleavage planes. If heavy 
rods are used, surrounded by comparatively little concrete, 
the concrete is unable to grip the steel and the differen- 
tial expansion due to change in temperature will crack the 
concrete. Pvramids of concrete surrounding the bases of 
out-door steel columns seldom last through a winter with- 
out being cracked. Girders covered with a shell of con- 
crete would be subject to the same detrimental effect of 
differential expansion. 

The steel should not be placed close to the surface of 
the concrete. It cannot be gripped properly unless it is 
deep enough in the concrete for the latter to take hold. 
It cannot be protected from rust and fire unless there is 
some concrete between the steel and these destroying ele- 
ments. It is bad practice to lay the steel on the forms 
and then the concrete on this. The steel is neither properly 
protected nor gripped by such means. The depth to which 
steel should be buried depends upon the size of the sec- 
tion. It is manifest that the heavier the section flie more 
concrete is needed to grip it and to overcome differential 
expansion. If rods are bedded deeper they will be less 
affected by external change of temperature. Heavy rods 
are of more importance in a structure, hence their protec- 
tion is of more vital importance than that of light rods. 

Standard sizes of rods or shapes should be used as 
much as possible, so that they can be obtained without 
delay from the mills. Also as few different sizes as pos- 
sible should be employed. Simple details are essential. 
A complex structure will be difficult to surround properly 
with concrete. There should be no broad flat surfaces to 
work the concrete under. 

The steel work should be designed with a view of it» 
being easily placed in proper position and held there 
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tst the displacing tendencies due to the placing of the 
rcte. Where rods cross, they should be wired to- 
sr, and this should be done before the forms arc 
«d to the point that they will interfere by p r ev e n t l ug 

access to the rods. Extra wires may often be ttsed 
dvantage to tie the rods in place. Tliesc wires may 
5 the further purpose of holding the sides of the formf 
I spreading. They can be cut oflf at the sttrfaoe wfacs 
(orms are removed. 

3ds in the bottom of a slab can be kept from lyinc <^ 
bottom of the form by placing small stones tmdcr thiem 
before the concrete is placed. 

iiere is nothing better than round rods for mfilc#rc<e^ 
rrete for the reason that positive end unchipruit^ *:^* 
nade by means of nuts and v/ashers, or lar|0e Mii»tr< 
IS having threaded holes, and because tpliort «;i*ft te 
e by means of sleeve nuts. Both the aochM'a^e skh) 
splice will take nearly as much stret^ ats t*(t fuf. ^^^ 
of the rod. No other kind of a»ch'^a|$^ </r '^i^jr, \'JtA 
same efficiency. The thread and nut Oitrui' v/f«^t mH'x 

immediately without any slip. K^lt tkuC V/^a^i 
bound would have to slip htiort %t^^\%ttty^ ntni^A. bif^w 

hooks and curves are no douU* <A vjh^, **< iit ji 
autionary measure; they may sij^/m' siT<tfj|f,f.. *5>' y^' 
straightening of the rod, bef'>T<t ^'iKtu-jo.*^ f;it;ivr«' A 
< cannot be seriously consid^r^r^i an-, un rM^.^.u" *"./, 's".- 
•age for a rod taking practi'^Jiy nt f-j*. fei;<n/jj»i. f/rs:r 
end. 

^ire cables in concrete art fau':*y U^/h ^v*-*/ ^,*>?r cv-.tr 
jidered. The stretch ir. a i*ir< '^v>, i>- '/rr-vs:'-;-- 
1 a solid steel rod, as shoiNr. d,* \^,^\\ frr^v: ^^ V. i.r2r- 
n Arsenal in 1896 may bt ii* rf;'jr';i. itr fvv." t.rrrii rna: 
:he plain steel rod uno^ tV*^ tferf**; u^•r: -1'^?=^ 

unit allowed on wire caui^- v. t^. *:'/r /jTr.^^:^^ ^^ 
ibout four times as muci- i^A i'.je.^ <r "^.'^-z nT^ * ^ 
stretch in the steel caUt rrsa* i>: t r .*:rr trtnf^ ^ 
n the plain rod when v^i- ■xrr.'* v :: rr-r=!«^ 
^ed. The placing of iniVi;. ;*-- -vr. '■=■ '^ ^^ ' ' 



scarcely do more than take out the curving tendency due 
to the winding of the coil. A stress of any magnitude on 
the cable could scarcely be resisted by the supporting walls 
or beams. 

Sharp bends should not be made in steel rods under 
stress, as the concrete cannot resist the stress at the 
knuckle. Curves with a radius 20 times the diameter of 
rod are permissible. 

No welds should be allowed where the steel is under 
stress approaching that allowed on the full section. If 
rods were found to be a little too short to reach between 
supports, it would not be harmful to weld a short piece on. 
In general all welds in steel should be avoided. 

Steel that is to be placed in concrete should be free from 
scale and thick rust. A thin coat of rust is not objection- 
able. It is well to let new rods rust so as to loosen the 
mill scale. Tlie scale should then be scraped off or brushed 
off with wire brushes. The coating of steel with grout 
to preserve it from rust is a doubtful expedient. The thin 
layer of cement dries out and does not set properly. It 
may not bond with the cement of the concrete. It is bet- 
ter to have the fresh concrete come in contact with the 
steel. A more intimate union is effected. 

No paint should be used on any steel embedded in con- 
crete. Grease and dirt are objectionable and should be 
removed before the steel is placed. 

Steel should be placed well in advance of the concrete, 
so that any delay in placing it will not hold up the plac- 
mg of the concrete. 

Vertical reinforcement in hooped columns should be of 
smooth rods so that when the concrete shrinks in setting 
it will not be prevented from settling down. 

No reliance should be placed on a short length of a rod 
cither plain or deformed to act as anchorage. Where two 
thin walls intersect they should be reinforced with steel. 
If there is no special stress acting on the walls it is 
enough to curve or bend rods around the comer. If, 
however, there Is pressure on the walk, as in the case of 
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the walls of a rectangular cistern or the analogous ca^e 
of the bottom slab and rib or counterfort in a retaining 
wall, the bend in the rods would be too sharp to be effec- 
tive. In such case a short length even of a deformed rod 
is entirely inadequate as an anchorage. The best form of 
construction is probably a steel angle in the comer punched 
to receive rods with nuts on the ends. 

Steel rods are sometimes laid in the ground, as in the 
case of those used to tie the shoes of steel arches together 
in such structures as train sheds. To protect these from 
corrosion a good plan is to wrap them in canvas soaked in 
Portland cement grout and then to paint the canvas thick- 
ly with grout. 

Handling and Placing Concrete. 

After concrete is taken from the mixer or the mixing 
platform it should be placed as soon as possible in the 
forms. As a rule the sooner it is placed the better. There 
is, however, a possible exception to this rule. It is found 
that concrete that is placed under water is less liable to 
have the cement washed out of it, if it be allowed to stand 
even for a period of two hours or more before being 
placed. It should, however, be mixed again before being 
deposited. Concrete placed under water would in general 
be in a thick mass, so that any weakening due to partial 
setting before being placed would not be of so much con- 
sequence as it would be in such work as reinforced con- 
crete. 

It has been found also that retempercd concrete will 
adhere better to concrete that is set or partially set than 
freshly mixed concrete. 

Generally concrete should be placed in less than % hour 
after mixing. It should not be disturbed more than abso- 
lutely necessary after being put in place. If a receptacle 
is used to hold the mixed concrete temporarily, the con- 
crete should be taken out of it in the order in which it is 
pot in. II deJay occurs in the placing oi l^<t ccpd^^x.^ 



that results in leaving a batch mixed but not traced be- 
fore the end of half an hour, generally the mixed concrete 
should be rejected. However, if it is thoroughly re-mixed, 
adding a little water, if necessary, it may be made quite 
good for the purpose. It is found that retempered con- 
crete is almost as good as freshly mixed concrete, if the 
second mixing is well done. For walls and heavy work, 
re-tempered concrete would not be objectionable. In col- 
umns and floors the uniformity should not be disturbed by 
using an occasional batch of concrete that has received a 
different treatment from the rest of the work. 

Jarring of the concrete in wheeling from the mixer to 
the forms should be avoided. This jarring will tend to 
separate the stone from the mortar. The runway for the 
wheeling should be smooth. The concrete should not be 
dropped far from the mixer, to the wheelbarrows or carts, 
as this also separates the ingre4ients. 

The mixer should be placed high and the ingredients 
raised to it, so that the concrete will not have to be lifted 
after it is discharged from the mixer. The concrete should 
be handled as little as possible after leaving the mixer. 

After the concrete is placed it should be left undisturbed 
until it has received a hard set. To this end care must 
be used in placing concrete beside other concrete that is 
partially set. Jarring the projecting steel rods with the 
buckets or carts in placing fresh concrete will impair the 
bond of work that is partially set. Wheeling carts over 
newly laid floors will have the same result. The work 
should be planned so that concrete farthest from the mix- 
er will be deposited first so as to avoid this. 

Jarring the forms by the buckets or carts in which the 
concrete is handled must also be avoided. In putting in 
concrete piles the driving of the core for a pile near one 
that has lately been placed may disturb the latter. Walk- 
ing over newly laid concrete should be avoided as much 
as possible. 
The amount of concrete that should \>t \>\^c^ ^X. WkR& 
wncfe upon the kind of construction axid ^Vt VvcA o\ 
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concrete. Comparatively dry mixtures, which, in general, 
should only be used in massive, unreinforced work, should 
be placed in layers of about 6 inches of thickness and ram- 
med. In such work concrete may be carried in half cubic 
yard or cubic yard buckets, handled with a derrick. 

In reinforced concrete, where semi-liquid concretes must 
be employed, it is important that the concrete be poured in 
such way and in such amounts as not to cause air pockets 
to form. The same is true of any concrete that is to be 
impermeable. Ramming is not essential in such concretes. 
In fact, if the concrete is of such consistency that it can 
be rammed, it is unsuitable for the purpose. In narrow 
forms only small quantities should be dumped at a time. 
The liquid concrete should be stirred and worked around 
so as to make it flow into the corners and around the rein- 
forcing steel. 

If large quantities of concrete are placed at a time or 
in one place in reinforced concrete work, it may cause 
springing of the forms, or it may bend or displace the re- 
inforcing rods or any rods that are used to brace the 
forms. 

Columns more than about twelve feet high should be 
poured from a point half way up, so that the concrete will 
not have so far to drop and so that puddling of the con- 
crete around the reinforcement can better be effected. Then 
the doors left for this purpose can be closed and the re- 
mainder of the column poured. Special care is needed in 
puddling the concrete in columns to make it flow around 
the reinforcing .rods. 

Large quantities and thick layers of wet concrete may be 
phwred at once in mass work, if it can be done without' 
leaving air pockets. The reason for comparatively thin 
layers in rammed work is so that the ramming will be 
effective. 

Cinder concrete should be tamped lightly if at all, as 
heavy tamping or ramming* will break the cmdeta. K '^^ 
mixture is most suitable for concrete made vJVlVi tvi\^<«s. 
// is often necessary in exposed work to sp^di^ \Vv^ ^^'^^ 
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Crete against the forms so as to work back the large stones 
and to bring the mortar to the surface. If thick layers 
are deposited at once, this cannot well be done, and the 
appearance will suffer. 

If one or more batches of concrete are too wet, as ex- 
hibited by free water on the concrete after being placed, 
a comparatively dry batch or more should be mixed to take 
up the surplus water. 

Rammed concrete should be placed in layers approxi- 
mately horizontal. If this kind of concrete is used in 
arches the layers ought to be normal to the line of thrust. 
This is difficult to do without setting up temporary forms 
normal to the arch ring and tamping beside these. This 
is an argument for the use of wet concrete in arches. 
With wet concrete it is not important to have the layers 
normal to the line of thrust except at quitting time. Where 
it is possible, the work should be planned so that the en- 
tire ring of an arch can be poured without intermission. 
Another satisfactory plan is to lay successive rings end- 
ing each against a temporary vertical partition. This could 
be removed in a day or two, when the concrete would still 
be green enough for the next ring to adhere pretty well 
Another plan is to pour half of the arch ending it with a 
vertical surface at the crown. 

In exposed walls the layers should be kept higher on the 
face especially where there is any tamping. Tamping 
brings the cement to the surface and this makes a relative- 
ly impervious layer. If this layer slopes out toward the 
face, any water in the concrete will be shed outward, car- 
rying with it any dissolved salts to the face of the wall. 
The evaporation of this water leaves the salts as an cfflor' 
escence on the wall. 

It is important that concreting be stopped, when discon- 
tinued, at a joint where the strength is not impaired. To ef- 
fect this the finishing surface, as stated, should be normal to 
the line of thrust and it should not be where there is any 
coas/dcrable shear. In a column tVve sMti^iet ^Vtfi\3\<i \» 
borizontal and below the line where beam^ Som Vcu \1 S& 
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preferable to pour the columns some hours before the 
beams and girders so as to allow some time for settlement 
and shrinkage. It is better to pour an entire floor at once» 
but if stops must be made, they are best made at the mid- 
dle ol the span of a beam or slab the latter being on a line 
parallel with the beams; both should be against vertical 
surfaces. A beam should not stop off near the support, 
as the shear is great at such section. Where a beam and 
slab are figured as a T beam, both should be poured at 
once. Where the beam is figured as rectangular, it is not 
so important that both be placed at once; however, it is 
better, as the full depth of beam includes part of the slab. 
A notch could be left for the support of the slab, and thus 
nearly all of the beam would be placed at one time. 

Some engineers advocate splitting a beam or girder in 
two in the middle, longitudinally, by a temporary vertical 
bulkhead, when it is necessary to stop in the neighborhood 
of a beam or girder. The author would not recommend 
chis, but would rather leave a step the depth of the slab, 
an inch or two wide, at the top of the beam. The slab 
would find support on this step, and if the beam is figured 
as a rectangular beam as it should be and not as a T 
beam, it can borrow from the other slab for what may be 
lacking in bond at the step. In a properly designed beam 
carrying slabs there will* of necessity, be an excess of com- 
pression area. It is better to rely upon this than to go to 
the trouble and expense of fitting a bulkhead along the 
center plane of a beam, with all of the added difficulties 
this entails, such as narrowing up the space to work in, 
possible displacing of the steel, different degrees of shrink- 
age contraction in the beam, etc. 

In enclosing steel work concreting should not be stopped 
at or near a broad horizontal surface of steel, as the con- 
crete will shrink away from the steel, and the thin crack 
cannot be filled up. It is best to stop several inches be- 
k)w or above such surfaces. 

In walls, where possible, the stop should \>t xna.^'t ^ 
J horizontal or vertical bead or groove, so lVv^\. iVvt \vc«^ 
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at the junction of two days work will not show. There 
are several advantages in placing walls in short lengfhs 
at a time. Vertical joints do not show up so bad as hori- 
zontal ones, especially when these are made by use of a 
bulkhead and are true to line. The contraction of the con- 
crete due to setting will be equalized as the wall progresses. 
These vertical joints will often be sufficient to take up ex- 
pansion and contraction due to change in temperature. 
The mixing plant can be moved from section to section, 
thus lessening the distance through which mixed concrete 
must be carried. 

Before starting to place concrete it is important to see 
that the forms are clean. The bottoms of boxes for beams 
and girders and the bottoms of columns should be cleared 
of all dirt, sawdust, shavings, blocks of wood, etc. Blocks 
of wood may have lodged among the reinforcing rods of 
walls or columns. These must be removed. 

It is important to have the forms finished far enough 
in advance of the placing of the concrete to insure continu- 
ity of the concreting. 

When leaving off the placing of concrete for the day 
care should be taken to see that the finishing surface is 
left so that the conditions of continuous work are approxi- 
mated as near as possible. The bonding of the next days* 
work should be made as good as the conditions will permit. 
It is better, in general, to leave the surface rough than 
smooth. In heavy work a bond may be made in several 
ways. One way is to make steps in the top by setting up 
vertical boards and tamping against them. Another way 
is to bed large stones half in the last layer of concrete 
allowing the other half to project into the new concrete. 
Still another method is to lay wooden blocks in the con- 
crete to form recesses and remove them before the next 
da)r's work begins. 

In reinforced concrete work and in impermeable con- 
crete dependence must be placed more upon treatment of 
the surface before starting to lay concte\£ VVvaxi oa tovsl^^- 
^sr it at quitting time. It is impoTtatvt 'm ^xtj ^o^^tJr. 
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le surface be clean. Also the forms should be cleaned of 
ly concrete that has been spattered on the day before, 
icking over the surface with picks, if it has stood long, 
. recommended to remove the top skin. Washing the 
jrface with a hose and brooming or brushing it would 
e sufficient, where it has not stood very long. This wash- 
ig of the surface of the last day's placing of concrete is 
ery useful to get rid of the laitance or slime that comes 
) the surface. It serves to lessen danger of efflorescence 
nd to make a better bond. The bond will be strengthened 
y brushing over a thin coat of grout of neat cement or by 
ifting neat cement on the previously moistened surface, 
lond to old and hardened concrete is effected by this same 
leans. 

Much cement pavement work is being done in Pittsburg 
y picking over the worn-out flag stone pavement to two 
iches or so below the desired new level, moistening the 
urface, dusting on neat cement and spreading the same 
nth a broom, and then laying cement mortar to the de- 
ired level. 

When concrete is placed in contact with bricks or porous 
ile, these should be thoroughly saturated so as to im- 
Tove the bond and to prevent the absorption, by the por- 
us substances, of the water in the concrete. 

A very good grade of concrete blocks or artificial stone 
an be made by casting the blocks in sand as iron cast- 
tigs are made. The mixture must be very wet, a consist- 
ncy that would be called soupy. The surplus water is 
bsorbed by the sand, and this serves to keep the block 
noist during setting. By using a well selected aggregate, 
uch as crushed marble, crushed granite, white sand, etc., 
xcellent artificial stone can be made. The product is 
lense and uniform, because the concrete is not dry and 
amped, and because varying atmospheric conditions have 
10 effect upon it while it is setting. These artificial stone 
•locks are usually cast smooth and then tooVed otv >l\v^ %\«- 
ice by tools operated by power. A p\eas\tv% ^Mtiasi^ \^ 
tde by the use of carborundum wheels, li temioxcft^ 
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with steel, the blocks may be made quite thin, even down 
to iH or 2 ins. Blocks not reinforced, used for veneering, 
arc usually 3 or 4 in. thick. The blocks should remain 
in the sand 4 to 6 days, and should then season for about 
two weeks before being used. 

Fine details in ornamental work will be more satisfactory 
if cast in sand with very wet mixtures than in many other 
kinds of molds or with dry mixtures. 

Concrete blocks can be made of a medium mixture, mold- 
ed under heavy pressure. Because of the pressure they 
can be removed from the mold immediately. The blocks 
are denser and better in every way than the hand tamped 
blocks made from a dry mixture. 

Large concrete blocks are often cast near the point where 
they are to be placed in a structure in suitable forms of 
wood or sheet steel or other material. When hardened, 
they are lifted into place. Very heavy blocks can have 
rings cast in them to facilitate handling. These blocks 
may be used for breakwater construction, sea walls, arches, 
etc. In sewer construction curved blocks can be cast and 
the necessity of expensive arch forms and lagging avoid- 
ed. The arch blocks can be held in place by the side 
blocks, and little or no centering is required. In like man- 
ner reinforced concrete slabs can be cast separately for 
the top of a sewer, and as these exert no thrust the side 
walls can be thinner. 

The casting of reinforced concrete slabs may often be 
found to effect a saving in the construction of sidewalks 
and floors. These can be cast one over the other with 
some kind of a separating medium and lifted into place 
when hardened. 

Beams and columns have likewise been cast on the 

ground and lifted to place. In general this is a doubtful 

expedient. The importance of the beams and columns of a 

structure being tied together as a unit is very great, un- 

/ess the walls of the structure su^\y a\\ ol lO^t^ \a!wtA 

ngidity. 
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Concrete piles are made both by casting them in place 
or casting them on the ground and then driving. In the 
first method the hole for the pile may be made by driving 
a wooden pile and withdrawing it; or it may be made by 
driving a collapsible core with a sheet metal shell and fill- 
ing this shell with concrete ; or it may be made by driving 
a steel tube with a removable driving point and filling the 
hole with concrete as this tube is drawn up. In any of 
these methods the concrete should, in general, be well ram- 
med so as to insure filling of the hole and the ability of 
the pile to take a load without settlement. Piles that are 
cast before being driven should be cast upright, if made 
of dry concrete, so that the joint between the layers will 
be normal to the direction of the driving. In wet concrete 
it is not important whether the piles are cast horizontal 
or vertical. However, unless they are well reinforced it 
is difficult to raise long piles to the vertical position. As 
far as practicable, the length of these piles should be 
knovim before they are driven, as it is not practicable to 
splice them, and it is difficult and expensive to cut them. 
In driving concrete piles a hammer weighing nearly as 
much as the pile and having a short fall is needed. The 
blow of a light hammer will be absorbed locally and shat- 
ter the pile. Concrete piles should stand two weeks or 
more of good weather before being driven. Concrete 
piles should be larger in diameter and generally fewer 
in number than wooden piles for the same structure. 

In placing concrete under water it is important that 
it be treated in such way that the cement of the concrete 
will not be washed out. Dropping concrete through a 
depth of water will not only wash out some of the cement 
but will tend to separate the ingredients. Concrete should 
not be rammed under water, as the stirring of the water 
will carry away cement. It should not be deposited in 
running water. 

If concrete is to be placed in water, it s\iow\^ \» \^a!ct^ 

la as large batches as possible. It should \« Niet cotvct^\fc» 

so as to teqaire no ramming. It should be isai«!^ \«ao%. 



Concrete that is mixed and allowed to stand several hours 
and then mixed again is said to be preferable to freshly 
mixed concrete for placing under water, as the cement is 
partially set and is less liable to be washed out. It is 
well to use about ten per cent, extra cement for the con- 
crete that is to be placed under water to allow for loss. 

The concrete may be lowered in steel buckets with bot- 
tom doors that are opened when the bucket reaches the 
bottom. Canvas sacks may also be employed. These sacks 
are lowered with the mouth down. This is tied shut in 
such way that it may be tripped open with a line. A bet- 
ter way to place the concrete is to let it down through a 
tube or tremie. This should be kept full of concrete, the 
lower end resting on the bottom and being moved about 
so as to distribute the concrete. 

Reinforced concrete should, in general, not be placed 
under water. Any concrete reinforced with steel that will 
be submerged during setting and subsequently should be 
designed so that no dependence will be placed upon the ad- 
hesion or grip exerted between the concrete and steel. Con- 
crete setting under water does not shrink and grip the steel 
as that which sets in air. The rods should have nuts on 
the ends and washer plates or some other effective end 
anchorage. A riveted structure under water embedded in 
concrete for its protective value, is legitimate construction, 
if the concrete is of sufficient mass not to be cracked by 
differential expansion. 

When grout is to be used under water, as in filling inter- 
stices in stone work, cracks in concrete, etc., neat cement 
should be employed, as sand will separate from a mixture 
of sand and cement in passing through water. 

Concrete should not be deposited in polluted water, as 
that containing sewage or discharge from pulp mills or 
refuse from other washing processes. Such water com- 
ing in contact with fresh concrete will destroy it by at- 
tackjng the setting cement. 

In constructing inverts, such as the cut\td \io\X.oTCk% oi 
^fer beds, sellers, etc., it is often best to omW. W^ Vi*- 
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ging as far up the side of the curve as the concrete will 
permit without sloughing. The arch forms, however 
should be in place to serve as guides in finishing the sur- 
face. By omitting the lagging the concrete can be com- 
pacted better, and a better surface finish can be obtained. 

Much time and labor could be saved in the making of 
concrete if the broken stone or gravel could be placed with- 
out having to pass it through the mixer or having to pick 
it all up in shovels and turn it a half a dozen times or 
more. Such a process would not be productive of the 
best grade of concrete because of the many chances of 
air pockets being left and of lack of bond with the stone 
due to failure of the grout to flow beneath the stones. 
There are some situations, however, in which the kind of 
concrete resulting from this process would meet all of the 
requirements. This method of laying concrete for street 
pavements is described in Concrete Engineering, Apr. 15, 
1907, in a paper written by Mr. Walter E. Hassam. The 
method there described is as follows. First the subgrade 
is rolled to an elevation, for ordinary street paving in 
concrete, about 6 inches below the finished surface. Then 
broken stone of the egg size is spread to a sufficient depth 
so that after rolling it will be 2 inches below the finished 
grade of the street. The following is quoted from Mr. 
Hassam's paper. 

"This foundation stone is rolled or compressed until 
thoroughly compact, and the voids reduced to a minimum. 
It is then treated with a grout, composed of one part of 
cement to 4 of sand. This grouting and rolling is contin- 
ued, until all the voids are completely filled. This pro- 
cess gives an exceedingly dense concrete, which is very 
strong. 

Tor the wearing surface, there is spread upon the 
foundation, before it has set, sufficient stone, of the stove 
size, to bring the street to the required grade aiVex ^c^\- 
wg: This stone is uniformly rolled or com^tessed, wcv>c\ 
fmbe<i<fed in and united with the foundatiori. TVvexv Vl 
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is given a thin grouting of Portland cement and sand, 
mixed in the proportion of i cement to 2 sand. 

"The voids are thoroughly filled with grouting, and then 
the surface is rolled until the grout flushes to the top of 
the stone. As a finish, there is then applied a thin layer 
of creamy cement and pea stone mixed in the propor- 
tion of I cement, i sand and i of pea stone. 

"This surface is poured on, brushed and rolled to an 
even surface. The street is then allowed to set for at 
least 6 days, when it is ready for traffic. The layers fol- 
low each other so closely that the foundation does not set 
until the whole is complete. When complete, the entire 
road is a solid, homogeneous mass of rock and cement, 
that will resist anything that can possibly come in contact 
with it. 

"The finished surface of the pavement presents to the 
casual observer a smooth and fine appearance, but, on 
close examination, it is found to be somewhat rough, so 
there will be no slipping of horses or skidding of auto- 
mobiles.'* 

The above is the method of laying concrete used with 
success in Worcester, Mass. It may be used for the con- 
crete foundation of a brick or block pavement of any kind 
or alone for solid concrete pavement. In a note regarding 
these same pavements, in the Engineering Record, Vol. 
53, p. 625, it is stated that for a cement wearing surface a 
thick grout of sand and cement is poured over the founda- 
tion (of rolled stone) and immediately filled with fine 
crushed stone and rolled. 

It is certain that concrete made as above described, with 
thorougly mixed grout, would be equal to if not superior 
to the half mixed commercial concrete that often goes 
into our city streets. The rolling and consequent compact- 
ing of the broken stone before applying the grout produces 
a foundation that is capable of supporting considerable 
load without the aid of the cementing grout. 

Other cases where concrete may be mad^ \tv ^\«.tt, -mtli- 
oi/t handling the broken stone in the mVxet we Vcv toM^igo. 
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retaining walls or breakwaters. In these the grout may be 
introduced by inserting steel pipes at intervals and forc- 
ing the liquid mortar into the voids, either by gravity or 
by air pressure. 

The Setting and Hardening^ of 
Concrete. 

It is important that concrete be free from jar or disturb- 
ance during setting. It should not be subject to intense 
cold or high heat. Water in small interstices, as in the 
body of concrete, will not freeze at 32 degrees ; but it will 
freeze at a somewhat lower temperature. If the mater- 
ials can be kept above the freezing temperature until the 
concrete is placed, danger of freezing is lessened by the 
heat evolved in the cement during the process of initial 
set; so that temperature higher than about 25 degrees can 
be worked in without much danger. This is especially true 
of concrete in thick masses. In thin walls or slabs the heat 
generated will be quickly lost and protection is needed. 

Protection of setting concrete may be afforded by the 
use of tar paper or canvas or boards laid over it. A foot 
or so of hay is good for this purpose. Two layers of can- 
vas or tar paper, separated by boards, will give very ma- 
terial protection. If only a single layer is used, it should 
not be allowed to touch the concrete, but should be kept 
out by boards. If manure is used, it should not be al- 
lowed to come in contact with the concrete, and it should 
not be allowed to become wet. Water that has absorbed 
elements from the manure is apt to be injurious to the 
setting concrete and to cause it to rot and be useless. Ce- 
ment bags or tar paper used for protection should be well 
lapped. 

Placing of concrete in temperatures below 25 degrees 

should be avoided where possible. If it must be done, the 

best thing to do is to enclose the work vntVv e^tvN^^ ^tv^ 

Aeat the enclosed space with salamanders, or VXXfex ^VOcv 

steam. The concrete should be protected ixom tV^ ^w^cX 



heat of any kind of stoves, so that it will not be dried out 
too soon and prevented from setting. 

Though concrete that has been allowed to freeze and 
afterwards to thaw has, after having had time enough to 
set, taken on apparently the strength of properly treated 
concrete, it is not safe to rely on concrete thus treated 
in any structure where strength is an essential feature. 
Freezing should be avoided and prevented by means that 
will not heat up the concrete and cause drjring out The 
use of salt in the water is not recommended. Anything 
short of a strong brine would freeze at a temperature not 
much below 32 degrees, and the possibilities of efflorescence 
and of corrosion of embedded steel make the use of salt 
an undesirable risk. 

While thoroughly seasoned limestone concrete may stand 
400 to 500 degrees F. without any detriment or change of 
structure, and other concretes may stand more, it is not 
safe for it to be subjiect, while setting and hardening, to a 
heat that will evaporate the contained water. The pres- 
ence of water is necessary to the hardening of the cement, 
and, if it be robbed of this water, it will suffer in strength. 

Concrete that is setting will suflFer from other than 
thermal conditions which would not effect seasoned con- 
crete. Water containing decaying organic matter, sewage, 
the discharge from pulp mills, etc. will rot setting concrete, 
though these substances will not, in general, have a dele- 
terious effect on hardened concrete. Some oils will weak- 
en setting concrete which could be safely stored in con- 
crete tanks. 

Water is necessary to the hardening of cement. The 
water of mixing, if it be a liberal quantity, is sufficient for 
this purpose in some cases, as when the concrete is in a 
damp place; but it is generally best, and sometimes neces- 
sary to the safety of the structure or the integrity of the 
concrete, to add water during setting. Concrete should be 
covered and protected from the rays of the sun and from 
iv/nd to prevent evaporation oi t\ie vjatex. 0«v«^\fc 
blocks (the kind that are made oi a cotwiTtl^ \va.Nm% ^^ 
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consistency of "moist earth" and tamped in molds, and 
from which the molds are immediately removed) are 
greatly improved and made to approach the condition of 
good concrete, if they are inmiediately soaked, upon re- 
moval from the forms, by allowing a smooth stream of 
water under no pressure to run upon them until they will 
take in no more. Generally these blocks are kept sprink- 
led with a little water for several days to "cure" them. 
It would be better to use preventive measures and fore- 
stall the ailment by mixing them with plenty of water and 
allowing the molds to remain until the concrete will stand 
up. Not much can be expected of a block so porous as 
to turn dark gray after a rain, even if cellular construc- 
tion does keep the inside of the wall comparatively dry. 
Disintegration is almost sure to get in its work. No nat- 
ural stones that are not compact would be acceptable for 
building work. 

Rich mixtures of concrete need especially to be kept 
moist during setting, as these are more apt to shrink and 
crack on the surface or in the body of the concrete. A 
rich mortar finish or a troweled surface should be kept 
wet for nearly a week and protected from winds and sun 
to insure its solidity. 

Any thin coating of mortar or grout should not only be 
put on a thoroughly saturated surface, but should be lib- 
erally wetted for a day or two. Such coatings are apt to 
have their water absorbed by the wall or evaporated and 
to lose their cohesion. 

When a concrete wall or pier is placed in a cofferdam, it 
is well to let in the water around it a day after the con- 
crete is placed. Concrete requires longer to set under 
water than in the air, but it acquires greater strength. 
Specimens that have hardened in water will show much 
greater strength than those that have hardened in the air. 
Immersion in water should be delayed until m\lva\. ^^\. 
takes place. Moistening concrete will delay iVve. se^XKtv^ \.o 
some extent This should he taken into account \tv ^t- 



ing the time to remove the molds. Humidity in the at- 
mosphere acts in some degree like immersion in water. 
. The time that should elapse between the placing of con- 
crete and the removal of the forms depends upon a num- 
ber of things, among which are the consistency of the con- 
crete, the richness of the mixture, the load sustained, and 
the temperature and atmospheric humidity. Wet concretes 
require longer to harden than dry concretes. Lean con- 
cretes require longer than rich ones. Concrete hardens 
more slowly under water or in a saturated atmosphere 
than in dry air. Low temperatures delay the setting of 
concrete. If the temperature be below freezing, the sett- 
ing may be suspended. Failures have resulted on account 
of forms being removed from concrete that was frozen 
and appeared to be hardened due to setting. 

Another error apt to be made is to mistake drying for 
setting. Drying is not a necessary accompaniment to the 
hardening of concrete. In fact if the concrete is too warm 
and the air too dry the early drying of the concrete that 
will result will be detrimental to its strength. Concrete 
should not be allowed to dry out until it has stood for 
several days. Sidewalks should be sprinkled for four 
or five days.- They should be covered and protected from 
currents of air. Plastered work and reinforced concrete 
need special care in the matter of maintaining moisture 
on the surface; otherwise shrinkage cracks will develop. 

Concrete blocks need frequent and copious sprinkling, 
which should be continued for a week or more. 

Concrete receives its set when it reaches the state where 
a change of shape cannot be produced without rupture. 
This requires from a few minutes, in rich mortars of quick 
setting cement, to several hours, in lean mixtures. A com- 
mon way of determining when concrete has set is by pres- 
sure of the thumb nail. After the set has taken place the 
concrete continues to harden and gain strength for months 
and sometimes for years. In ordinary weather nearly the 
full strength is attained In six or t\%\v\. vj^f^?». "Lo^dm^ 
tests may be made at this sta^e. Slxerv^Vv Tvt.ct.%^\>j \r 
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support its own weight is reached at varying periods de- 
pending upon several conditions. 

In counting the time that concrete should stand before, 
removing the forms days when the temperature is at or 
below freezing should be counted out, or at least allow- 
ance should be made for almost total suspension of the 
hardening process. 

It is safe to remove the forms from mass work, receiv- 
ing at the time no load except its own weight, in from one 
to three days ; in warm weather with dry concrete, one day, 
in cold or wet weather or with wet concrete, more time. 
When the concrete will bear the pressure of the thumb 
nail without indentation, it is ready to support itself in 
this class of work. Thin walls should stand two to five 
days. Slabs of reinforced concrete should stand about one 
to two weeks of good weather before being called upon to 
support their own weight. Slabs of long span may require 
more time than two weeks. At the same time that the slab 
centering is removed, or even before it is taken down, the 
forais on the sides of beams and girders can be removed, 
leaving the supports of the bottoms in place for a longer 
time. This will afford an opportunity to inspect the sur- 
face of the beams and girders and to plaster up any cavi- 
ties before the concrete is too hard. Where practicable 
it is well to leave the shores under beams and girders for 
three or four weeks. Large and heavy beams should be al- 
lowed to stand longer than short ones, because the dead 
weight is a greater fraction of the load they are designed 
to carry. 

Column forms can be removed in a week or so, if the 
entire weight of the beams is supported by shores close 
to the columns, otherwise three weeks or more should be 
allowed. 

Arches of small span can have the centering removed in 
one to two weeks. Large arches should harden a month or 
more. Where practicable it would be well to leave the 
concretjij^ oi the spandrel wall of an arc\i spaxv mtv\}!\ ^t 
arch ring has hardened and th^ forms are remoNe^. '^V^ 



settling of the arch often cracks the spandrel wall and 
gives an unsightly appearance to the bridge. 

Ornamental work should have the forms removed as 
soon as possible, so that defects can be plastered up and so 
that swelling of the wood will have less time to act. 

Falsework should be removed carefully, without jar to 
the concrete either by hammering on the boards or drop- 
ping heavy pieces on the floor below. The supports should 
not be removed when any unusual load is on the floor. 
Materials should not be stored on floors that are not thor- 
oughly hardened and self supporting. 

Concrete in reinforced work should ring when struck 
with the hammer, before the supports are removed. 

Finishing; Concrete Surfaces. 

One of the chief difficulties in connection with the use 
of concrete is to get a surface finish that is pleasing in 
appearance and at the same time economical. The various 
methods in use will be taken up with a view of showing 
their good and bad features and their limitations. 

Surfaces that are wrought in other materials than con- 
crete will first be considered. 

A common and acceptable surface finish is a veneer of 
brick. Brick work in 4 in. thickness may be laid against 
a concrete wall. For example, if a 13 in. wall would be 
required, an 8 in. wall of concrete may be put up in the 
regular way, using wooden forms, then the brick may be 
laid outside of this. Metal bond is often used, small pieces 
of wire or other metal being bedded in the concrete and 
projecting out to be built into the brick work. An other 
than metal bond is preferable. The metal is not thorough- 
ly protected in a brick wall because of the porosity of the 
wall. Occasional belt courses of cut stone projecting out 
for the support of the brick work would serve to lessen 
the height of the unsupported brick veneering and thus 
lessen dependence on metal bond. A. good tcvO&vod ol bond- 
Ing" -would be to leave vertical recesses, at vcvVtrN^^, -afeoxfc 
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; width of a brick. Into these headers could be laid and 

as a very satisfactory bond secured. 

Another way to have a brick surface is to lay up the 

ick wall and use it as the outside of the form pouring 

i concrete behind it. 

Cut stone and artificial stone veneers may also be used 

the same way as brick. This is satisfactory for a wall 
t taking much vertical load. It may lead to structural 
»kness, if used for a pillar taking a concentrated load, 
ore than one case could be cited in large buildings, 
lere reliance upon a combination of a stone shell and a 
re of other material in a pillar, to take a load, necessi- 
ted the removal of the pillars and the insertion of steel 
•lumns after the walls were completed. Cracks in the 
3ne veneer showed that it was taking the load, and that 

was not capable of withstanding it. In one building 
c core was of rubble masonry and the shell was of cut 
one; in another the core was of concrete and the shell 
as of artificial stone. Both rubble masonry and con- 
ete will shrink on account of the large proportion of 
ortar. The cut stone and the artificial stone, with their 
iep courses and thin mortar joints, do not shrink any 
irceptible amounts. The result is that about all of the 
ad must be carried by the veneer. The same fault has 
icn observed, where tile facing was backed with brick. 
1 this case the cracking of the tile was attributed to 
lilure of the mortar to set because of the cold weather, 
ettling of the brick work behind the weak tile would, 
owever, be apt to produce the same result in work set up 
1 warm weather. In construction of this sort no depend- 
flce whatever should be placed upon the veneer in sup- 
orting the load, and it should be built in such way as to 
now the core to shrink in setting. This might be effect- 
d by using wooden blocks a trifle higher than the stones 
"or one or more courses and removing these later and sub- 
itituting the stone or tile. Jt might also be don^ \>v \^^n- 
!^out the top course of stone or tile facing. Ot a tvwrcXi^t 
the Joints in the facing might be raked out, sootv ^iXftt 
i/4 



the concrete backing is placed, and, after the concrete has 
set and shrunk, these joints could be pointed. The use 
of dry tamped concrete would lessen the shrinking. In a 
long wall brought up slowly the shrinking will not be so 
harmful. In a small pillar a cast iron or steel column 
should be used in the middle. 

In the present state of the art artificial stone or cut 
stone facing is probably the best surface treatment for 
concrete in such construction as residences and office build- 
ings. This is partially due to the fact that concrete work- 
ers have not developed the skill that workers in the other 
materials possess. Brick work with the outer % in. or so 
of mortar "raked out" (or blocked out with wooden cleats, 
as is done in practice) makes an appropriate and pleas- 
ing surface finish for rugged styles of architecture. 

Blocks in glazed tile are made use of for external fin- 
ish of buildings. With these it is even more important 
that but a short height be laid at once, if concrete is poured 
behind them, or some other precaution be employed to pre- 
vent their receiving any of the load of the waif. These 
tile are brittle and unreliable in supporting loads. 

Thin tile can be used as an external finish by pasting 
them on paper, as they come for pavements, and then past- 
ing the paper, with bill posters' paste, on the inside of the 
forms before concrete is placed. Before the forms are 
removed they must be thoroughly flushed with water. 

Boulder facing may be made on rustic walls or arch 
spans by placing the boulders against the forms and then 
the concrete behind them. 

Of the surface finishes that are made in the concrete 
itself there may be mentioned those that are made in the 
concrete by aid of the forms, while it is being placed, and 
those that require subsequent treatment. 

If the concrete is simply placed against the rough sur- 
face of sawed boards, it will have the impression of the 
saw marks and grain and knots as well as the cracks ot 
joints. This is far from pleasing for any surface above 
t/ie ground When the forms agamst tVie eni^sed face arc 
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made of planed boards, tongued and grooved, and neatly 
jointed, the surface is greatly improved. A broad surface 
can be relieved of its monotony by paneling. The larger 
and rougher the surface the bolder the panels should be. 
Long retaining walls should preferably have panels to re- 
lieve the dead flat surface. 

If the concrete is thrown indiscriminately against the 
forms, the surface will not present a smooth appearance, 
especially if dry concrete is used. By manipulating the 
concrete with spades or shovels it can be given a richer 
and smoother surface. As a layer of concrete is placed 
a shovel is run down against the form and the larger stones 
shoved back. This allows the mortar of the concrete to 
flow against the form, and a surface of mortar results. 
Sometimes a perforated shovel or spade is used for this 
purpose, and the mortar passes through the perforations. 
With rammed or dry concrete the spade may be used to 
shove back the concrete and a wetter mortar poured in. 
Of course the smoother the forms for this class of work 
the better will be the appearance of the work. 

In narrow forms it is recommended by one engineer 
that instead of a spade a hoe be used with the blade bent 
nearly in line with the handle. 

Another way by which a mortar finish may be made is to 
plaster the forms with cement mortar in advance of plac- 
ing the concrete. The mortar and concrete are united by 
tamping. 

Another way to obtain a mortar finish is to place a loose 
board against the forms and tamp tlie concrete behind the 
hoard. The board is then removed and mortar run into 
the space that it occupied. This is of course only appli- 
cable to comparatively dry concrete. 

Still another method is to use a sheet of steel on the 
one side of which are riveted i" x i" angle irons to act 
as runners and spacers. The sheet may be any convenient 
width and length, depending on the nature and size of the 
work. It is flared out at the upper edge to act as a hop- 
per. The contrivance is placed with the angVe \totv?» ^^'dSxv.^N. 
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the surface to receive the mortar finish. Mortar is placed 
on one side and concrete on the other. Then by means 
of handles the sheet is drawn up and the concrete tamped 
to unite the mortar and concrete. It should not be drawn 
quite out of the concrete. There is difficulty in carry- 
ing up a long line of this kind of concreting, especially at 
comers and at the junction of two sheets. It cannot be 
worked well in a narrow space. 

Of the foregoing methods the manipulation with the 
spade or other similar tool against the forms is probably 
the most satisfactory for the reasons that it can be done 
with wet concrete and in a narrow space* and because it 
results in a more uniform concrete. The mortar of the 
entire mass is uniform, the only difference at the sur- 
face being that the stones are not exposed. Separate mor- 
tars do not bond so well. It is especially true of work done 
in freezing weather that a mortar of a different mixture 
from that of the concrete is apt to break away from the 
body. 

Concrete of small aggregates, as that used in reinforced 
concrete, does not need to have the mortar brought to the 
jurface, as a rule. The churning and puddling, which 
should be done in any case to work out the air bubbles 
and to work the concrete into corners and around the 
steel, will serve to give the concrete the smooth surface 
desired, if the mixture is the proper richness and con- 
sistency. 

In order to cover up the roughness of the boards and 
to prevent them from adhering to the concrete, as well 
as to prevent the knots from discoloring the concrete, a 
filling coat is sometimes used on the wood. Soft soap 
may be used for this purpose, applied with a brush. Lin- 
seed oil may also be used. Fatty oils should not be used, 
as they act on fresh concrete disintegrating and discolor- 
ing it Hot paraffine is sometimes used. Crude oil is a 
very good substance to prevent adhesion of the concrete 
to the wood. A mixture of crude oil and kerosene also 
^'ves good results. 



If the wood is thoroughly wet with water before the 
concrete is laid, there is not much danger of concrete ad- 
hering. This wetting is to be recommended for the fur- 
ther reason that the wood will not then absorb water ffom 
the concrete. 

Paper, unless it is oiled, will stick to the concrete and is 
hard to remove. Burning may have to be resorted to. 

One method used successfully to cover up the grain of 
the wood was to paint the surface with a gloss oil and to 
blow sand into this with a bellows. 

The author does not know of any case where canvass 
painted with linseed oil has been used as a cover for rough 
forms, but he believes it would be an admirable material 
for the purpose. It is waterproof and would therefore 
not absorb water from the concrete; it would also prevent 
the leaking of the liquid mortar that occurs at cracks or 
joints in the wooden forms. It would probably be econom- 
ical for the reason that it does not require planed boards 
in the forms and it could no doubt be use'd repeatedly. 
It would further help to keep the frost out of the concrete. 

With all the means used to cover up the irregularities 
of the wood and to make the surface smooth there will 
still be some roughness not commercially avoidable. Some 
treatment after removal of the forms is generally neces- 
sary. Air pockets may occur in places where the holes 
will be exposed. These should be plastered with a rich 
mortar. Corners may break off in removing the forms. 
These should also be plastered. If large chunks of con- 
crete break away in an important part of the structure, 
the best thing to do may be to remold the piece. Any 
sign of extended weakness in the concrete may show 
that a bad batch of concrete was used or that the con- 
crete has been mistreated during setting. 

If made right, the concrete surface will have a skin of 
neat cement It is generally desirable for appearance sake 
to remove this, and there are several ways to do it, de- 
pending upon the length of time that the concrete has set, 
before it can be made accessible for treatmenl. TVit Na^or. 



tfiat elapses from the placing of the concrete until the 
surface can be exposed depends upon the kind of concrete 
and the nature of the part of the structure in question. 

If the surface can be exposed a few hours after the 
concrete is placed, this cement may be removed with clean 
water applied by nieans of a hose. The hose should be 
used without a nozzle, as the pressure would gouge out 
stones. Water may also be applied with buckets. Heavy 
walls iri dry concrete could probably have the forms re- 
moved in half a day or so after concrete is placed, and 
the surface could be thus treated. The forms should not 
be removed so soon on a high section of wall. 

If the concrete has set for about 24 hours, clean water 
and scrubbing brushes will remove the outside skin of 
cement. If about two days have elapsed, wire brushes 
may be needed, using water to wash away the loosened 
cement. If the concrete surface is hard, more vigorous 
work is required to make it smooth and to take off the 
skin of cement. Blocks of sandstone, or of concrete of 
cement and sand, or of carborundum, with water, may be 
used to scour the surface. These are rubbed with a cir- 
cular motion. When a sand blast is available, this is an 
excellent means of accomplishing the desired result. 

Some preliminary treatment will usually be found to 
be necessary, such as chipping off rough projections, Sis 
those left by cracks in the mold, filing off the arrises, etc. 

These scouring processes have for their object the se- 
curing of a smooth surface. Sometimes, aft^r the surface 
is washed and scoured reasonably smooth, some grout of 
cement and sand is brushed on, and by the same circular 
motion with the bricks, this grout is worked into any 
pores in the surface. The result, after the setting of the 
grout is a very smooth surface. 

A smooth surface is not always desirable. Some rough- 
ness is more in keeping with the nature of the concrete 
anB is more pleasing in appearance in many situations. 
The washing or scrubbing off of the skin of neat cement, 
above described, wiW expose the surface of tfte aggregate 
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and leave the desirable dull or rough surface without any 
further treatment. The appearance will then depend upon 
the selection of the aggregate. If a mortar of sand and 
cement be exposed on the finished surface, the washed 
surface will resemble sandstone. By using white sand the 
appearance will be that of nearly pure white sandstone. 
Other colors can be obtained by using different colored 
sands. 

Torpedo sand, a sand having large grains, used in the 
surface mortar, will, when the surface is washed clean of 
the cement skin, give a good appearance. The same is 
true of small regular sized pebbles or of small sized 
crushed granite or limestone, screened to ^, in. or so. 
Colored granite can be used with good effect to obtain a 
red, black, or gray surface. Colors obtained in this way 
are more durable and uniform than those made by use 
of coloring pigments. 

The surface treatment by use of regular sized particles 
in the aggregate and subsequent washing off of the skin 
of cement may be carried to any size of stones, even id 
that of cobble stones. This style of finish in pebble size 
is especially appropriate in park pavilions, concrete fences, 
etc. If a dense impervious concrete is not essential, a 
dry mixture can be used and the washing away of the 
mortar skin dispensed with. This sort of finish on rein- 
forced concrete arches can be employed by using the dry 
concrete with coarse sand, or small pebbles, or % in. bro- 
ken stone for a depth of an inch or so against the forms 
and a wet impervious concrete surrounding the steel. 

Where the concrete is molded and not plastered, there 
is an advantage in using a stiff mixture in preference to a 
wet mixture, as the forms can be removed in a shorter 
time, and the washing off of the cement is easier and 
cheaper of accomplishment than when it has a harder set. 
The lack of density and impermeability due to the dry 
mixture would make this method less applicable to build- 
ings whose character demands that the walls be not ab- 
sorbent of water. 
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Concrete of materials not affected by acids, such as sand, 
gravel, granite, and trap can be treated to a surface scrub- 
bing of a 20 per cent, solution of hydrochloric add. This 
will remove the cement skin, even after a hard set The 
acid must be immediately neutralized with alkali to pre- 
vent penetration into the concrete, and all must be washed 
off with clean water. The disadvantages connected with 
this method are the high cost and the difficulty of hand- 
ling the acid to apply it and the fact that the acid that 
wastes and is not neutralized may penetrate into the base 
jf the structure and destroy the concrete. 

This acid wash may also be used to remove efflorescence 
from concrete surfaces. 

Coloring of the surface of concrete may be effected, as 
stated, by using naturally colored aggregates and washing 
the surface. Pigments are also used. These are not apt 
to be very permanent. If used in large quantities they will 
weaken the concrete. If used in the entire body there is 
a waste of material in that which is not exposed, and it is 
difficult to get uniformity by any other means, unless it 
is a case where plastering is permissible. If pigments are 
used, it is best to mix them thoroughly with the dry ce- 
ment. A little lamp black can be used to advantage in 
ordinary concrete to relieve the dirty color of the concrete. 
This could be placed in the mixer with the cement, a given 
quantity for each bag of cement. 

Concrete surfaces will not hold oil paint very well; the 
washing off of the skin of neat cement will make them 
more retentive. In any event oil paint is not appropriate 
to the nature of the concrete except for interior walls and 
ceilings. A wash of neat cement can be applied to a wall, 
or the cement may be mixed with plaster of Paris or bet- 
ter with marble dust. Either of the latter will give the 
appearance of marble. In applying these the mixture 
should not be too thin or it will crock. If it is too thick 
it cannot be worked with the brush. An ordinary white- 
wash brush is used in its application. It is necessary that 
tfie surface be thoroughly drenched with water just before 
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he application, otherwise the wall will absorb the water 
a the cement and prevent setting. The surface must be 
«pt wet for a day or so. 

Some of the things that contribute to unsightly appear- 
ncc in concrete work are the following. Their remedy 
s evident, (i) Irregularity in the nature of the ingre- 
lients. This applies to the stone, sand, and cement. It is 
vident that unless the first two run uniform, there will not 
le a uniform surface on the concrete. It is also true that 
lifferent brands of cement may give different colors. (2) 
.ack of uniformity in the amounts of ingredients in each 
atch. {3) Insufficient mixing in any or all batches of 
oncrete. {4) Dirt on the forms. (5) Want of care in 
»lacing, tamping, spading, etc. 

Of surfaces that face upward, vertical surfaces, and 
hose that face downward the latter are the most difficult 
A treatment. This is of course because of the fact that 
generally from two to four weeks must elapse after plac- 
ng the concrete before these can be safely exposed, because 
)f the necessity of supporting the setting concrete. The 
tifficulty of reaching such surfaces makes their treatment 
bntdy expensive. A sandblast or scouring with bricks for 
nterior exposed beams and ceilings would be best. For- 
imately in arches and exterior girder work the under 
side does not show up to any extent and can often be left 
rongfa. 

Pavements and floors are in a class by themselves and 
offer the most satisfactory conditions for surface finish. 
Ordinary sidewalks as commercially made are often put 
down in the following way. After the sub-grade is tamped 
and the layer of cinders or broken stone for drainage is 
laid down and tamped (generally a thickness of 4 to 6 
inches) a layer of stiff concrete is placed and rammed. 
This IS about 3 or 4 inches thick and is usually a gravel 
concrete of about 1:3:6 mixture. This concrete base is 
blocked off and sand joints used to separate the blocks. 
Then this concrete is left until the next day, when a top 
cott of cement mortar is hid, usually a i -.2 or i\^ m\x.\>M^ 
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pavement are largely on the contractoi 
not waste any cement that would be i: 
wet concrete were used, and some of it 
into the base of loose stone used for c 
a rich top coat he obtains a rich skin 
pavement by troweling. Why the pavei 
stand a day before the top coat is laid, 
the top coat with the base endangered, 

A better method (and the method < 
pavers) is to use a moderately wet con 
on this without any intermission the fini 
duce the troweling to a minimum. V 
troweling would often be better emplo] 
ward a more thorough mixing of the m< 
tar be placed on the fresh concrete bei 
time to take on an initial set, a good boi 
and in no other way can such bond be as 

Some of the faults that are very cor 
are pitting of the surface, mapping a 
even large and growing cracks, and bre 
down to the concrete base. The latter 
its itself in the splitting away of the 
concrete base, and the pavement has a he 



ing is that the skin of cement thus formed shrinks in set- 
ting and causes hair cracks or mapping of the surface. 
Sometimes large shrinkage cracks are formed, which con- 
tinue to increase in size. Lack of proper provision for 
expansion and contraction at the regular joints intended 
to take tip the motion may be the cause of some of the 
large cracks observed. It is not enough to make a groove 
jX the surface of the pavement to relieve the tension. There 
should be a complete separation of the blocks. 

The splitting away of the mortar coat is the natural re- 
sult of insufficient bonding between the concrete base and 
the mortar finish. 

In contrast with the method of laying pavements above 
referred to the author recently observed the laying of con- 
crete in the floor of one of the largest reinforced concrete 
buildings in the world. While the body of the concrete 
was fresh, the surface being quite rough, no attempt what- 
ever having been made to make it even approximately 
horizontal, the mortar for the top finish was poured. This 
was of the consistency of soup. Men waded in concrete 
6 or 8 inches deep to spread the mortar about with shovels. 
Then the top surface was leveled off by working a straight 
edge back and forth. In this work the concrete of the 
body of the floor slabs while it was soft enough to allow 
the men's feet to sink into it, did not show any lyater on 
Ac surface for the reason that it was not tamped. 

If there is an excess of water in the concrete base in 
pavement work the bond may be impaired between this 
and the finishing mortar. Concrete in the base almost wet 
enough to flow, spread out to a uniform depth with rakes 
rather than tamped to a smooth flat surface covered with 
laitance, would present a much better opportunity for the 
bonding of the finishing mortar. 

In steps and other parts where vertical surfaces must be 
finished off it is necessary in the ordinary methods of mak- 
ing sidewalks, to use stiff concrete and to v^2LS\e.t oxv >3ca. 
., mortar, also a stiff mixture, as soon as the tuoV^s cwv \«: 
/ removed The necessity for using stiff cpncttte \s to ^Vion^ 
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of early removal of the molds, so that plastering can be 
done on the surface before the concrete has a hard set 
Generally steps are troweled to a smooth finish, though the 
treads would be better to have a roug^ surface to prevent 
slipping. 

The rough surface on pavements, so desirable on steep 
grades and in fact desirable most anywhere to overcome 
slipperiness in cold or muddy weather, is obtained in sev- 
eral ways. A steel trowel must not be used in the finish- 
ing process, if any kind of rough surface is to be made. 
In fact a steel trowel should be used sparingly in pave- 
ments. If a smooth glossy surface is wanted, it should be 
made by using a rich mixture and fine sand in the finish- 
ing mortar rather than by rubbing with a steel troweL 

In the process of leveling off the pavement when the 
mortar coat is laid a wooden straight edge is used. This 
is worked back and forth on the side boards forming the 
mold for the pavement until all of the high places are 
brought down and all of the hollow places filled in. If 
the mortar is uniform in consistency and well mixed, the 
work could stop here, so far as the greater part of the 
surface is concerned, and the rounding of corners and 
marking and dividing into blocks would complete the pave- 
ment. A strip about i^ in. wide rubbed smooth with 
a tool for the purpose is usually made around each block. 
The surface can be given a kind of regularity, if in man- 
ipulating the straight edge it be moved back and forth two 
or three inches as it is pushed forward making sinuous 
lines along the pavement. A wooden float may be used, 
after the surface is made horizontal by the straight edge 
or by a trowel, where a straight edge cannot be employed. 
The desired roughness can be made in this way. What 
is probably the most pleasing surface appearance for pave- 
ments is obtained by use of a wooden plate. The surface 
is stippled with this, and by suction against it a most work- 
msnlJke and artistic finish results. Another way to pro- 
duce the rough surface is to tVitov V)jv^ VajaX. V«M Sx«&k tit 
so of mortar with the trowel, a \\l>\e ^X. ^ \Vmfc* 
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!t is a mistake to sprinkle dry cement on the surface 
of a pavement. 

To overcome the tension due to troweling, where the 
pavement is troweled, and to roughen the surface it may 
be broomed or brushed with a corn brush just after trow- 
eling. 

Where a smooth troweled surface is desired the final 
nibbing should be done a half an hour or so after the 
mortar is laid. Less cement would then be drawn to the 
surface, and the surface tension will be less. For smooth 
troweling the mixture should not be very wet. 

It is best to lay pavements in alternate blocks against 
bulkheads or vertical boards placed temporarily where joints 
ire to be. Where this is not done, the concrete base should 
be marked off in blocks and separated, while the concrete 
is green, by making joints % inch wide or so, filled with 
sand or tar paper or other filler. The location of these 
must be marked before the mortar finish is laid, and when 
the latter is finished off it should be cut with a thin trowel 
making a complete separation and not merely a groove. 
Very little if any space is needed between blocks to take 
up expansion and contraction due to change in tempera- 
ture, but the contraction due to shrinkage in setting may 
be enough to split the block at some other section than 
in the groove, unless a complete separation is made. 

Pavements that are not on a grade are generally given 
a slope of H in. to the foot for drainage. 

There is a difference of opinion as to the proper mix- 
ture for a mortar finish on pavements. Some engineers 
would not use a mortar richer than 1:2 or.i 13 because of 
the fact that with troweling a rich mortar will check. 
Others specify mortar coats as rich as in. If the mortar 
is of the same richness as that used in the concrete (e. g. 
a 1 :2 mortar for a i :2 :4 concrete) there ought to be equi- 
librium in the mass. Mixtures of 1:1% to 1:2% with 
granite screenings that will pass through a s\tve \v^.n\tv^ 
U to. meshes give satisfactory results. TYve iotm<et \% 
much used in high class pavement work. PaLT\:\c>3\^.TVf 
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of the roUfe,* ^« 
using dry concrc^, „ t*t. 
wet concrete, i^amdyj t-.^ j-t... 
after the concrete is placed ant 
hard set. It would be well in st 
the surface or to pick it before applying^ the plaster. Lime 
paste mixed with the cement and sand for plastering ior 
creases the adhesion and lessens the tendency for hair 
cracks to form on the surface. Lime delays tlie setting of 
the cement and makes it easier to work. Lime paste can b^ 
used in quantities up to an equal amount with the cement 
If a hard surface is desired, less lime would be used. In 
this plastering, as in pavements, it is well to go over the 
surface with a brush or broom after troweling to relieve 
the tension of the cement. In plastering piers and abut- 
ments the trowel marks can be removed by brushing hori- 
zontally wiih II whisk broom. The surface appearance fs 
greatly improved by this means. 

A simple and inexpensive mode of plastering is what 
is called a splatterdash coat. The mortar is thrown or 
splashed against the surface with a paddle. An effective 
rough surfa-ce can be made in this way. The methods 
used on pavements to produce a rough surface, by means 
of wooden floats and stippling, can be employed to good 
advantage on walls. A rough surface is generally bette 



appearance and less liable to crack than a smooth surface. 

A method recommended to secure a good bond is as fol- 
lows. First the surface is washed, then after thorough 
drenching with water a coat of neat cement grout is brush- 
ed on. While this is still wet a coat of plaster about % 
in. thick is put on. Succeeding coats of the same thick- 
ness are applied about an hour apart until the desired 
thickness is attained. As a finish the last mortar may be 
thrown on, to give a rough surface. 

Plastering should, in general, be resorted to only to fill 
in holes and to smooth over rough places. A plaster coat 
should either be very thin, that is, just enough to fill ir- 
regularities, or it should be one to three inches thick, so 
that it will have some strength in itself. 

In making steps the forms should be of planed boards. 
The mortar of the concrete should be worked up against 
the forms in a manner heretofore described. Upon re- 
moval of the forms the surface can be made smooth by 
plastering up any holes with a i :i or 1:2 mortar and by 
using the same in a wash over the surface, rubbing it 
smooth with a wooden float or with a scouring brick. 

In sea walls it is well to have as smooth and dense a 
surface as possible. This is to prevent penetration of the 
salts. 

It is said that mortar that has set up for 3 or 4 hours 
will adhere better as a plaster and shrink less than fresh- 
ly mixed mortar. 

On a dry, hard surface a plaster coat or floor finish 
should be 2 or 3 inches thick. 

On a brick wall or on cinder concrete nails can be driv- 
en in to anchor the plaster, or expanded metal or other 
metal lath can be nailed on and plastering done on this 
base. Old brick buildings can by this means be given a 
cement finish, which, when properly done, enhances their 
appearance very greatly. 

Old wooden floors can be covered with a finish of % 
in. or more of a. concvttt made with savj dv\s.V ^^ cycvfc oK 
the aggregates. This, too, is anchored to tVi^ ?^oo\ Vj 
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means of nails driven into the wood. The use of this kind 
of floor finish on new concrete floors has not received the 
attention and trial it deserves, possibly on account of the 
lack of workmen skilled in its manipulation. 

Common sense and artistic judgment are probably vio- 
lated more in the matter of the finish for cast blocks than 
in any other line. There are probably more "rock face" 
blocks made than any other kind, and there is nothing more 
absurd than an imitation of rock faced stone blocks in cast 
stone work. Cast stone or concrete blocks can never have 
any standing so long as their very appearance holds them 
out to be what they are not. It is legitimate to tool dress or 
finish concrete blocks or artificial stone, but it is not legiti- 
mate to cast in them an imitation of a dressing which they 
do not receive. Rock faced is the name given to the finish 
of stone that has been rough dressed. The surface is the nat- 
ural fracture of the stone. No mason would attempt to pro- 
duce this appearance by carving the entire surface. It 
would not be economical in concrete blocks to break off 
enough of the surface to produce this effect, even if the 
concrete should possess the property of fracturing in this 
way. Its sole beauty lies in its irregularity and in the fact 
that it is a natural and not an artificial result. In con- 
crete blocks regularity is necessary and painfully manifest. 
It would be as rational to carve a human face in the rugged 
side of a mountain of rock to enhance its beauty as it is 
to cast a rugged face in a molded block. 

A very satisfactory surface is obtained in concrete by 
tooling. For rough work a pick may be used to break off 
the outer skin. Light picks may be employed on the sur- 
face while the concrete is rather green. A cheap and effec- 
tive finish can be obtained in this way. This is especially 
suitable for factory buildings. The picking is done, light- 
ly, and it is said that a workman can finish i,ooo sq. ft. 
a day. A pointed chisel may be used for the surface of 
heavy walh. Smaller work may be crandalled. Bush ham- 
mertng is another method employed; t\v\s ma.7 ^ ^otv't Vj 
unskilled worJanan. To avoid a broad cac^aftst ol ^N. 
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surface the wall should be laid off in panels. A good way 
is to divide the surface into blocks by nailing triangular 
strips on the forms. The V shaped grooves would not be 
dressed, but only the flat part 

For chisel dressing allow ^ to Mi in. to be removed by 
the tool. Bush hammering on a good flat surface need not 
cut in any measurable depth. All arrises should be round- 
ed to about % in. radius. A file can be used for this pur- 
pose. Dressing with hammers should not be done before 
the concrete is a month or two old. Small stones are apt 
to be dislodged by the process, unless they are firmly ce- 
mented in. 

On some kinds of artificial building stones a tooling ma- 
chine of carborundum wheels is used. This can be used 
on very green concrete, as it grinds soft and hard spots 
alike and does not jar the stone. The surface finish is very 
good. 

Where compressed air is available, pneumatic tools for 
crandalling or otherwise dressing the concrete surface 
would be economical and satisfactory. 

It may be found difficult to dress the surface of a con- 
crete made of a hard gravel. The stones may be gouged 
out of the cement before they will break. 

Forms for Concrete Work. 

Forms should be designed so that they will retain their 
shape, until the concrete has hardened sufficiently to be self 
supporting. Hemlock should not be used, except in the 
roughest kind of work. Spruce and pine are preferable. 
Kiln dried lumber or thoroughly seasoned lumber is not de- 
sirable, because the dry wood will swell. Green wood is 
also undesirable on account of liability to check and warp. 
Partly seasoned lumber is best 

Whether or not lumber should be planed will be deter- 
maed ky the kind oi surtaice desired. Dry cotiCttXft. ^<^\ 
aoi nquin tight iom$, linct thtrt will b% tko \\i\>iA twaJi- 
110 



tar to run out of the cracks. For wet concrete the forms 
should be as tight as possible. Cracks may be filled, where 

" necessary, with putty or clay or plaster of Paris. In order 
to prevent excessive pressure and heaving of forms due 
to swelling the boards can be planed beveled on one edge, 
the full width being against the concrete. The narrow edge 
of a board will then be brought in contact with the wide 
edge of the next. Qoser fit can also be secured. 

For fine work it would be well to shellac the wood to 
prevent penetration of water and consequent swelling. If 
end grain is in contact with concrete, it should be covered 
with shellac to prevent absorption of water. 

Tongued and grooved boards are best for a smooth sur- 
face, though they are more expensive. Boards surfaced 
on one side and on the edges are good enough for most 
work. 

The thickness of boards used for sheathing or lagging 
should be such as to keep deflection within limits. The 

' thickness will be determined more by the amount of deflec- 
tion than by the extreme fibre stress produced by the load. 
In general, to avoid springing, i in. boards should not be 
used on wider spacing than 2 ft. between studding. The 
span for 1% in. plank should be not more than 3 ft. and 
that for 2 in. plank not more than 4 ft. for vertical loading. 
Wider spacing tlian this can be used, where the pressure is 
lateral, as in walls lip fd ibout 4 ft. for 1% in. plank and 
6 ft. for 2 in. plank. 

For the under side of floor slabs generally one inch 
boards are used, with studding 16 to 24 in. apart. For col- 
umns and the sides of beams one inch boards may also be 

. used running lengthwise and held in place by outside forms 
made of 2 in. x 4 in. or larger sized pieces. These may 
be spaced at intervals of about two ft. and held in place 
by means of bolts in the case of columns or be wedged 
against those of the next beam in the case of beams. A 
heavy pJank along the bottom of a beam would serve to 

support the weight on the shores and ^\\o^ >iJcv^ t^mss-^I 
6/ the side sheathing m advance oi tVve \iQi^om ^^3.^^tV&. 
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large. Designing the floor so that the panels are uniform r; 
in size will greatly facilitate the construction. > 

Beams and girders should be given a small camber, say v 
an inch for every 20 ft. of span. .. 

Wires are very often used to hold forms against spread- .. 
ing. These can be cut off with cutting pliers at the sur- . 
face of the concrete, or, to prevent rust stains, they may . 
be cut with a chisel below the surface and the hole plas- > 
tered up. Bolts are sometimes used for the same purpose , 
and removed with the forms. To prevent adhesion to the : 
concrete* these may be run through gas pipe or tin tubes, , 
which remain in the concrete. If the gas pipe or tin tube 
is brought out nearly to the surface and the end stuffed , 
with cloth or waste to prevent admission of concrete, the . 
bolt may be drawn out. The waste packing can be re- . 
moved and the hole plastered up. 

Wooden blocks used as spacers must be removed as con- 
crete is placed. No wood should be left in concrete, either 
by accident or for any structural reason. Wood buried , 
in concrete will suffer dry rot, as it cannot season. ^ 

Tie rods or bolts should not be close to the edge of the , 
concrete, as they are liable to break out pieces of con- 
crete in removing. 

In sewer work for sewers of sufficient diameter for men 
to work in, it is a good plan, as stated elsewhere, to omit 
lagging on the invert up to a point where it is needed to 
prevent flowing of concrete. This affords better oppor- , 
tunity to place and compact the concrete as wdl as to . 
trowel the surface to a smooth finish. The ribs would be . 
in place just the same to guide in forming the sewer. 
Loose lagging can be used on the upper part of the sewer. 
This allows easy removal as the work advances. Loose 
lagging on culverts and arches is often desirable. 

Vertical props should, in general, be braced together. 

This prevents accidental dislodgement and prevents sway- 

ing of the structure. The props or shores should rest on 

so/j'd lootings and should be so desVgtv^A V5fta.\. iVwe^ can. be 

the last pieeeg removed and that liiev cwi >o%A«it. Va. \fivj 
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ter the concrete is self supporting. Such a condi- 
>ften desirable in a building where a floor is support- 
rops to a floor below, the latter being just capable of 
)port. It may be necessary to allow the shores to 
in the successive stories down to the foundation, 
r not to strain these floors with load they are not 
d to carry, until the top floor is self supporting. 
should be props under the girders close to columns 
o relieve the green concrete of the columns of the 
of the floors. 

s should have double wedges of hard wood under 
so that they can be removed without jarring the 
:e and so that they can be eased off without removal, 
it is not positively known that the concrete is thor- 
hardened. Very heavy posts as those supporting 
pan arches could rest in sand boxes arranged with 

let out the sand and lower the posts by this means. 
a unit compression on posts i,ooo lbs. per sq, in. 

jmmended for pieces whose unsupported length is 
nes the least width or less, and 400 lbs. per sq. in. 
eces whose unsupported length is forty times the 
vidth. For other ratios proportionate values are to 
jd. Lengths more than 40 times the least width 

1 be avoided. 

beams a unit of 800 lbs. per sq. in. is recommended, 
span in feet be divided into the coefficient C, in the 

ing list of common sizes, the result is the total weight 

mds that the beam will carry as a uniformly distribut- 

d. 

2 X 4, 0=2840 

2 X 5, C= 4440 

2 X 6, C= 6400 

2x 8, C=ii400 

2 X 9, 0=14400 

2 x 10, 0=17800 

2 X 12, 0=25600 

3 X 14, C=S2270 
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3 X IS, C==6oooo 

4 X i6, C=9i02o 

As an example, suppose it is desired to know the s: 
of joists required to carry a 6 in. slab of concrete on joi 
spaced i8 in. apart, the span being lo ft. and an acciden 
load of 75 lbs. per sq. ft being provided for. The to 
load carried by a joist is (75 + 75 or 150) x 10 x 1.5 
2250 lbs. Reversing the rule above given and multiplyi 
this by the span length we have C = 22500. Hence 2 x 
joists would be needed. 

The depth of beams should generally be between 01 
tenth and one-twentieth of the span. Beams deeper th 
one-tenth will be overstressed in shear, when strained 
their capacity in bending; beams shallower than abc 
one-twentieth will deflect too much under load. 

In proportioning the forms allowance should be ma 
for accidental load that may be placed upon the floors 
the processes of construction. A uniform load of 75 1 
per sq. ft. for slabs and of 50 lbs. per sq. ft. for beams a 
girders ought to cover this contingency, as well as 1 
weight of forms, except where the forms are unusua 
heavy. 

The lateral pressure of the green concrete may be tal< 
as equal to that of water, keeping in view the amount 
concrete that will be placed at one time. 

There should be a door at the bottom of column for 
to allow cleaning out before concrete is placed. Also 1 
bottom board in wall forms and girder forms should 
placed last where practicable. 

Collapsible forms for tunnels, culverts, and sewers ; 
often made use of. Sheet steel is sometimes used in pi: 
of lagging of wood. Forms that are not collapsible n 
often be removed by revolving about the vertical ax 
then if the lagging is loose and not nailed, the form < 
readily be removed and placed forward. 

A good and economical form for circular columns < 
be made of sheet steel. It may be matda of two semicin 
lar sections, flanged and bolted toftetVvw. 
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In bracing forms wooden pieces should be used, generally 
2x4 scantling. Wire ropes should not be employed for 
this purpose in any case, as the stretch in these may be 
disastrous to the structure. 

In heavily battered walls, as the wing walls for an abut- 
ment, a cover on the sloping part of the wall is generally 
necessary. This should be removed as soon as possible 
so that the top surface can be plastered and made inper- 
vious. If much wet concrete is poured at a time in such 
wall, it may be necessary to tie down the cover of the slop- 
ing portion to prevent its being lifted by the pressure of 
the concrete. It could be anchored by wires into the body 
of the wall. If secured only to the side forms, the pres- 
sure might lift these. 

In footings and retaining walls, instead of having a heavy 
batter, steps are usually preferable, with the tread sloped 
so as to shed water. This is especially true when dry con- 
crete is used, as it allows access to the concrete for tamp- 
ing. 

Lateral pressure of wet or of tamped concrete must not 
be overlooked in the building and bracing of forms. The 
sides of beam and wall forms should be held against spring- 
ing by bolts and wedges, where practicable, or by stiff 
braces. 

A suggested scheme for slab and beam forms is as fol- 
lows. Use a heavy plank under the girder 4 in. wider than 
the girder. On top of this nail a one inch planed board, 
the width of the girder, along the middle of the plank. 
There will be a 2 in. margin on each side. One inch of this 
will be taken up with the side boards for^the girder. The 
other inch will be used as a ledge to support the joists for 
the slab which can be blocked up by nailing them to the 
vertical studding for the sides of the girder. If strips be 
nailed lightly to these joists and studding, and if the 
sheathing for slabs and girders be nailed together with 
deats to form units, there will need to be but little nail- 
ing into the wood in contact with the concrete. T\vt V^v^-^ 
plank under the girder should be supported >av V'ko^^ ^ 
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to 6 ft. apart. For heavy girders it may be stiffened b 
knee braces to the props or by a pair of joists nailed to th 
side of the props. By the above described arrangemei 
the forms under the slabs and on the sides of girders ma 
6e removed and used elsewhere while the weight of tl: 
girders is still on the shores. 

It is important that columns be plumb and that bean- 
be straight and true to line. Before beginning to place th 
concrete all forms should be brought to correct positio 
and true to line and securely braced. Warped and incline 
surfaces of walls, intended to be plane and vertical, an 
wavy copings are very unsightly. 

Sharp corners in the concrete should be avoided. Tt 
arrises should generally be either chamfered off in tli 
mold or trimmed rounding when the forms are removed. 

In dividing a wall into blocks the joints should be '' 
shaped, either sharp or truncated. The recess should nc 
have parallel sides, as the withdrawing of the moldin 
pieces would break off spalls of concrete; also the cor 
Crete will not as readily fill in around the squared reces 
The same is true of moldings. These should not have r( 
cesses with parallel sides. Surfaces that face up war 
should in general, have a slope outward so as not to bin 
on the forms and so as to allow concrete to be more easil 
worked under the form. Further, such surfaces will tur 
the water and absorb less. 

The design of the work should be made with a view c 
reducing to a minimum the difficulties inherent in the banc 
ling and placing of concrete and with an appreciation c 
the skill of the workmen executing the plans. Molding 
should be as simple as possible and in conformity with th 
construction. Small arches and buildings should hav 
light moldings and ballustrades, where any are used. Mas 
sive structures should have bold and massive ornamer 
tation. Fine details should not be attempted on out-doo 
work. These can be executed by use of lime or plaster c 
Paris in conjunction with cement ioi iiv^oot ottva.Tc«LXvV 
' tt Imitations should be avoided. Bto2l^ ^Vslm «>aixV^ 
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shoald be' broken tip by paneling where practicable ; the 
heavier the work the more massive and bold the paneling 
should be. 

The Properties of Concrete 

Concrete partakes of the properties of the stone or other 
aggregate from which it is made, though these properties 
are affected by the mortar with which the aggregate is ce- 
mented together. The property of greatest importance is 
the compressive strength. The compressive strength of the 
concrete is in general less than that of the stone of the 
aggregate. The unit compressive strength tested in cubes 
is generally less for small cubes than for large ones. It 
is greater for flat discs than for cubes, the flatter the disc 
the higher the unit 

On account of the many factors that enter in the manu- 
facture of concrete affecting its uniformity, and on account 
of the very nature of concrete, being a non-homogeneous 
substance, laws that are even approximately exact cannot 
be written that will tell the compressive strength without 
allowance for a liberal variation. If the dimensions of the 
specimen were greatly in excess of the largest piece of the 
aggregate, unit results would no doubt be more uniform. 
Sand and cement in ordinary sized specimens give more 
uniform units than concrete, because the grain of sand 
bears so small a ratio to the size of the specimen that it is 
possible to test. 

The best that can be done in the matter of establishing 
a unit value for concrete in compression is to take average 
values of a large number of tests made under different 
conditions, and in design to use a liberal factor of safety 
to cover irregularities and imperfect work. A standard 
concrete should be used in reinforced concrete, and uni- 
form conditions should be striven for. The cube is prob- 
ably the best standard for compressive strength, and its 
size should be from 8 to 12 in. io 9A \o mmmvift ^^ 
effect oi tton-uniformity* 
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When e'xposed to ordinary conditions of weather, i :2 14 
iconcrete will attain in two or three months a unit strength 
, of 2,000 to 2,500 lbs. per sq. in. Carefully treated specimens 
placed in water, or kept under cover and damp, attain 
strength of 2,500 to 3,500 lbs. per sq. in. or even 4,000 lbs. 
It is not possible to realize this latter in ordinary work. 
The former represents more nearly average conditions in a 
structure. 

The table of tests on concrete cubes in the five pages 
given herewith are taken from Municipal Engineering, 
January, 1903. The specimens were nearly all 12 in. cubes. 
The strength of concrete in cubes has only limited ap- 
plication in the proportioning of the parts of a structure. 
In plain concrete columns of even a few diameters in 
length, and in columns having small longitudinal steel rods, 
a safe unit, if based on the strength of a cube in compres- 
sion, should have a large factor of safety to cover the un- 
certainties. A factor of safety of eight or ten for concrete 
in such condition would be about equivalent to a factor of 
safety of four for concrete confined as in a reinforced con- 
crete beam or slab, using in each case the unit determined 
by the cube as a basis. Carefully prepared specimens load- 
, cd exactly centrally, as near as it is possible to effect this 
condition, are not safe guides to the design of members 
made by unskilled labor, whether or not that labor has 
competent supervision, when the facts are such that a lit- 
tle variation from perfect conditions makes a great varia- 
tion in the unit stress. In beams and slabs the concrete 
under stress is confined and braced in such a way that a 
bad batch of concrete or poor work has not a very detri- 
mental effect on the compressive strength. Many design- 
ers fail utterly to appreciate the fact that in columns of 
plain concrete, or concrete and longitudinal rods, the con- 
crete is under entirely different conditions than in a beam 
or slab, and that these unfavorable conditions in the con- 
crete column are in parts of the structure vjVvo^e. i^\\>\\^ 
means a menace to the entire structure. 
The tensile strength of concrete is irom om-V^wNjcv Xo 
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on^-fifth as much as the compressive strength. It is a 
more uncertain property than the compressive strength. 
In general the tensile strength of concrete does not entei 
in the computation of the structural strength of reinforced 
concrete. It is not thereby eliminated from the problem, 
It has an effect on the location of the neutral axis, a fad 
very generally ignored by manufacturers of fine formu- 
las. It has further an important bearing on the calculated 
deflection of a beam. The tensile strength of good concrete 
suitable for reinforced concrete, well aged, is from 200 tc 
500 lbs. per sq. in. If a reinforced concrete beam be de- 
signed for 500 lbs. per sq. in, extreme fibre stress in com- 
pression, and the concrete would stand 500 lbs. per sq, 
in. in tension, the beam could be conceived to act for safe 
loads entirely as a concrete beam. Assuming a modului 
of elasticity of an average value, equal for both tensioc 
and compression, the deflection could be computed as foi 
a timber beam. For example if the modulus of elasticits 
is 3,oooxxx), the deflection at 500 lbs. per sq. in. would be 
(by the ordinary deflection formula), for uniform load 
the square of the span in inches divided by 28,800 times 
the depth of slab or beam out to out, in inches. If thei! 
the depth of slab or beam, out to out, is one-twentieth o^ 
the span, the maximum deflection would be the length oi 
the span divided by 1440. If the depth is one- tenth of th< 
span, the maximum deflection would be the length of spar 
divided by 2880. 

The foregoing rule will give the deflections that ma> 
be looked for in reinforced concrete floors that are carry- 
ing their loads safely without cracks on the tension side oi 
beam or slab. This is seen to be small. It will be inverse- 
ly as the modulus of elasticity. Thus for a modulus of 
6,000,000, it would be half as much as for 3,000,000, and 
for 1,500,000, twice as much. If cracks occur' in the con- 
crete, the deflection will be greater. Also if cracks occur, 
the steel will, at the crack, carry all of the tensile stress. 
This is doubtless what takes place \tv maxv^ \it^m?», %\"axofth> 
tAe concrete carries all or nearly a\\ ol \>cve Vfctvs^fc s'ctt' 
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9 to the point of its ultimate strength; but there is the 
possibility, always present, of the concrete cracking and 
tkrowing the entire tension on the steel. This assumption 
of the action of the stresses in a reinforced concrete beam 
does not carry with it warrant for using any less steel 
thui would be used if the concrete were totally without 
tensile strength, neither from the standpoint of the unit 

ss that the steel may take nor from that of the allowed 
rtretch. One crack in a beam will throw all of the stress 
A the steel, and, if the elongation of the steel is excessive, 
other cracks would be a natural consequence. 

In the matter of the shearing strength of concrete ex- 
pcrhnenters have reported widely different results, varying 
ill the way from equality with the tensile strength to equal- 
ly with the compressive strength. This wide variation 
ntfae unit shear found by different observers is just what 
nigjit be expected in a material such as concrete, but the 
ialure to grasp its meaning on the part of engineers gen- 
tfilly is not so easily understood. Elsewhere in this book 
(Shear on Concrete and Its Bearing on the Design of 
kuns) the author has pointed out that, according to Mer- 
riman's well-known formula for combined shear and ten- 
Bon. if the tension on a section in shear be zero, the ten- 
aZf unit stress due to shear alone is equal to the shearing 
vdt stress. It is the simplest kind of reasoning to deduce 
tbe proposition that, unless a section in shear is in com- 
pression at the same time to overcome the tension resulting 
from the shear, the shearing strength of the section cannot 
exceed the tensile strength of the concrete. 

The modulus of transverse strength of concrete, or the 
caknlated extreme fibre stress of a plain concrete beam in 
lending at rupture* cannot be much more than the tensile 
itrtngth per sq. in. Experimenters have found it to be 
' between one and one and one-half times the unite tensile 
strength. A safe value, where stone concrete is to be in 
bending is about 50 lbs. per sq. in. 

The modulus of elastidtv of concrete \s t\vt s\3\y\wA. cA 
4» paragraph. Modulus of elasticity is someXvcaes ^'t^'^^^ 
126 



as the ratio of stress to strain, with stress further defined 
as an axial load and strain the deformation (stretch or 
shortening.) The stress would be in pounds per sq. in. 
and the "strain" in linear dimensions. It is elementary 
arithmetic that there can exist no such thing as a ratio be- 
tween pounds and inches, or between any measure of 
weight and another of length. Even if a liberal meaning 
is applied to the ratio, it necessitates an explanation as to 
the terms in which the "strain" must be given. This 
forced meaning of the word strain is totally unnecessary 
and does not possess the redeeming feature of being con* 
venient The language is rich enough in terms to express , 
the particular so-called strain referred to to dispense with . 
a blanket term that must be further defined to make its 
meaning clear in any particular case. Deflection, for beams, . 
stretch or elongation, for tension members, and shortening, 
for compression members, are sufHciently succinct to need 
no explanatory notes. The modulus of elasticity is de* 
fined under the heading of Steel for Reinforced Concrete, 
and its definition will not be repeated here. The modu- 
lus of elasticity of concrete varies from one million or less 
to five or six million. It varies with the intensity of stress ; 
it varies with the kind of aggregate used ; it varies with the 
amount of water used in mixing; it varies with the atmos- 
pheric condition during setting. An average value may 
be 100 per cent, too great or 50 per cent, too small. Added 
to the absolute uncertainty of its value as determined in 
plain concrete tests shrinkage of the concrete vitiates as- 
sumptions as to relative extensions of concrete and steel 
jointly stressed. The workability of formulas is immense- 
ly hampered by introduction of the modulus of elasticity. 
If this brought in any needed factor or tended to accuracy, 
it might be justifiable. It does neither. It is merely a use- 
less refinement of absolutely no value from any standpoint 
whatever. 

The adhesion of concrete to steel is generally stated as 
one of the useful properties m t\vt comVivcvaivatv of con- 
crete and steel Concrete plastered otv ftaX &wc\aLC&% cA. ^\.^ 



will adhere only indifferently. When a steel rod is embed- 
ded in concrete, and the concrete is allowed to set in the 
air, the shrinkage which results causes the concrete to 
grip the steel rod, and the combination of adhesion and 
friction due to the gripping makes the rod hold in the con- 
crete. The force necessary to pull a rod out of concrete 
of 1 :2 :4. mixture, properly made, will be found to average 
about 500 lbs. per sq. in. of the surface of the rod em- 
bedded: This is the unit found on ordinary commercial 
steel. On such surfaces as that of cold rolled steel the 
adhesion is not so great, but cold rolled steel has no place 
in reinforced concrete construction. The. surface of hot 
rdled steel is sufficiently rough to give the above value in 
adhesion. In the case of a unit such as this a liberal fac- 
tor of safety should be employed, because of the fact that 
anperfect concrete or poor work will greatly diminish the 
available strength. A safe unit for this adhesion is 50 
lbs. per sq. in. Round or square rods embedded 50 diame- 
ters in concrete at this unit would require a force of 10,000 
lbs. per sq. in. to strain the adhesion to 50 lbs. per sq. in. 
Fifty diameters is therefore a proper depth to anchor a 
plain round or square rod beyond the point where its full 
stress occurs. 

The coefficient of expansion of concrete, for temperature 
variations, does not differ much from that of steel. Its 
value ranges between .0000055 and .0000065 per degree R, 
while that of steel is about constant at the higher value. 
The approximate agreement between the coefficient in steel 
and concrete is of great value in reinforced concrete con- 
struction. If there were a large difference, change in 
temperature would disrupt a concrete member of a struc- 
ture in which steel were embedded. 

Concrete has the useful property of being probably the 
best preservative of steel known. Even steel that is some- 
what rusted will, after being buried in concrete for some 
time, often be found to be freed of its rust It has been 
Aotxmg^y established that steel buried m |&oo4 V4«X ^otv- 
crete will be permanently preserved. To \n%ut^ Vt\fc V^^- 



servation of the steel a wet concrete is needed and one 
that has a liberal proportion of cement. Dry, rammed con- 
crete is porous and not a suitable constituent of reinforced 
concrete construction. It cannot be expected to preserve 
embedded steel. 

Another valuable quality of concrete is the capacity to 
resist fire and not only to retain its integrity and the great- 
er part of its strength through fire, but also to act as 
protection to sted work. There is perhaps no better fire 
protection commercially available for steel or cast iron 
colimms than a few inches of cinder concrete, preferably 
held together with rods or a mesh of steel of some sort 
Not all concretes have the -same fireproof qualities. Cinder 
concrete is one of the best, if the cinders be completely 
burned, for the reason that the aggregate itself being un- 
affected by heat and the sand being practically so, there 
remains only the cement that can be attacked by the fire. 
Also, on account of the cinder concrete being porous, its 
conductivity is low. The concretes that arc best for fire 
resisting are those in which the aggregates are least affect- 
ed by heat. Sand and gravel are among the best of the 
hard stones. Broken brick would make a good fireproof 
concrete. Sandstone and trap are also good. Granite is 
not so good, though with the granite broken in small 
pieces, granite concrete would stand fire better than solid 
granite. Limestone and marble are not good fire resistants 
on account of the fact that the heat calcines them, turn- 
ing them into quicklime. Under the heat of a fire solid 
stone cracks and spalls off in large chunks. Concrete* and 
especially reinforced concrete, acts quite differently.. The 
sharp comers will spall off for a small depth, but the 
broad surfaces will be affected by a calcination acting from 
the surface in. The depth to which this calcination acts 
will depend upon the time the fire lasts. It is a slow pro- 
cess and is rendered more so by the lessened conductivity 
oi the caicined stone. A long continued fire may only affect 
the concrete an inch or so. The dfwmi^ oft ol >^vfc nrai^t 
chemically oomhined with the cement «\»ot\i^ ^ Vm^ 
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•mount of the heat of a fire. The water does not separate 
from the cement until a temperature of about 500 to 700 
degrees F. is reached, and it requires a much higher tem- 
perature jkhan this to complete the dehydration. Concrete 
conducts heat so slowly that a column of ordinary size 
would have to be in a hot fire for many hours in order 
to have the high temperature of the fire penetrate to its 
center. 

Concrete may be used for flue linings where the tempera- 
ture does not exceed about 600 deg. F. Neat cement tests 
made at the Watertown Arsenal in 1902 did not show any 
decrease in strength up to a temperature of 600 deg. F. 
Small specimens of concrete heated in an oven until the 
heat penetrates the interior begin to lose strength at about 
600 deg. F. for trap concrete and at about 500 deg. F. or 
less for limestone concrete. 

In Engineering World, Jan. 4, 1907, some tests are re- 
corded that purport to show the benefit of tile as a fire 
protection and the fallacy of depending on concrete for the 
purpose. As these tests have been given wide publicity, it 
is pertinent to examine them and weigh their value. Leav- 
ing out unimportant details and giving results in close ap- 
proximations, the tests were as follows. A column about 
10 in. square, of limestone concrete, at the age of 23 months 
stood a crushing load of about 3500 lbs. per sq. in. Another 
column, identically made, and surrounded with 3 in. of solid 
porous tile, laid in cement, with metal fabric in the hori- 
zontal joints, was subjected, at the same age to a heat of 
1500 deg.'F. for three hours. Without applying any water 
to cool the column, presumably, as no mention is made of 
applying water, it was tested the next day and stood sub- 
stantially the load carried by the column that was not sub- 
jected to the fire. 

Another column, identically made, was subjected to the 
same heat test as the second, without protection, and at 
the same age. After the fire test water was applied. TKv^ 
columa failed under about 700 lbs. per sq. *m. 
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The points about these tests that deserve mention are 
these : 

(a) The columns were of limestone concrete, a ma- 
terial acknowledged to be poor as a fire resistant 

(b) The tile used for protection was solid and not, as 
very generally used, hollow. 

(c) The tile was reinforced in the joints with steel 
mesh, a very unusual and expensive construction. 

(d) The tile covered column was not, apparently del- 
uged with water to test its integrity, while the concrete col- 
umn was so treated. 

(e) One hundred by 700 equals 20 by 3500; hence, if we 
consider that a shell of concrete was totally destro3red by 
calcination in protecting the inner core, an area of 20 
square inches remained good for the full unit load. This 
means that a thickness of 2% in. of concrete was needed 
to protect the inner core, as against 3 in. of tile. To in- 
crease the dimensions of the concrete column by 3 in. each 
way would be very much cheaper than to add 3 in. of tile 
of any sort, and the result is a column that is vastly more 
wgid than would be the tile-covered column. 

(f) If we make allowance for the slenderness of the 
core remaining sound in the bare column subjected to fire, 
the comparison in (e) would be still more favorable to 
the concrete as a protection; since the slender column 
would not be expected to stand as hi^ a unit stress as 
the original column. 

If one of these columns had been made 16 in. square, and 
had been tested on the same basis as the tile-protected one, 
it would no doubt have shown that much less than a 3 
in. thickness, even of limestone concrete, would serve to 
preserve the core. This is on account of the fact that the 
larger core would retain for a longer time a low tempera- 
ture, not destructive to the concrete, and would take up 
more of the heat that would otherwise be conducted to the 
interior. 
Concrete is superior to tile as a (\t^ •^to^.tcNAotv. T-Cve^, qtv 
account of excessive expansion under \\\%Vv Vve^aX., >n\Vl >OTt^ 
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up, when in long elements, as surrounding columns or in 
floor arches or in partitions. This was strikingly exhibit- 
ed in the Baltimore and San Francisco fires. In hollow 
blocks of tile or concrete, on account of the fact that the 
thin shell becomes heated in a short time, the expansion 
will tend to crack this outer shell off. It is a nice theory 
that an air space will act as an insulator to keep excessive 
heat from the vital structural parts, and it would hold true 
for moderate heat A hot fire, however, or fire and the sub- 
sequent application of water, demands something better 
than would be required for insulation against moderate 
heat In the Baltimore and San Francisco fires tile arches 
suffered very greatly from the breaking off of the soffit or 
the under part of the arch. Reinforced concrete, if it be 
rationally proportioned* that is, with the beams as rectan- 
gular beams and not T beams, as advocated in this book, 
will have ample protection of the steel by the concrete in 
the lower part of the rectangle, where the heat of the fire 
is most destructive. The amount of the protection will be 
in agreement with the size, and hence with the importance 
in the structure, of the steel protected. 

It is more economical to add an inch or two of concrete 
m the beam or column than to fasten tile to concrete. In 
any event the latter is easily broken off by expansion, ex- 
posing the thinly covered steel. It is immeasurably better 
10 add concrete, even if it were not absolutely needed from 
the standpoint of strength, for the fire protection it affords, 
than to load a structure with material that has no other 
use than fire protection. Such foreign material is an extra 
load on the structure with no compensation in the way of 
added strength, whereas a little extra thickness In the con- 
crete adds greatly to the strength and rigidity and longevity 
of the structure. 

It is true of reinforced concrete beams in a greater 
measure than of columns that concrete added for fire pro- 
tection is cheaper and better than tile, because iK^ tv^^xI-^ 
of the beams is increased in a greater pro^TXVoTvVsf ^ %tcv^ 
increase in thickness than would be a coVumtv. K\%^ *>^ ^^ 

182 



more difficult to make tile hold on the under side of a beam 
than to make it stand up against a column. Hanging tile 
ceilings have proven, in recent fires to be specially subject 
to the destructive action of the heat. 

Columns need protection in greater amount near the ceil- 
ing of a room where the temperature is the highest. The 
practice of making knee braces or brackets to the girders, 
as often followed, is an excellent one; as these serve the 
double purpose of laterally bracing a building and of add- 
ing concrete about the head of a column, where it is most 
needed for protection. Ornamental caps, molded in the 
concrete, also serve this purpose. 

Reinforced concrete partitions are ideal as barriers 
against the progress of fire. They will confine a fire in a 
room as the sides of a stove confine the fire within, pro- 
vided, of course, that the fire does not go through door 
openings. 

There are systems of floor construction that make use 
of hollow tile in a rational way. In one of these rows of 
tile are laid on flat forms at the ceiling level, and between 
the rows ribs or beams are formed in reinforced concrete, 
the tile serving to fill the space between the ribs and to 
present a flat surface for the ceiling plastering. In such 
construction the destruction of the tile would be of little 
consequence. 

Another system makes use of tile to fill in part or all 
of the space between a bottom layer of rich concrete an 
inch or two thick, reinforced with wire mesh and steel 
rods, and a top layer, two or three inches thick of plain 
concrete. Sometimes the tiles are separated and concrete 
poured between them to form ribs, and other times the 
tiles are laid close. The tiles in this construction carry the 
horizontal shear, and the concrete above them takes the 
compression. Being completely enclosed the hollow tiles 
are protected from fire by the concrete with its embedded 
wire mesh and rods. 

A variation in the above described floor construction 
omits the top layer of concrete. Such a "floor" might be 
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suitable for a sloping roof, where the live load is not ex- 
pected to be realized. It is lacking in a prime essential 
of substantial construction in that the top flange consists 
solely of a thin sheet of tile, made up of a great number of 
pieces indifferently joined together by a little mortar used 
in laying the tile. It would require an inspector watching 
the laying of every tile to insure the filling of the joints 
with mortar. Flushing would not fill these joints, as the 
liquid mortar would be wasted by running into the hollows 
of the tile, if flushing were attempted. The difficulty in 
securing filled joints lies in the fact that the joints that 
count are where the thin edges of the tile meet. These 
remarks apply also to ordinary tile arches, though not with 
equal force, since the thrust in an ordinary tile arch does 
not approach in intensity the compression in a system of 
hollow tile, say 5%" deep with %" "metaF' having i" of 
concrete or mortar underneath, with its embedded steel, 
on a span of sixteen feet. These are the dimensions of a 
floor pleasured by the author. 

The ability of concrete to resist the passage of water 
though it varies all the way from that of a sieve to that of 
a good cork. The way to make concrete that will allow the 
flow of Winter through it with little impediment is to mix 
it dry, that is» with a minimum amount of water, and then 
to ram it or not to ram it in place, as the ramming has lit- 
tle to do with it Ramming will bring the stones together 
and help the adhesion; it will not get rid of the general 
porosity. The only way to make concrete of itself water- 
proof is to mix it very wet. Two or three inches of wet 
concrete will hold water back better than ten or twenty 
feet of dry rammed concrete. This would appear quite ex- 
travagant, if it were not a fact proven true by experience. 
The fact that by using a wet mixture in the thin walls of 
a tank water can be completely retained is sufficient refu- 
tation of the charge so often made that concrete is inher- 
ently porous. 

If a little cement mortar be mixed in a tumbler, the 
water being slo>vly added, it will be seen that while the 
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mixture is dry, or the consistency of "moist earth," there 
will be bubbles in it Ramming or compacting the mortar 
will not serve to eliminate these bubbles but may break 
them up; The air is imprisoned and has not the buoyancy 
to force its way to the surface. Some of it may be forced 
out on account of the porosity of the mortar, but the ulti- 
mate result is only a reduction of the magnitude of the 
pores. When more water is added, the mortar assumes a 
liquid consistency, and the air bubbles will rise to the sur- 
face. It is urg^d against liquid concrete that the excess 
of water above that which the cement absorbs in the hard- 
ening process, when it evaporates, will leave voids in the 
concrete. By this reasoning it is concluded that wet con- 
crete will be porous, and by reversing it, it is contended 
that the proper consistency for the maximum watertight- 
ness is that in which there is just enough water for the 
needs of the cement in hardening. Reasoning like this 
would make a cork a very poor thing to keep back water. 
Cork is quite porous. It can be made to absorb hot water, 
and it will give it off again in drying. Its substance can 
be compressed to a fraction of its normal volume. And 
yet it is practically perfectly water tight, while other woods 
or barks, weighing much more and apparently much more 
dense, do not possess this property. The best way to keep 
water out of concrete is to put lots of water in it in the 
manufacture. A rich concrete is necessary, for water tight- 
ness, and a mixture that will compact well. Small gravel 
is good for this purpose because of the density of the stones 
themselves and because gravel has the property of packing 
well on account of the comparatively small friction between 
the stones. Thorough mixing is another necessity, to in- 
corporate the cement and water and to distribute it uni- 
formly throughout the mass. 

Some clay in the sand in a finely divided state or added 

to the mixture, if it can be thoroughly mixed through fhe 

mass, or clay in a semi-liquid state has been known for 

sowe time to add to the density and vjaUnK^Xxwa^ ol wcv- 

cnste. In Eng. News, Sept. 26, 1907 Mr. "SlVcYvw^^. QwAms 
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describes some tests in which 5 to 10% of the cement of 
mortar was replaced with an equal quantity of dried and 
finely ground colloidal clay intimately mixed with the ce- 
ment The result was a watertight product much stronger 
than the cement mortar. 

Some concretes become more impermeable with age. 
Concrete which when new may not be quite watertight, 
may become so by the action of water passing through it. 
This may be due partially to uncombined silicates being 
dissolved by the water and re-deposite4 or to the swell- 
ing of the fine cement particles in the presence of water. 
Possibly also solid matter in suspense in the water clogs 
up the interstices as a filter becomes clogged. 

It is true that even with wet concrete pockets are lia- 
ble to form, and poor batches may find their way into a 
wall or tank. These can be stopped up or remedied by 
rich mortar filling all of the pores. In a cistern built under 
die author's supervision perfect watertightness was attained 
by the use of wet concrete and careful plastering of all 
holes with neat mortar while applying a wash of neat mor- 
tar with a brush, after thoroughly wetting the surface. 
The neat cement wash exposed at once any large pores in 
the concrete, and these were plastered up by troweling. 
This wash was made the consistency of thick cream. After 
24 hours the surface was again washed with the cement 
cream, and a third coat was applied after another interval 
of 24 hours. In addition to this treatment the Contractor 
washed the surface with a mixture of hydrated lime and 
soft soap. The author is of the opinion that this latter 
did not affect the watertightness, as it appeared not to be 
permanent (Sec Eng. News, Sept. 28, 1905, p. 330). 

That concrete of itself can be made practically water- 
tight is proven by numerous tanks and sewer pipes and 
some water pipes that have been made of concrete un- 
tieated and not "waterproofed." Tests of mortar and con- 
crete have demonstrated their ability to W\lVvstaLtv^ ^w^Vet 
ttttihr pressure. In Trana. Assoc, of C. "E.^ CotTvA\ \Sviv 
versiiy. Vol. XIII, Mr. A. B. Moncrieff descn\>es \a%Xs* Q« 
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blocks of concrete, 2 ft. each way, in which a water pipe 
was embedded, the pipe being surrounded by a 5 in. bulb of 
hemp and small rope. Some of these test blocks allowed 
only 1-50 of a pint of water to pass through in two weeks 
under 100 ft head of water. At the end of 80 weeks the 
tests were repeated with a head of 200 ft. The results 
were about the same. 

In Engineering News, June 26, 1902, p. 517, Messrs, J. 
B. Mclntyre and A. L. True describe some tests on gravel 
concrete 5 in. thick that had set 24 hrs. in air under a 
damp cloth and a month in water. They found that con- 
crete specimens containing i :i mortar, and in which the 
mortar was 30 to 45% of the whole mass, were watertight. 
These stood pressures as high as 80 lbs. per sq. in. for 24 
hrs. without leak. Some of the concrete specimens having 
1 :2 mortar and 40 to 45% of mortar in the mixture were 
also impermeable, as well as the i \2 :4 and 1 12.5 14 mixtures. 

In Engineering Record Dec. 14, 1907, p. 661, some tests 
are given by R. T. Surtees, C. E. Newton-le- Willows, Lan- 
cashire, England, that show remarkable results. Some 
plugs of concrete 5 in. thick were made m pipes and water 
under pressure was brought to bear against them. Two 
of these stood a pressure of 35 to So lbs. per sq. in. for 
thirty days without leakage. In a repetition of the tests one 
specimen was allowed to set where exposed to the sun most 
of the day, another was allowed to set in a shaded place, 
and two others were allowed two days under a damp cloth 
and 28 days immersed in water. The concrete of the first 
shrunk and did not fill the pipe. The second showed a very 
slight dampness, which soon took up. The other two were 
perfectly watertight. The pressure on these tests was in- 
creased to 260 lbs. per sq. in. With pressure varying be- 
tween 50 and 260 lbs. for two days no sign of dampness 
appeared on the outside. One of the blocks was cut out 
to see how far the water had penetrated. It was seen to 
be traceable for a distance of only 1% in. The concrete of 
these tests was made of two tm-xtvites, tva.m^7. "^ '^^'«^. ^^ 
cement, i part of sand, i part oi ciusV^^ ^vi^\, \ v^xx <iV 
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gravel screened to % in., qnd a mixture of i:i:i^:i^ ol 
the same ingredients respectively. The same experimenter 
made a reinforced concrete pipe and subjected it to 120 lbs. 
No sign of dampness appeared on the outside of the pipe. 

Troweling increases the impermeability of concrete. 
Troweling should be done in such positions as the top sur- 
face of an arch and the exposed surface of a sea wall. 

Concrete has been found to be suitable for tanks in which 
to freeze water in the manufacture of ice. At the annual 
meeting of the Am. Soc. of Refrigerating Engineers, at 
New York, in 1907, Mr. Abram Day describes some ice 
tanks of reinforced concrete that have been used for some 
years with satisfaction. In some tanks Mr. Day used 1:1:3 
concrete of trap rock and in others 1% :i% :2%. He finds 
the best size of aggregate to be stone about % in. to % in. 
The inside of his tanks are either left rough or washed 
with neat cement No waterproofing is used. [See Eng. 
News, Dec. 12, 1907, and Ice and Refrigeration, Dec. 1907.1 

Another useful property of concrete was brought out 
at the meeting referred to in the previous paragraph. Mr. 
John E. Starr described a nine-story cold-storage ware- 
house built entirely of reinforced concrete, with a double 
facing wall filled in between with cork. Additional insula- 
tion was also provided by coating the tops of all floors 
with cork boards, two to four inches thick. It is a remark- 
able fact that though the inside of this house is frequent- 
ly at as low a temperature as five below zero, F., with the 
outside wall above 100 deg. F., no signs of cracking, due to 
expansion, have ever been noticed. 

Hollow blocks of concrete afford excellent insulation 
against moderate heat or to retain heat in a building. 

The ability of concrete to stand weather and atmospheric 
conditions is often much better than that of the stone com- 
posing the aggregate of the concrete. A poor stone is 
improved by being made into concrete and surrounded and 
protected by a mortar of sand and cement Hard stone 
such as granite snd trap slt^ not as durable not ^i^ ^Vt<ycs%^ 
made into concrete, as the, original stone. TVv^^^ %XoTvfc% 



however, make the strongest kind of concrete, and the use 
of trap, especially, in concrete has the advantage of being 
a means of utilizing this stone for building purposes, when 
it would be scarcely possible to use it at all as a building 
stone. Trap is very refractory under the dressing tool and 
can only be employed in rough Modes. Some stones that 
would develop planes of fracture in a structure made of 
block stones have these planes fractured in the crusher. 
They are therefore rendered safe against failure by crack- 
ing. Stones that by themselves suffer surface disintegra- 
tion would be subject to the same action, if exposed on 
the surface, though the cement and sand of the concrete 
will protect them very materially. If the mortar of the 
concrete be worked to the surface* stone that would suffer 
surface disintegration may be quite durable in concrete. 
Slag cement should not be used for concrete that will be 
dry, if used at all, it should be where the concrete is al- 
ways wet. Good Portland cement concrete will be durable 
either wet or dry. 

One of the most trying situations for concrete is sea 
water between high and low tides. Much has been writ- 
ten on the subject of the chemical effect of the salts of 
sea water on cement and concrete. That the deterioration 
is a surface action almost entirely and that it is generally 
confined to the zone between high and low tide levels 
suggests that the action is at least partially mechanical. 
The formation of salt crystals in the pores of the concrete, 
by the evaporation of the salt water, by their swelling ac- 
tion may have something to do with this surface disin- 
tegration. 

It is a fsLCt, and one that the author has found to be 
not generally known by practical chemists, that silicates, 
when ground to a fine powder, glass, for example, are solu- 
ble in acids and alkalies that do not affect the solid lumps. 
Ground glass is even soluble in pure water. Crushed rock 
will make soil in a very short time, whereas the same rock, 
/n large pieces, may withstand t\ve ^e^xVict ^. long time 
he/ore disintegrating. Water acts on tVic «io\mA vi<3«. Vsi 
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a very short time. It is said that holes can be blasted in the 
rock, in certain parts of the Florida Keys and crops planted 
in the broken stone. Cement clinker is a sort of glass. 
yihen ground to a fine powder, it is partially soluble in 
watec This can be seen by stirring^ cement in a large 
quantity df water, preferably hot. A glass like scum forms 
on top of the water after it stands a while. If allowed to 
absorb water and to harden without being subject to con- 
ditions that take away the water, cement will unite with 
the water and form a permanent compound. If the 
amount of water is stinted, as in the "moist earth" con- 
crete mixtures so popular with many, it is impossible for 
all of the grains of cement to find sufficient water to make 
them into a stable compound. They remain, therefore, in 
some degree, in the state of ground silicates, easily dis- 
solved by water. With Portland Cement, sloppy concrete 
and a smooth finish on the surface exposed to sea water, 
or any wave action, is the best precaution against dissolv- 
ing action. 

The continuous washing of the surface of concrete by 
waves ai "Witer; either siilt: or fresh, would be expected to 
carry away any uncof^biped silicates in the cement ; where- 
as, if the water were still, the dissolved silicates would not 
be earried away, but, as is possibly the case in still water, 
they would be redeposited in the pores of the concrete. 
It is probably this dissolving that is responsible for the 
pitting and roughening of cement pavements caused by 
rain. While this is a chemical action, the mechanical action 
of the beating water supplies the destructive element. Dry 
concrete and excessive troweling to give a glossy surface 
are very commonly resorted to by pavers. It is not un- 
common tb see the same pavements pitted after some time 
of exposure to weather. 

In sewers and water pipes this is not exhibited in the 
same way, because mud deposits in the pores and protects 
the concrete where the scour would be the most. 

Concrete subject to the action o! sea vratves ^VvoviX^ V-k^^ 
M coat of rich mortar plastered very anioot\v\v. Y?iCaxv^ ^ckv.- 
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Crete with granite between high and low tide levels is very 
often practiced. This is a sure way of rendering a sea 
wall permanent. 

There is a cement called iron-ore cement, manafactnred 
in Germany, which is said to resist the action of sea water. 
This cement is made of iron-ore and limestone instead of 
clay and limestone. 

The weight of stone concrete generally runs about 150 
lbs. per cu. ft Heavy stones, such as granite atid lime- 
stone may exceed this. Sandstone concrete may weigh 
less. Concrete mixed with a minimum amount of water 
will weigh less than medium or wet concrete* a fact which 
testifies to the porosity of the former. The weight of 
sandstone is about 150 lbs. per cu. ft.; of granite, 170; of 
limestone, 170. 

Cinder concrete weighs about iio lbs. per cu. ft. when 
dry. Wet cinder concrete should be calculated to weigh 
about 125 lbs. per cu. ft in designing the forms. 

Notes on General Design and 
Construction 

Under this heading will be given some notes bearing on 
the general design and treatment of structures that do not 
come under the head of any of the other general subjects 
treated. 

Drainage. Retaining walls and arches should be well 
drained by a system carefully planned to perform its work. 
Iron or steel pipes should be avoided, if the water passing 
through them runs over the exposed face of the wall ; be- 
cause the rust will disfigure the wall. A collapsible wooden 
core, say of a round or square piece split longitudinally 
on a slant, would allow the removal of the pieces separate- 
ly. Or a box of thin wood could be used and broken up 
on removal. Or a smooth hard wood core could be used 
^nd drawn out before the concrete Vias uAttiTd %et, QSxi 
tiles placed in concrete make good pettoaxtfttvl ^twxn&, \a 
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(,t%^iip)^i,t|iefip fhoiild be a lot of loose stones 
y^fgaifi^^flflAlff ^fiovld collect mnd where the drain is 
^sp^jftm^ k will not dog up. It would not be out 
I to have a drainage system in a building. In a fire 
Ifbor.wntcf'is often greater than by the fire itself. 
^ii|i,..^ IVpcr story of a building may be extin- 
Inr^ tfie application of water, which, if it is not 
i(W"M»-!iPAy: run down the stairs to floors below 
|.mrlV/4Mpace there, 
yijii jfwjjIHWlii I WIS n^BAHSiOM and coimitACTiON. Calcula- 
hhllSM for #/IWiO(ir*turB 'Stresses in concrete are of little if 
^^Mliihfwc^;^ ShqUikage- ia concrete due to setting in the air 
f^l^ A'iNPtW: iPHortaQt factor in changing its size than tern- 
jff apffPtn W: jWrwHJOP. If this were elimnated, calculations 
jjaImi twnparaliwe changes would have some meaning. How- 
fcflPAffCtiial' change in temperature, as in an arch, would 
/)w vmr.mvcii, eapedally if the arch is one having fill 
^^il^ ; Concrete and earth are both poor conductors of 
f mini, the range of temperature in the body of the arch 
?!>fWdd npfe .'approach that which could be expected to take 
place in a steel structure. It is usually in arches that 
(bfffiperAture stresses are the most minutely elaborated. 
.There is undoubtedly more or less uncertainty in the 
atrefwes in an arch due to temperature changes, but the 
.najHr is true in a larger measure of the effect of shrinkage. 
•Unccrtaiuties should be covered by a factor of safety or 
hy liberal design: it does not minimize them to attempt 
to joover them by fictitious though elaborately calculated 
stresses. Steel reinforcement in all parts of an arch or 
other structure is one of the best safeguards against shrink- 
age and temperature stresses. To build a structure so that 
• abrtnkige may take place during the building is another. 
In. an arch it would be better, where possible to place the 
entire arch ring, leaving a groove and steps for the span- 
' drel wall to be poured after the forms of the arch ring are 
. panovecL In a building walls or partitions would be bet- 
. ter to be separate from the columns, let into recesses in 
. ibe latler and placed after the columns have set In a long 
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structure two sets of columns and girders at a dividing 
plane would give opportunity for shrinkage to act. Pro- 
vision for shrinkage is only a makeshift, and a useless 
one, unless carried down to the foundation. 

Arches in series. In a long line of arch spans it is 
legitimate to make the piers between the adjacent spans 
heavy enough to be rigid against live load only on any 
span, if the arches are equal and the dead load thrust bal- 
anced. However, there should be an occasional pier that 
will take the full thrust of one span, so that if one span 
should fail, the entire system will not come down. Every 
third or fifth pier may be an abutment. Forms should not 
be removed in a long line of arches in a span adjacent to 
a pier that is not capable of acting as an abutment. 

Box CULVERTS. Flat slab tops on box culverts are pre- 
ferable to arches for several reasons. They do not re- 
quire abutments but only supporting side walls. When 
fill is being made between wooden trestle, a flat top box 
culvert can be introduced between trestle bents, where 
often an arch culvert and its abutments would require 
the removal of one or two bents. 

Tanks. There is not much economy, if any in using 

a reinforced concrete tank as compared with a steel tank. 

The shell of a steel tank can be stressed to 20,000 lbs. 

per sq. in. or more, and the tank will be safe and tight. 

>Uny oil tanks are designed with a iinit stress, on the 

vertical sectioiif of about 24,000 lbs. per sq. in. Steel em- 

iKildi' c ^Lnd stressed to these amounts would 

^ uid of course the cracks would destroy 

Ic as a receptacle for liquids. There is 

n cost per pound of steel ro'ds placed 

ete tank and the steel shell in place 

is therefore a large margin in favor 

tiere may, however, be cases where re- 

;nks would be more suitable, and there 

jre they would be more economical. The 

jality of reinforced concrete makes it more 

\y cases than steeV. T wiVs vn«t^ ^TKaJ\ \tTi- 
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mm in the shdl may require to be made oi atee! plates 
nmch thicker than the mere tension wouid demand, so 
tiiat small tanks might be as dieap in r«inff>rced concrete 
as in stieeL 

Cisterns. A cistern with an approximately flat bot- 
tom would often be better to have the bottom somewhat 
concave. Shrink^e cradcs are le&s liable to occur in a 
curved bottom, and with the bottom concave the dstem 
can be emptied and deaned better than with a tiat bottont 

Smau. columk pedestals. In makina; small column 
pedestals it is well to make as few dififerem sizes in a given 
st i udurc as pfacticabley at the expense of using more con- 
crete than is required in some of them. It simplifies the 
form work to make duplicate sizes. Steps in the sides 
are preferable to a batter, especially if the top i<r small and 
the batter large. It is hard to pour concrete in the small 
hole and bard to tamp it through the &ame. 

Stair suffoits. Slabs and beams for the support of 
stairs are to be calculated for a span crjual to the hori- 
amtal projection and not the actual length, though of 
coarse the weight of the parts are found from their actual 
dimeDsionSb When triangular blocks are cast on a slab 
for the steps, these should not be counted in any part 
of the depth of slab. The slab should be proportioned for 
a depth exclusive of these b]r*cks. At angles, as where a 
]nwHmg j<Mns the slope of the stairs, there should not be 
a sharp comer in the slab: there should be a thickening 
of the slafaw and reinforcing rod» should be given gentle 
carvesp say with a radius 50 to 80 times the diameter of 
rod. 

Bbaxs An Gisi^RS. As few sizes as possible of beams 
and girders should be u?ed. and their spacing should be 
as regular as practicable. For economy, the deeper the 
beam the less it will weigh, just as in wooden construction 
and, gCDcrally, in steel i^-ork. However, deep beams loaded 
to Ukar capacity are apt to be weak in shear. Also deep 
a(r ^ too nzTTow for other reasons. TVncij v 
9; eneroacb on clearance, or they may neotssvtali 
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ditional height to a building. Girders and beams should 
be placed at columns rather than near the columns so that 
they will help to stiffen the building. 

Shaft hangers. Shaft hangers may be attadied to 
beams by means of bolts placed in the concrete having 
the threaded end projecting to receive the hanger; or 
threaded castings may be built in the beam, either in the 
side or bottom, to these the hanger may be attached, or 
timbers or steel angles may be bolted on; or pieces of 
gaspipe may be left through the beams near the bottom 
and bolts run through them to which timbers, or blocks 
or longitudinal angles may be bolted; or clamps may be 
used on the beams, held on by friction. 

Holes for pipes and wires. Holes should be left in 
floors in the building of them for all pipes and wires that 
may be placed. It would be better to leave too many than 
not to leave any or not to leave enough. It is easy to ce- 
ment up such holes but very difficult to cut them in hard- 
ened concrete. 

Battered abutments. It is unnecessary to give abut- 
ments a batter on the front face. It appears to be a rudi- 
ment of some popular notion of stability that a small bat- 
ter, say of I to 12, will add rigidity to abutments, wing 
walls, sides of culverts (inside), etc. It does not pay for 
the trouble. 

Vertical pipes. If possible vertical pipes should be lo- 
cated where they will not run between a column and its 
fire protection. Expansion due to heat will cause the pipes 
to buckle and will tend to pry off the fire protection. This 
will apply to any building where the fire protection is 
separate from the structural column, as in cast iron or 
steel column construction. 

Heavy girders. In general, reinforced concrete is 
neither appropriate nor economical for very heavy girders, 
either long span girders or short ones taking heavy con- 
isentrations. Steel girders are more suitable in such cases, 

vcrr long spans the dead we\?^t oi iVv^ gycdat is ex- 
«.* in short spans carrying Vveavy cotvw»Xt^.\!«Ks& >^t. 
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embedment of the steel is apt to be insufficient for the 
stress^ also shearing stresses are difficult to provide for. 
Shallow beams are best made in steel also, as concrete 
beams shallow in depth are clumsy on account of having 
to be so wide. 

Slender columns. Slender columns should not be at- 
tempted in concrete. They are better to be of cast iron or 
of steel, protected with concrete if necessary. 

Reinforcing walls at corners. Walls that meet at an 
angle should be tied together at the intersection to pre- 
vent cracking at the comer. 

Scheme for floor support. A very simple and efficient 
reinforced concrete floor for either a highway or a rail- 
road bridge can be made by running rods transversely from 
girder to girder to act as bottom reinforcing rods in the 
floor slab. The rods should be plain, round, threaded on 
the ends, and should pass through the steel work, Holes 
being left for the purpose. If the slab rests on a shelf on 
the side of a beam or girder, the holes may be in the web 
jnst above the shelf. If it is a through span, the slab rest- 
ing on the bottom flange of the girder, some of the rivet 
holes, say at intervals of 6 or 9 ins., may be left open. In 
a deck span the web plate may be extended to take the 
h(des for reinforcing rods. This slab construction is ad- 
mirable for highway bridges. The entire roadway may 
be one continuous slab from truss to truss or girder to 
girder, passing over the stringers, with the same rods to 
act as reinforcement. Over this slab brick or block or 
asphalt pavement may be laid. The lateral system on a 
bridge with a floor of this sort need only be strong enough 
to take care of lateral forces during erection, as the con- 
crete slab will give ample stiffness. 

Surface finish. Every contract for concrete work 
should include a clause requiring that the exposed surface 
be properly finished. The finish should be appropriate to 
the nature of the work. In some cases this may mean 
merely a washing down to remove dirt and eSAott^«oRft. 
MAer removal of forms. An otherwise good \o\i oi ^oo- 
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creting may appear very poor. on account of failure to treat ■ 
the surface properly, and the owner may have to go to : 
considerable expense to improve the appearance of a struc- i 
turc by reason of failure to specify the kind of finish de- : 
sired. 

WAtERPROOF PLASTER. A mixture, by volume, of 3 parts ^ 
of litharge, i part of glycerine, 48 parts of Portland ce- ; 
ment, and 48 parts of sand makes a strong, adherent, and 
dense plaster, which will repel water. Hot paraffine is ; 
sometimes ironed into concrete to waterproof the surface. 
Linseed oil, painted on until the concrete will absorb no 
more, is also used to waterproof concrete that has not 
been properly made and lacks density. 

Whitewash. Whitewash for concrete surfaces should 
be durable and adhesive. The following is recommended. 
Slake with warm water, half a bushel of lime, covering 
it during the process to keep in the steam; strain the liquid 
through a fine sieve or strainer; add a peck of salt, pre- 
viously well dissolved in warm water, 3 lb. of ground rice, 
boiled to a thin paste and stirred in boiling hot water, ^ 
lb. of powdered Spanish whiting, and a pound of glue 
which has been previously dissolved over a slow fire; add 
five gallons of hot water to the mixture. Stir well and 
let it stand for a few days, covered from the dirt. Strain 
carefully and apply with a brush or a spray pump. It 
should be put on hot Coloring matter may be put in to 
make various shades. 

Some uses of concrete. Some of the more uncommon 
situations in which concrete can be used to advantage are 
the following: 

For props in coal mines, in place of timber. 

To line steel coal or ash hoppers or bins. 

For fence posts. These are usually made square and 
tapered and have a reinforcing steel wire near each cor- 
ner, these tied together with Avires. 

• For roof tiles or shingles. These may be reinforced with 
* wire mesh 6r metal lath of some V.md. 
To protect wooden piles m aea via\«t itom \®t«Aa, T^ 
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accomplish this the concrete may be molded into a cylin- 
der around the pile. Steel reinforcement must be used to 
hold the concrete from breaking off. Another method is 
to use concrete half-cylinders surrounding the pile, or 
sewer pipe of clay or concrete if they can be threaded over 
the top of the pile. The space between the pile and the 
surrounding cylinder is then filled with sand In the event 
of a break in the surrounding cylinder the sand will run 
oat and the damage can be detected and repaired. 

Estimating Cost. 

The cost of a structure is a function of the number of 
pounds of steel or cast iron, the number of cubic feet or 
yards of masonry, the number of bricks, the number of 
feet of board measure, the number of square feet of pav- 
ing, of lineal feet of handrailing, etc., that go to make up 
the whole. An estimate of the cost requires careful calcu- 
lating of all of these as well as a knowledge of a fair unit 
price at which they can be put into the structure. 

Cost estimates must be based on unit values. The ac- 
curacy of the estimate will often depend upon the partico- 
lar unit at which the estimate starts. Sometimes greater 
accuracy will result from tracing back the unit cost of the 
raw materials of manufacture: often such tracing is pro- 
ductive of only confusion with no increased accuracy. For 
example, there is nothing gained by analyzing the cost of 
a pound of steel or a barrel of cement. These materials 
have certain prices fixed by tliose who sell them. In the 
matter of working up materials there are also arbitrary 
elements. The cost per unit will depend upon the particu- 
lar plant or equipment employed and its fitness to handle 
the work most economically. 

The plant or equipment needed to do a piece of work 

should be selected with a view of the size of the work and 

the time in which it is to be finished. Large equipment 

4:annot, in general, be used economicaWy otv ^ sm^iJCv. \0^, 

and small equipment cannot be used ecovvom\caXc^ Q^ ^ 
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large job. The size of a concrete plant should be such 
that its normal daily capacity is about equal to the amount 
of concrete that it is desired to turn out per day. For 
maximum economy a plant should be employed continous- 
ly. If stops must be made to wait for forms to be put in 
readiness, or for other causes, the concrete will cost more 
than if the work of the concrete mixing can be carried on 
continuously. 

For small concrete jobs, such as pavement work, hand 
mixing is more economical. Small batches may be mixed 
with a hoe or shovels in a box. Half-yard batches should 
be mixed on a platform by at least two men with shovels. 
The platform may be made of a steel plate or of boards 
placed with close joints on a frame. 

A typical gang mixing and laying one-half cubic yard 
batches is the following t i foreman, 2 men delivering 
sand and stone, i man delivering cement, 2 men mixing 

2 men delivering concrete, i man tamping. At $3 per day 
for the foreman and $1.50 per day for each of the other 
men the cost per day of this gang is $15. The gang should 
turn out aboitt 20 to 25 cu. yds. per day. This is a cost 
of 75 cts. to 60 cts. per cu. yd. for labor. 

A typical gang for mixing and laying by hand cubic- 
3rard batches is as follows: i foreman, 3 men delivering 
sand and stone, i man delivering cement, 4 men mixing, 

3 men delivering concrete, 2 men tamping. The cost of 
this gang at the same wages as above is $22.50 per day. 
They should turn out about 40 cubic yards per day, making 
the cost of labor 56 cts. per cu. yd. 

The above examples give about average conditions and 
show the cost of labor on hand mixed concrete in heavy 
work where mixing and laying can go on continuously. 
If labor is cheap (and efficient) the unit cost may be less, 
and vice versa. If materials can be deposited for easy 
handling, as when they are laid close to the mixing board 
and need only to be measured the unit cost will be reduced 
accordingly, whereas long hauls or VvigVv Ufts, either before 
or after mixing will add to tine cost N^ry xoa.twv^'^. \\ 
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the gang cannot be continuously employed, costs may be 
two or three times as much as the above. Concrete de- 
posited in narrow forms will also cost more per cu. yd. 
than in massive work. 

With mechanical mixers the cost of mixing concrete will 
be less than by hand mixing, though the extra cost of 
skilled workers to run the engine and mixer helps to bal- 
ance the costs; Batch mixers should turn out about 20 
batches per hour. 

Current prices for which similar work is being done in 
localities situated about the same distance from the source 
of supply afford a sound basis upon which to gage the 
cost of work. It is best for the engineer not engaged in 
the estimating of cost to the contractor or manufacturer 
to use as a base the unit cost of work in place, rather than 
to analyze the elements that go to make up that cost, 
such as material, labor, freight, hauling, profit, etc. The 
contractor's profit is an elastic factor, depending upon the 
size of the work, the risk, and many other considerations. 
The cost of manufacture is variable. Some shops can 
make heavy work cheaper than others, while others can 
handle light work more economically. It is not the pur- 
pose here to analyze the cost in shops and mills, so much 
as to give more general data for determining the probable 
cost of ordinary building and bridge work, as well as to 
point out some of the special cases where costs are apt to 
be more or less than the average. Average costs will pre- 
vail near the railroads and within radii of 50 or 100 miles 
of the commercial centers. Freight rates average about 
% to one and one-half cents per ton-piile. Long pieces 
requiring several cars and not weighing enough to load 
them to their normal capacity will cost more per ton than 
materials that can be shipped in full car loads. Partial 
carloads are charged at a minimum car load rate, say one- 
half of the capacity of the car. Where more than one car 
is required, one car is charged at this minimwm x^\& ^tA 
each other car at one-half of this amount, \i ^-t ^^>aA 
weight of the material shipped is not ovtt tWt X-ol^aX. 

150 



Hauling under ordinary conditions costs about 50 cents 
per ton for structural material. 

The actual cost of hauling crushed stone 1% miles in 
some macadam paving was found to be 26.6 cts. per ton 
when drawn from the crusher bins and 31 cts. per ton when 
drawn from the piles. The contract price was 32% cts. per 
ton. 

The hire of a dumping wagon and team and driver is 
about 4 dollars per day; that of a horse and cart and 
driver is about three dollars per day. 

The actual cost, with stone free at the quarry, of lay- 
ing macadam pavement ( 5'' layer large sized stone, rolled; 
2W to s" layer of medium sized stone, sprinkled and 
rolled; about ^'^ of fine screenings, sprinkled and rolled) 
was 42 cents per square yard. The average weight of 
stone was .3 tons per sq. yd. (Eng. News, Oct. 8, 1903). 

The actual cost of quarrying and crushing stone in the 
above mentioned work was 42 cts. per ton; in which coal 
delivered cost 4 dollars per ton, a driller $1.75 per day, help- 
er $1.50 per day, engineman $2 per day. 

The cost of mixing materials and laying the same in 
making the Buffalo breakwater was as follows : 

Laying Materials 17.4 cts. cu. yd. 

Mixing Materials 12.9 cts. cu. yd. 

Placing mixed materials 14.6 cts. cu. yd. 

Total * 44.9 cts. cu. yd. 

Sometimes the gravel and sand for a piece of work can 
be found at or near the site, thus greatly reducing the cost 
of concrete made of the same. 

Bricks may be hauled direct from the works without the 
expense of loading and unloading on cars. 

Extra hazardous work should have something added to 
the estimated cost to allow for the risk taken by the con- 
tractor. Work that must be finished in a short time should 
have the estimate increased, especially if a penalty attaches 
lor failure to complete by a specified time. If the season 
js a poor dne ior th^ class of vjork, s\\\\ mot^ t.it^tYvs»^ v^ 
liable to be incurred. Erecting ol bT\dges ovet %\x^m^ vo. 
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flood time may be attended by serious difficulties and ex- 
pensive delays. 

Large contracts, as a rule, cost less per unit than small 
ones. The placing and removing of the contractors plant 
on a job often requires considerable time. If the magni- 
tude of work does not justify bringing labor saving ma- 
chinery to the site, the extra labor will make the smaller 
job more expensive. Large orders of materials may be 
placed at lower rates than small ones. 

Where labor is the principal item of cost in any work, 
less certainty can be expected in the estimate of the cost, 
and little agreement between prices bid by contractors; 
whereas materials that are regularly manufactured should 
vary but little in cost. 

There are some general rules that will be found very 
useful in making a rough estimate of the cost of structures 
and checking against large errors in more careful esti- 
mates. The cost per square foot of area covered by a 
building having practically one floor will be nearly con- 
stant for different sizes of buildings of the same class. 
Higher buildings will have a cost per cubic foot nearly 
constant for a given class of building. For ordinary lengths 
of spans the cost of reinforced concrete bridges per square 
foot of floor does not vary much. 

The cost per square foot of the area covered by buildings 
of the World's Columbian Exposition for nine of the 
principal buildings varied between 7$ cents and $2,35, and 
averaged about $1.50. The Administration building cost 
$9.18 per square foot The cost per square foot under 
roof of eleven of the principal buildings of the Louisiana 
Purchase Exposition varied between 61 cents and $1.49 
with an average of $1.12. Festival Hall cost $5.23 per sq. 
ft. Fine Arts Building (central building) cost $9.88 per 
sq. ft., U. S. Gov't. Building cost $2.31 per sq. ft. The 
eleven buildings at St. Louis have timber framework. Thft 
Chicago buildings bad steel frames. The ¥*mt KtX.s "ftxscOAr 
iasr at St Loais is permanent and fire-ptool TVl^ Ai. '^• 
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Gov't. Building has steel arches. The cost of the steffl 
work alone was 6$ cents per sq. ft. 

The cost per square foot of floor of what is probably 
the longest stone arch in the world; namely, the bridge 
at Plauen, Saxony with a span of 295.2 feet, was $4.65. 
Low cost of labor and availability of stone close to the 
bridge made its cost much lower than such a bridge could 
ordinarily be built for (£ng. News, Jan. 2S, 1904). 

Fern Hollow Bridge at Pittsburg, Pa., cost, including 
the masonry $4.06 per sq. ft of floor. This is a plate gir- 
der arch with viaduct approaches. The arch span is 195 
feet It was estimated that a stone arch bridge would 
have cost nearly three times as much. (Eng. News, Fib. 
26, 1903). 

The cost of a double track stone arch railroad bridge 
of 64-foot spans at Watertown, Wis. was $4.35 per sq. ft., 
including removal of old bridge. (See Eng. News, Vol, 
49> p. 266). 

The cost of the P. R. R. Co.'s four-track stone arch 
bridge at Rockville, Pa. was $5.03 per square ft. 

Following are the approximate costs of reinforced con- 
crete arch bridges per square foot of roadway and side- 
walk, end to end of abutments: — 

Bridge at Dayton, O., Spans 69 to 88 ft. Pavement of 
bituminous macadam. Assuming abutments 20 ft each, 
cost per sq. ft. = $3.63 (Eng. News, May 19, 1904). 

Bridge at Dayton, O., Spans 80 to no ft. Cost, includ- 
ing provision for teinporary traffic and removal of old 
bridge, $3.63 per sq. ft. (R. R. Gazette, May 4, 1904). 

Bridge at Forest Park, St. Louis, Span 45 ft. Macadam 
pavement on roadway. Cost per sq. ft $3.63. (Eng. News, 
June II, 1903). 

Bridge at Laibach, Austria. Span 108 ft Cost $32,000 

($4.14 per sq. ft.) The metal work of this bridge cost 

about $6,000 and the ornamental work $2,ooa (Eng. New8» 

July 16, 1903). 

Bridge at Brooklyn, N. Y. Skew atcVi. Co^t ^S*^ v« 
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sq. ft. Contains 91,360 lbs, of steel and 1300 cu. yds. of 
concrete. (Eng. News, Dec. jo, 1^03). 

Bridge at Waterloo, Iowa. Seven spans each 72 ft. Cost 
per sq. ft $1.65. This does not include floors and pave- 
ments. Bridge contains 7200 bbls. Portland cement, 5000 
cu. yds. crushed rock, 3000 cu. yds. sand, no tons of steel 
ribs, 6,000 cu. yds. of spandrel filling. (Eng. Record, Feb. 
13, 1904). 

Bridge at Des Moines, Towa. Spans 100 ft. Spandrel 
walls and arch ring faced with brick. Cost per sq. ft. 
$4.48. (Eng. News, May 14, 1903). 

Bridge at Topeka, Kan. Longest span 125 ft. Cost $4.51 
per sq. ft. (Eng. News, Apr. 2, 1896). 

Bridges at Niagara Falls. Cost of two bridges $4.60 
per sq. ft. (Eng. Record, Feb. 16, 1901). 

Bridges in Porto Rico. One bridge having i — 120-ft. 
and 2 — loo-ft. spans and rather high piers cost $8.17 per 
sq. ft. and one having 3 — 70-ft. spans cost $5.29 per sq. ft. 
(Eng. News, Aug. i, 1901) 

Bridge at Washington Street, Dayton, O., about $3.30 
per sq. ft. (Eng. Record, Mar. 2, 1907). 

Bridge at Sandy Hill, N. Y., $2u|3 per sq. ft (Eng. Rec- 
ord. May 4, 1907.) 

Bridge at Jacksonville, $3.00 per sq. ft (Eng. Record, 
May 18, 1907). 

Bridge at Mishawaka, $3.82 per sq. ft (Eng. Record, July 
7, 1906.) 

Bridge at South Bend. $3.32 per sq. ft (Eng. Record, 
July 28, 1906.) 

Bridge at Philadelphia, $6.85 per sq. ft (Eng. Record, 
Nov. 17, 1906.) 

Bridge near Ck>shen9 O., $4.67 per sq. ft (Eng. Record, 
Mar. 30, 1907.) 

Bridge over Rock Creek, Washington, D. C. (Boulder- 
faced span, illustrated in this book), $5 per sq. ft CEn«. 
Record, Vol 46, p. 151. ) 

The cost in igoj of a large reiniorced cowctcX.^ \a.c.\»t^ 
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building was 6.4 cts. per cu. ft This was for the building 
alone, not including plumbing or furnishings. 

Mr. H. G. Tyrrell (R. R. Gazette, Vol. ^, No. 18) made 
comparative estimates of a large factory building designed 
to carry 100 lbs. per sq. ft. of live load (six stories and 
basement), and found that a building of heavy wooden 
interior construction with brick floors, and cast iron col- 
umns in the lower two tiers would cost 6.2 cts. per cu. ft. 
or 83 cts. per sq. ft. of area of floors; the same building 
with concrete steel floors on a steel frame work would 
cost 10.2 cts. per cu. ft. or $1.36 per sq. ft. of area of 
floors. This did not include furnishings or stairs. 

The cost of a reinforced concrete power building per cu. 
ft. above ground was 'j.'j cts. (See description, Eng. Rec- 
ord, Apr. IS, 190S, p. 438.) The total cost of this building 
was $225,000. 

The cost of a brick building with slate roof on timber 
will probably be from 8 to 14 cents per cubic foot of its vol- 
ume. 

The cost of a mill building with sides and roof of cor- 
rugated iron will probably be from 75 cents to $1.50 per 
square foot of plan. 

The cost of apartment buildings and department stores 
as usually constructed will be from 20 to 30 cents per cubic 
foot of volume. 

Office buildings will usually run from 30 to 60 cents per 
cubic foot. 

City dwellings will run from 10 to 30 cents per cubic fod?. 

Brick veneer dwellings will cost about 8 cents per cubic 
foot. 

Window and door frames as ordinarily made for mill 
buildings cost about 25 cents per square foot in place es- 
timating the dimensions out to out of frames. Galvanized 
iron louvres of No. 18 iron cost about the same. 

The cost of furnishing clips and rivets and putting up 
corrugated iron is about $2.00 per square of 100 square 
/eet. 

■Erection of plain structural work cosU 9 ^^ '^^ ^cJ^-ax^ 
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per ton ; of frame work of office buildings lo to 12 dollars 
per ton; of mill buildings 11 to 15 dollars per ton. Com- 
plicated work of many small parts and light tonnage, such 
as angles and tees for roof tile, may run as high as 28 to 
ao dollars per ton to erect. Bridge truss work will cost 
15 to 20 dollars per ton. These figures include furnish- 
ing falsework, also the painting. 

The painting of structural work costs about one dollar 
per ton for each coat 

The driving of field rivets costs from 5 cents to 20 cents 
each, depending upon the accessibility of the rivets and 
the number of times that scaffolds must be moved in a day. 
A riveting gang costs about 18 dollars a day. For ordin- 
ary work 12 cents per rivet is a good average. 

The hire of an engine and derrick is about 30 dollars 
per week. That of an engine and concrete mixer is about 
the same. This does not include any men to operate the 
same. 

The hire of a road roller with coal and operator is about 
12 dollars per day. 

The hire of a work train and crew, coal, etc., is about 
$22 per day. 

The cost of galvanizing structural work is about twenty 
dollars a ton. 

The cost of corrugated steel roofing or siding per square 
of 100 square feet, at 3% cents per pound for material and 
$2.25 per square for erection and painting is about $11.75 
for No. 18 and about $9.00 for No. 20. Galvanized roofing, 
at one cent extra for galvanizing would cost about $14.50 
for No. 18 and about $11.00 for No. 20 per square erected. 

The cost of concrete-steel roofing on 15- foot spans is 
about 25 to 30 cents per square foot, exclusive of covering. 
Concrete-steel floors for ordinary loads on spans 8 to 10 
ft cost about the same. Heavy floors cost 30 to 40 cents 
per sq. ft Cement finish on floors costs 7 to 10 cents per 
sq. ft 

The cost in igoj of a 54 inch seU-suppoT\\tv% ?X.tOi %\.'w^K. 
no it high oi $'16", M", and 3-16" metaX, Vtvd>x^\xv8, -\aAr 
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der, iMiinted on outside, with base casting, but not anchor 
bolts or foundation, was $1,200. Breeching of 3-16'^ metal. 
5 ft. in diameter or oblong and same area cost $9.00 per 
lineal foot. 

The cost in 1902 of a stack 10 ft. inside diameter and 
180 ft high, of porous brick, was $7,375, not including 
foundation. A 125-ft. x 6-ft porous brick stack, includ- 
ing foundation, will cost about $4,000. The cost in 1903 
of a reinforced concrete stack 150 ft. high, 6 ft. inside 
diameter, including foundation, was $3,8oa The contract 
price in 1907 of a reinforced concrete stadc 166 ft. high, 
8 ft. inside diameter, was $4,100. 

The cost of a 118,000-gallon concrete-steel stand pipe, 
with enclosing tower, at Hull, Mass. was about $12,000. 
(See Eng. News, Vol. 52, p. 596.) 

Mr. H. G. Tyrrell, in R. R. Gazette, Dec. 30, 1904, shows 
that the cost of the parts of single track steel trestle for 
E50 loading, towers 30 ft. between bents, at 3% cts. per 
lb. for girders, 4 cts. per lb. for bents and bracing, and 
$10 per cu. yd. for concrete, are as follows : 

Length Cost of Steel Trestle 120 Ft. High per lin. ft 



intermediate 
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1 


! Traction] | 
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Spans 


Bents 


Bracing Piers 


Total 


30 


$15.15 


$45.2 


$15.2 $12.0 


$87.55 


60 


21.77 


39.2 


13.0 8.0 


82.57 


100 


39.09 


32.0 


10.8 5.5 


87.39 



In Proceedings, Am. Ry. Eng. M. of W. Asso. Vol. 2, 
p. 139 it is stated that the cost of ballasted trestle on the 
A. T. & S. Fe Ry., 2 examples, averaged $12.66 per lin. 
ft divided as follows : treated piles, $5.02 ; lumber, $5.01 ; 
bolts, $.21; cross ties, $.24; ballast, $.285; labor (all kinds), 
$1.89; creosote, $.005. 

Mr. J. C. Bland, in 1891, found the estimated contract 

price of single track timber trestle was, in round numbers, 

nearly equal in dollars per lineal foot to one-half of the 

height of trestle in feet out to out of cap and sill. In this 

the floor deck alone was $4.22 pet il. oi \.T?.ck aitid piles 

fy each; both increased by 20% iot VW cowU^cVox* s ^\<a1\\.. 
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Timber in place was estimated at $52 to $55 per M. B. M., 
contract price. 

A number of examples of the cost of railroads are 
given in R. R. Gazette, Sept. 7, and Oct. 26, 1906, as fol- 
lows: 1st case. No tunnels, few bridges, along river, con- 
siderable cut and fill, single track, $26,300 per mile. 2d 
case. Along river, heavy cuts, some bridges, single track, 
$37,014 per mile. 3d case. Cuts and fills, bridges, tun- 
nels, single track, $60,628 per mile. 4th case. Heavy cross- 
ingfs, double track, $76,336 per mile. 5th case. Heavy cross- 
ings, double track, $105,186 per mile. 6th case. Detour 
around large city, double track, $50,000 per mile. In the 
foregoing the cost includes preliminary surveys, clearing 
right of way, roadbed, ties, rails, ballast, side tracks, but 
does not include real estate, stations equipment, or signals. 

Following is a list, alphabetically arranged, giving prices 
of various materials and work, to be used as a guide in 
estimating the cost of structures. These are taken largely 
from current price lists and contract prices, as published 
in engineering journals, and in general indicate prices 
prevailing in 1904 to 1907. 

ASPHALTUM : Ventura and other California asphalts, 
$20 to $23 per ton at New York; Trinidad refined, $22 to 
$25 per ton; Venezuela asphalt, $25 to $60 per ton; Ber- 
muda asphalt, $25 to $35. 

BRICK: At yards, per thousand, common soft, $5 to 
$7; hard $7 to $9; vitrified (hard burned), paving, com- 
mon, $8 to $12, special, $15 to $20; select red, not pressed, 
$8 to $10, pressed, $14 to 18; Roman, $30; fire bricks, $14. 
Freight on bricks is about $2 per thousand for 50 mile run. 

BRONZE: Phosphor, in place, abt. 40 cts. lb. 

CAST IRON : Pig Iron, $19 to $22 per long ton. 

Cast iron counterweights, i^ to 2 cts. per lb. delivered. 

Cast iron pipe, $33 to $38 per ton delivered; laid, $38 
to $45 per ton. 

Standard and plain castings, 2^ to 3% cts. per lb. in 
placet Special castings, large orders, 3 to $ cX&, ^t ^ 
w place; small orders 5 to 10 cts. 
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CEMENT : Portland $1.50 to $2.00 per bbl., 400 lbs. 

Rosendale, 80 cts. to $1 per bbl., 300 lbs. 

Large users of Portland cement pay less than $1.50 per 
bbl. for domestic brands. On small orders freight and 
handling increase the cost. 

CEMENT FINISH: Portland, mortar % in. thick 50 
to 80 cts. per sq. yd. 

CLAY: Fireclay, dry powder $1.50 ton ddivered on 
cars; calcined fireclay, $3 to $4 ton. 

For puddle $1.50 cu. yd. delivered. 
CONCRETE: Natural cement, $3 to $5 en. yi in place. 

Portland cement, in large mass, easily deposited, $4 to $7 
cu. yd. Walls requiring difficult forms, $6 to 1^ cu. yd. 
Tunnels, etc. $10 to $12 cu. yd. 

The cost of 1:3:6 Portland cement concrete may be 
ansJyj^ed as follows: 

I cu. yd. broken stone $2.00 

Ml cu. yd. sand 50 

I bbl. cement 2j0O' 

Mixing arid depositing .50 

Total $5.00 

This is with the use of a mechanical mixer. Hand mix- 
ing would probably cost from 70 cts. to $1.25 per cu. yd. 

For detailed information on the cost of concrete struc- 
tures on the N. C. & St. L. R. R. see paper by H. M. Jones, 
published in part in the R R.. Gazette, Oct 21, 1904. The 
cost to the R. R. Co. per cubic yard for culverts and walls 
run about $6 to $7. Two examples arc a little over $9. 

Reinforced concrete, including steel, usually costs from 
$10 to $20 per cu. yd. Concrete should be estimated at $5 
to $10 per cu. yd. in place, steel at about 2L5 cts per Ik in 
place (plain structural steel), forms S to. 10 cts. per sq. 
ft. The unit cost of concrete will depend upon the diffi- 
culty of handling and placing. 

COPPER: 14 to IS cts. lb. 

CURB : Cemient and sand, i :3, 25 td 50 cts. per lineal 
foot, about % ct, per sq. in. of section ipftt lineal foot, in 
place. 
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Sandstone and limestone, ^o cts. to $i per lineal foot, in 
place. 

Bluestone, $i to $1.50 per lineal ft. in place. 
^ . Granite^ $1 to $2,50, lin. ft. in place. 
• Curved curbs in stone 20% to 100% extra. 

Resetting curb 10 to 50 cts. per ft. 

DREDGING: Soft material 12 to 30 cts. per co. yd; 
gravel and hard material ^ cts. to $1 cu. yd. In £ng. 
News, Sept. 20, igo6, a report is given of some dredging 
done by U. S. Govt. Engineers with hydraulic dredges 
(New York Harbor) which cost only 5.274 cts. per cu. yd. 
. EXCAVATING: In earth, large masses, above water, 
25 to 50 cts. cu. yd., below water, for piers, $1 to $5 cu. yd. ; 
in trench, earth, 50 cts. to $1 cu. yd. ; loose rock, $1 to $2 
cu. yd. ; hard rock, $i to $3 cu. yd 

Steam shovel work costs about 12 to 20 cts per cu. yd. 
In Eng. Record, Vol. 54, p. 732f some data are given from 
a paper by Mr. John C. Sessor on steam shovel work on 
the C. B. & Q; Ry. On one job of 251,711 cu. yds. 1,104 
cu. yds. were moved per lo-hr. shift. The cost was as 
follows : equipment, i cent ; steam shovel service, 8.9 cents ; 
temporary trestle, 3.6 cents ; track and track work, 5 cents : 
supervision and engineering 0.2 cents; total, 18.7 cents, 
Ml per cubic yard. On another job of 188,240 cu. yds. 946 
cu. yds. were moved per lo-hr. shift The cost was as 
follow^: ^uipment, i^ cents; steam shovel service, 9.6 
cents; temporary trestle, 3.1 cents; track and track work, 
4,9 cents; supervision and engineering, 0.3 cents; total, 
18.7 cents, all per cubic yard. 

The I. C. R R. estimates excavating in earth, in jobs 
below 50»ooo cu. yds., to cost 25 cts. per cu. yd., and in 
larger jobs, 20 cts. per cu. yd. adding in both cases one 
oent per cu. yd. per loo-ft. haul. 

A committee report of the Roadmaster's and Maintain- 
ance-of-Way Asso., published in the R R. Gazette of Oct. 
31^ 1904, and in Eng. News of Oct. 27, 1904, gives the fol- 
lowing its the cost of ditching cuts and Nndexivoft ^TcXiax^- 
meats. 



By wheelbarrows: W^ ctJ. per eu. yd. plus 31 cts. per 
cu. yd. per 1000 ft. haul for common loam or 7.3 cts. extra 
in bad, wet material. 

By push cars: 19.1 «ts. per cu. yd., wh^re material is 
unloaded by shovel, or 15*9 cts. where unloaded by dump- 
ing box, or similar arrangemeiit» plus 33.4 cts. per cu. yd. 
per 5,000 ft haul. - - 

By machine ditcher: 2J2 to 30 cts. per cu. yd., the'lattef 
figure being for a 15-mile Imtd in loam. In Wet or bad 
material add about '4.5 <:ts. per en. yd. 

The same report places the cost of team work with 
scrapers at 14 to 25 cts. per ca, yd., and of ditching by 
casting, in fair digging, where one cast will place the ma- 
terial in suitable final location, at 10 cts. per cu. yd^ Much 
valuable information is g^ven in this report ^ 

FENCE: Bo^rd, 50 cts. to $1.50 per It. 

FILLING: Earth, material at hand, 20 cts. to 50 cts. 
cu. yd..* ■ i • •■:'- -: ■■ 

FLAG STONE: In place $1 to $3 sq. yd. 

FORMS: Allow 5 to 10 cts: per 8<i. ft. for concrete 
forms, depending on whether lumber is dressed or not and 
on number of times it can be used. 

FRENCH DRAIN: 50 ets. to |r Un. ft. 

FUEL: Hoisting engines, etc Allow *^ ton of coal 
per 10 horse power p^r 10 hr. shift (Gillette.) 

GRAVEL: In bai^, 15 to 20 cts. cu. yd, f. o. b. cars 
35 to 40 cts. cu. yd., freight for so-mile run, about 75 cts. 
cu. yd., hauling, 25 to 50 cts* cu. yd. Usual price delivered 
about $1 cu. yd. 

LIME: Common, bbl. (250 lbs.) 80 Cts., firiishing $1; 
per ton at works, $3.75, delivered, $6. 

LEAD: Pig, about 4.6 cts. Ih.; lead pipe about 5 cts« lb. 

MASONRY: Rubble, dry, $2 to $5 cq. yd., in mortar, 
$3 to $8 cu. yd. Coursed rubble, large stones, $5 to $8. 

Brick, common, $6 to $16 cu. yd., good, $10 to $15 cu. 
yd. Laying brick, $2 to $3 cu; yd. Cost of lime mortar 
per cu. yd, oi hnck work about €0 d*,, ol cemfirl tchartat' 
$1 to $2. 
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'i^'Om the buis'of ^as per M. for red brick, $2.50 per bbl. 
HIM cement, $1^ per bbL for lime, $1.25 per cu. yd. of 
llpml msstmimg a mason at 65 cts. per hr. with help at 

Edi. per hr, to lay i;ioo bricks in 8 hrs., a brick wall 
ft^tiiidk.will cost about 40 cts. per superficial foot. 
pressed brick face the cost will be about 50 cts. per 
foot.. 
Bridge paer> sandstone or limestone, $8 to $12 cu. yd. 

adstone or limestone, $12 to $20 cu. yd., gran- 
looto Hsocii. jrd 
, blheaeed Uoestone, for steps etc., $1 to $2 cu. ft. 
1^: lONERAL WOOL: Slag, ordinary, sh. ton, $19; se- 
1^; ittdc, ordinary, $32; selected, $4a 
.iPAINT^ Prepared, $1 to $1.50 gallon. 
• PAVING : Asphalt— In 44 cities in North America the 
, CDsi of asphalt paving including 4 to 6 ins. of concrete, 
K-I to ilfc ins. of binder, and iV& to 2 ins. of surface, in 1900 
W mied between $1.43 and $3.25 per sq. yd. (See Eng. Rec- 
f onL Vd. 43, No. 8.) It is estimated that the cost of guaran- 
.tee for the first five years is 3 cts. per yard and for the sec- 
ond five years is 15 cts. per yard. The congresional ap- 
propriation bill allowed $1.80 per sq. yd. to be paid for as- 
phalt pavements in Washington, D. C. (Eng. News, Aug. 

13. 1903.) 

Asphalt block, $2 to $2.50 sq. yd. 

The division of the cost of asphalt pavement is about 
as follows : 2%'' of surface, 67 cts. sq. yd. ; 2" of binder 
iSets. sq. yd.; 6" of Portland cement concrete $1. Total 
$|A) sq. yd. 

Brick, work only, 15 to 20 cts. sq. yd. 
. Brick) 4" of brick on 3" of sand, 65 to 85 cts. sq. yd. ; 
4" of brick on 6" of natural cement concrete and i%" cush- 
ion of sand, $1.20 to $1.60 sq. yd.; sidewalks, 2" of brick 
oh sand 50 to 80 cts. sq. yd. 

Cobble stone, 80 cts. sq. yd. 

Concrete sidewalks, finished with mortar of sand and 
cement, granite screenings and cement, etc. 10 to 25 cts. 
sq. ft Mortar finish alone 5 to 15 cts. sq. ft. 



A oomtnon contract price for concrete sidewalks, small 
jobs, is 15 to 20 cts. per sq, ft. Large paving work can be 
done at an actual cost of about 10 cts. per sq. ft 

Macadam, stone free at quarry, 8^ depth, 40 to 50 cts. 
sq. yd. ; including cost of stone, 8^ depth, 60 to 90 cts. sq. 
yd, ij'' depth, 90 cts. to $1.30 sq. yd 

Stone blocks on broken stone base, $1.50 to $2 sq. yd. 

Stone blocks on concrete base $2 to $3.50 sq. yd. 

Wooden blocks — 4 in. creosoted yellow pine blocks on 
one inch of sand over 6 in. of natural cement concrete 
$2.25 to $2.35 per sq. yd. Cost of 4" creosoted yellow pine 
blocks f. o. b. cars about $1.70 per sq. yd. ■ 

The following analyses of the cost of brick and stone 
block paving are taken from Engineering News, July 24, 
1902. '; ; 

'The following is a summary of the cost of paving with 
brick laid on edge, wages being 25 cts. per hour for pav- 
ers and 1$ cts. for laborers: Cost per sq. yd. 

57 "pavers" at $10 per M $0.57 

Hauling 1% miles over earth roads .06 

Laying pavers, including labor of grouting .08 

0.18 cu. ft. = 1-150 cu. yd. of grout* . . . ; 05 

1-36 cu. yd. sand cushion at $z.o6 a cu. yd 03. 

Plank to protect concrete 01 

Total net cost $0.80 

Add about 19% for profit 15 

Contract price $0.95 

* I Portland to 2 sand. 

'To this, of course, must be added the cost of grading 
and cost of concrete foundation. 
On block paving "we have for the total labor cost : 

Per sq. yd. 
Loading and unloading inclusive of lost team timJe. $0.10 

Hauling i mile 05 

l^istributing blocks .03 

Laying jcfo 
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FilUog joinU .06 

Foreman at 40 cts. per hr., 30 sq. yds .013 

2 water ^n4 erriuid boys .007 

ji ' 

Total labor. ^ $0.30 

. "Cost of Medina Block Pavement 

Per sq. yd 

y^ cu. yd. street excavation $0.15 

6-in. concrete foundation 50 

i-x8 cu. yd. sand cushion in place at $1.08 . « 06 

Medina block (6 in.) f. o. b. Albion, N. Y. ..... . 1.15 

Freight to Rochester J07 

Unloading, hauling and laying 30 

1.5 gallons tar at 10 cts. a gallon .15 

1-50 cu. yd. sand for joints \ .02 

Total $2.40 

Add for contractor's profit .25 

Totel cost $2.65 

Cost of street paying in 30 cities in Wisconsin per sq. 
yd. (See Municipal Journal and Engineer, Noy., 1905) as- 
phalt $1.80 to $2.19; bricks, $1 to $2.19; macadam $.23 to 
$1.30; wood block $.60 to $1.97. 

All-concrete roadway paving has been found in several 
cities to cost 14 to 18 cts. per sq. ft. At Jackson^ Mich., 
some street paving having 3 ins. of gravel; 6 ins. of 1:8 
cement and gravel ; 4 ins. of i '.3 cement and ^-in. crushed 
granite, mixed quite wet, cost 18 cts. per sq. ft (See Con- 
crete Engineering, Dec, 1907, p. 205.) 

PILES : Driven and cut„ ordinary lengths and sizes, 
spruce 20 to 40 cts. ft. ; white oak, 25 to 60 cts. ft Spruce 
30 to 40 ft. long, driven and cut, $6 to $10 each. Shorter 
piles for trestle bents $3 to $5 in place. 

PILING: (Nov., 1907) Spruce, ordinary cargoes, 6 
to 7 Cts. ft Oak, 14-in. butt, 40 to $0 ft, 19 cts. ft.; 50 to 
55 ft., 22 cts, ft; ss to 60 ft, 23 cts. it.*, 60 i\., ?xv^ >i:^.>tv 
cts, ft 
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iPinc, 66 to 6s ft., $8.50 each; 70 to 75 ft. $10.50 each; 
&f'ft. and up, $16 each. " ' *' \" ' 

Concrete piles in place, abbut'$i per Hneal lck>t. ' " ' 

PIPE: Vitrified pipe, 8^ dia., 15 cts., hauling % ct. ft., 
laying, 1% cts. ft., cement, % ct/ft, = 17:^ Cts. ft, in trench 
a]ready dvjg. For 12^^ pipe the dost is*a1bbut 3S'<^s;. per 
fL total. (See £ng. Record, March 10, 1996, p. 350.) 
; RAILING: Gaspipe, 2-rail,' ^6 to 7^5 cts. ft., 3-faiV 75 
^ts. to $1.25 ft. . . / * " , l[ 

^ A substantial bridge railing costs about $i.ip to. $2.50 
^r lineal ft Cast iron newd-posts about $10 each. ' 
\ROOFING: Four layers of felt paper '.co verged \ with 
^itch and gravel or pitch and sliag 4'to j5 cts. sq:"ft^/ \' 
'Slate, 7 to 13 cts. per sq. ft Slaj^, 4 cts. Tin, 8 b' to cts. 
Shingle, 7 to 10 cts. per sq. ft. ' ' * ^ -^r - \. 

Tife, Spanish $9 to $12 per square of 100 sq^ ft., 
' SAND BLASTING: (Cleaning) targfc contracts i to 
3 cts. sq. ft. (See Eng. News, Vol. V» Psige'^i) "'' '" ' 

SAND : Building, 20 to 25 cts. cu. yd. in bank, f. o. b. 
<5ars, 40 to 50 cts. cu. yd. freight for 56^mile^ run, abput 
7S cts. cu. yd., hauling, 25 to 50 ctlciyi' Usual jiri^e 
delivered about $1.10 cm. yd. ^ 'J-' > 

SEEDINGf : ' In grass $25 io |75 acre. .. . , : 

^ SEWER ^ PIPE: Laying and cementing m treiich al- 
ready dug, small sizes, IS to 25 cts. per ft, large sizes .50 
<;ts. to $1 per ft. : 

\ Cost of pipe per lineal ft., 5^ 5"to /cts., 10* 15 to 20 cts. 
1^5^ 25 to 40 cts., 21", 56 fo 75 cts., JO'*, $1 to $i.7bi 48'';, 

$2t6$3: ' ■ . .' ■ ,. ■ ' ' . ;•/ '; ; '-' y^ 

SHRUBS: 50 cts. to $2 eict ' ' ' 

SODDING: In country townis, 7 to 10 cts. sq. yd., in 
cities, 25 to 50 cts. sq! ^d. 

STEEL: Structural, material only, 1% to. 2% cts! per 
lb. Erected and painted, 3 to S cts. per lb. , 

Castings, in place, 5 to to cts: lt>. 

RaU$, new, $28 ton, f. o. b. cars; old, Short pitccis, 1^14 

Scrap, structural, $14 long ton. 
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( STONE : Wholesale rates, cklivered at sN. Y. ; price 
per cu. ft. .../.; 

. Nova Scotia; 'in rough, 90 cts. ; Ohio freestone, in fOtigh, 
85 to 90 cts.; Minnesota freestone, in rough, 90 cts. ; Long- * 
ineadow f reestooe^ 85^ cts.; Brownstone, Portland, ct.>'6o 
cts.; ^Brownstone, Belleville, N. J., 75 cts. to $1;- Scotch 
redstone, $1.05; Lake SupleVioi* redstone, $1.10 ; granite, 
rough, 40 to 50 cts.; limestone, buff and Wue, 8o-cts.> por- 
tage, $1; e»en, $T;25 to $r.7S; white building hiarWe, $/.2S 
to 1.7s; Wyoming bluestone^ ^octs. ; Eitclid Wue^tdne, 90 
cts. 5 crushed -Stone, $1:40 per net ton. f. Ob. cars Ni'Y. 
C/ (Way,. ^1904.) ^ • •••• ■ - ■•••••■> - '.• ^ ■ -.^ ^ 

TARRED PAPER: i ply (ro]l 300 sq. ft.)., ton; $32.50 
^<i^^S.9b'Y 2 ^ly, roil 108 sq. .ft., 55 ti 6oc roll ; 3^pl^, roll 
108 sq. ft., 78 to 80C. Slater's Fdt;<Ml' 506 si '^ft.^).f^' 
^ R;M.^St6ne Surfaced Roofing (roll I'io sq.'ftl) $2.75. 

TAR;. Rcj^lar. bbl., $2.25, oil bbt^ $57$; Co^I tar^ifipj- 

^ ,Tli^S, R^ILJ^tjXp : Untreated, cedar ^ndsprupe, 40 
to .60 cts. each; oak. and yeljow pii^, 60 to Sonets, each. 
See Trang, Am, Ry. Engineering and. li, of W, Assp. VoL 
2 for cost of ties to 13 of the principal American rail- 
roads. It is there shown to vary between 35% and 81 %l 
cents each. 

TOOLING: Bush hammering concrete surfaces 2 to 5 
cts. per sq. ft. 

TRANSPORTING: The cost of picking up materials 
such as stone or sand and hauling them a moderate dis- 
tance in wheelbarrows is about 20 to 25 cts. per cu. yd. 
With wagons or carts the cost is about 15 to 23 cts. per 
cu. yd. 

TREATING WOOD: Cheaper processes 5 to 10 cts. 
per cu. ft. Creosoting 20 to 60 cts. per cu. ft. 

Railroad ties 20 cts. each, up. 

Creosoted yellow pine in place costs, \tvc\>3Ldm%, t<a^N. ^V 
wood, $65 to $80 per 1,000 ft. B. M. 
TREES: $1 to $5 each. 
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WOOD: (Prices per thousand feet of board measure) 
May, 1904. 

Hemlock, rough, in lengths up to 20 ft. $17 to $19. 
Lengths 22 to 40 ft. $3.25 to $7 additional. 

Pine, yellow (Long Leaf) building orders, 12 ins. and 
under, $2a5o to $22.50; 14-in. and up, $^ to $29; i^ and 
iV&'in. wide boards, $28 to $50; 2-in« wide plank, heart 
face, $30 to $31.50. 

Yellow pine of heavy construction, in cargo lots, de- 
livered New York City, $22 to $25. 

Spruce : random cargoes, 2-in. cargoes, $t8 to $21 ; 6 
to 9-ins., cargoes $19.50 to $21.50; 10 and 12-in. cargoes, 
$21 to $23. 

The framing and placing of wood in a structure costs 
$5 to $15 per thousand feet of board measure. 

White oak timber in wharf construction costs $50 to 
$60 per thousand feet in place. 

Bridge timber in place, per thousand feet, white oak, 
$40 to $50; yellow pine, $35 to $45 ; hemlock, $22 to $30. 

More than half the cost of wood is genierally due to 
freight on account of the long distances between the cen- 
ters of greatest supply and greatest consumption. 
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Sjpeciflcatioiis for Natural and Port- 
land Cement.* 

Recommended Standard Specifications. 
(Standard Specifications for Cement adopted by a Joint 
Conmiittee embracing representatives from the American 
Society of Civil Engineers, American Society for Testing 
Materials, American Institute of Architects* Engineer 
Department of United States Army, Association of Port- 
land Cement Manufacturers and American Railway En* 
gineering and Maintenance of Way Association.) 
General Observations. 

1. These remarks have been prepared with a view of 
pointing out the pertinent features of the various require^ 
ments and the precautions to be observed in the interpreta- 
tion of the results of the tests. 

2. The Committee would suggest that the acceptance or 
rejection under these specifications be based on tests made 
by an experienced person having the proper means for 
making the tests. 

3. Specific gravity is useful in detecting adulteration or 
underbuming. The results of tests of specific gravity are 
not necessarily conclusive as an indication of the quality 
of a cement, but when in combination with the results of 
other tests may afford valuable indications. 

4. The sieves should be kept thoroughly dry. 

5. Great care should be exercised to maintain the test 
pieces under as uniform conditions as possible. A sudden 
change or wide range of temperature in the room in which 

* The specifications and recommendations that follow 
are taken without change, except the omission of figures 
lowing apparatus and reference to same, from Manual of 
Recommended Practice, Edition of 1907, published by 
American Railway Engineering and l/L9\TvXttvaiXvut cA '^^ 
Association. 
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the tests are made, a very dry or humid atmosphere, and 
other 1Jr^:iilBntietmttSj.^ec|.t)«s in^:t)f 9sc;tti|f|^ > <;- 

6. Each consumer ^uld ^x -t^e^^nimum requirements 
for tensile strength to smt his own conditions. They shall, 
however, be within the limits stated. ^^ , r^ '. ■}■.. 

: f* The tests for constancy. of : volume are divided into 
two classes/ the first normal^ the second a^cc^lerated-. The 
iatter should be regarded as a pr<ecautionf^i^ teist ot4y» and 
not infallible* So maoy condHiQASi/ent^c i^ito jthe.^iaking 
and interfureting of it-.- that i( fhoulfj^: be fused with extreme 

8. In making the pata tibeipreatest.czreshoul4 be. ex- 
ercised to avoid initial ;strain$/ dtfs to molding or too rapid 
-drying out during the -iir^t twenty-^QU|r hours. The pats 
should be preserved Under the ipqst. uniform conditipns.|>Q&- 
able»^^ -ani rapid dbangeS'Of ten)perat^reshoul4: be avoided. 

g. The failure to meet the, requirjementp of the accelerat- 
ed tests need not be. sufficient cause for rejection-* -The, ce- 
ment may;, however, be held for twenty-eight days, :»rid a 
Tctest made at the end of that period. Failure to meet the 
requirements at this time should be considefed sufficient 
.cause for rejection, although in the present state of our 
knowledge it cannoi be said that such failure necessarily 
indicates unsoundness^ nor . C]an the cement [be considered 
icntiiSely satisfactory simply because it passes, the tests. , 

STANPAR9 SPECQ'ICATiPlfS FOR CEMENT . . 

V €ENEKAL CONDUION^ 

* I. All cemisnt shall be inspected.; 

2; Cement tnay be inspected either at the place of manu- 
facture or on the -work. 

3. In order to. allow ample time for inspecting and test- 
ing, cement shall be stored in a suitable weather-tight 
building having the floor properly blocked or raised from 
the ground. 

4.. *rhc cement shs^ll be stored in such a manner as to 
/?ermit easy access^ f of' pfopcr inspection and identification 
0/ each shipment 
S' Every fycility shall be provided bv >^^ woXTisX^x w\ 
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.a period ol at least twelve days allowed, for the inspection 
and necessary tests. 

J 6. Cfment shall be delivered in suitable packages -vvith 
the brand and name of manufacturer plainly marked there- 
on, .. , 

7.- A bag of cement shall contain .g4 pounds of c^tipent 
net. Each "barrel of Portland . cement shall contain four 
bags, and each barrel: of Natural cen^ent shall coptain three 
bags of the above net weight. 

8. Cement failing to meet the seven-day requirements 
may be held awaiting the results of the twenty^rght day 
tests before rejection.- 

g. All tests shall be made in accordance with the ittAh- 
ods proposed by the Committee on IhiiforTn Tests 6f*te- 
ment of the American Society of Civil Engineers, presented 
to the Society January 21, 1903, and amended January 20, 
1904, with all subsequent amendments thereto (See adden- 
dum to these specifications.) ■■■''' 

10. The acceptance or rejection shall be Wsed ori the 
following requirements: 

NATURAL CEMENT. • 

11. This term shall be aK)lie4 to the finely pulverized 
product resulting from the calcination of an argillaceous 
limestone at a temperature only sufficient to drive oif the 
carbonic acid gas. 

12. The specific gravity of the cement, thoroughly dried 
at 100** C, shall not be less than 2.8. o - 

13. It shall leave by weight a residue of not morie than 10 
per cent, on the No. 100, and 30 per cent. oh'tH^No.* 2<io 
sieve. 

14. It shall develop initial siet in not' less "than ten min- 
utes, and"har<r set in hot" less than* thirty mihufe's", hbr more 
than three hours. • , - - 

15. The minimum requirements for: tensile attetv^-.^ 
hriqvettes one inch square in ctoss-sec^n. iJcv^ ^i^ Hii^>». 
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the following limits, and shall show no retrojg:ression in 
strength within the periods specified:* 
Age. Neat Cement. Strength 

24 hours in moist air 50*100 lbs. 

7 days (i day in moist air, 6 days in water) . .100-200 Ihs. 
28 days f I day in moist air» 27 days in water) 200-300 lbs. 
One Part Cement, three Parts Standard Sand, . 

J days ( I day in moist air, 6 da3rs in water) 25- 75 lbs. 
28 days (i day in moist air, 27 days in water) 75-100 lbs. 

16. Pats of neat cement about three (3) in. in diameter, 
one-half (!4) in. thick at center, tapering to a thin edge, 
shall be kept in moist air for a period of twenty- four hours. 
. <a) A pat is then kept in air of normal temperature. 

(b) Another is kept in water maintained as near 70* 
F. as practicable. 

17. These pats are observed at intervals for at least 28 
days, and, to satisfactorily pass the tests, should remain 
firm and hard and show no signs of distortion, checking* 
cracking or disintegrating. 

PORTLAND CEMENT. 

18. This term shall be applied to the finely pulverized 
product resulting from the calcination to incipient fusion 
of an intimate mixture of properly proportioned argilla- 
ceous and calcareous materials, and to which no addition 
greater than 3 per cent, has been made subsequent to calci- 
nation. , 

ipt The specific gravity of the cement, thoroughly dried 
at 100* C, shall be not less than 3.1a 

20. It shall leave by weight a residue of not more than 
8 per cent on the No. 100, and not more than 25 per cent, 
on the No. 200 sieve. 

21. It shall develop initial set . in not less than thirty 



* For example, the minimum requirement for the twen- 
ty-iour hour neat cement tests should show some specified 
valae within the limits of 50 and 100 potodds, ^ti^ «i c»l iar 
each period stated. 
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minutes, but must develop hard set in not less than one 
hour, nor more than ten hours. 

22. The minimum requirements for tensile strength for 
briquettes one-inch square in cross-section shall be within 
the following limits, and shall show no retrogression in 
strength within the periods specified.* 

Age. Neat Cement Strength. 

24 hours in moist air 150-200 lbs. 

7 days (i day m moist air, 6 days in water) 450-550 lbs. 

28 days ( I day in moist air, 27 days in water) 550-650 lbs. 

One Part Cement, Three Parts Standard Sand, 

7 days (i day in moist air, 6 days in water) 150-200 lbs. 
28 days (i day in moist air, 27 days in water) 200-300 lbs. 

23. Pats of neat cement about three (3) in. in diameter, 
one-half (^) in. thick at the center, and tapering to a thin 
edge, shall be Icept in moist air for a period of twenty-four 
hours. 

(a) A pat is then "kept in air at normal temperature and 
observed at intervals for at least 28 days. 

(b) Another pat is kept in water maintained as near 
70* F. as practicable, and observed at intervals for at least 
28 days. 

(c) A third pat is exposed in any convenient way in an 
atmosphere of steam, above boiling water, in a loosely 
closed vessel for five hours. 

24. These pats, to satisfactorily pass the requirements, 
shall remain firm and liard and show no signs of distortion, 
checking, cracking or disintegrating. 

25. The cement shall not contain more than 1.75 per 
cent, of anhydrous sulphtTric acid (SO^), nor more than 4 
per cent, of magnesia (MgO). 



* For example, the minimum requirement for the twen- 
:ty-four hour neat cement tests should show some specified 
value within the limits of 150 and 200 pounds, and so oa 
for each period stated. 
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ADDENDUM. 

ABSTRACT OF METHODS RECX)M MENDED BY THE SFECTAL COM- 
MITTEE ON UNIFORM TESTS OF CEMENT OF THE AMERI- . . 
CAN SOCIETY OF CIVIL ENGINEERS. 
SAMPUNG. 

1. The sample shall be a fair average of the contents of 
the package ; it is recommended that, where conditions per- 
mit, one barrel in every ten be sampled. 

2. All samples should be passed through a sieve having 
twenty meshes per linear inch, in order to break up lumps 
and remove foreign material; this is also a very effective 
method for mixing them together in order to obtain an 
average. For determining the characteristics of a shipment 
of cement, the individual samples may be mixed and the 
average tested; where time will permit, however, it is rec- 
ommended that they be tested separately. 

3. Cement in barrels should be sampled through a hole 
made in the center of one of the staves, midway between 
the heads, or in the head, by means of an auger or a samp- 
ling iron similar to that used by sugar inspectors. If in 
bags, it should be taken from surface to center. 

CHEMICAL ANALYSIS. 

4. As a method to be followed for the analysis of ce- 
ment, that proposed by the Committee on Uniformity in 
the Analysis of Materials for the Portland Cement Indus- 
try, of the New York Section of the Society for Chemical 
Industry, and published in the Journal of the Society for 
January 15, 1902, is recommended 

SPECIFIC GRAvny. 

5. The determination of specific gravity is most conven- 
iently made with Le Chatelier's apparatus. This consists of 
a flask of 120 cu. cm. (7.32 cu. in.) capacity, the neck of 
which is about 20 cm. (7.87 in.) lOng; in the middle of this 

. neck is a bulb, above and below which are two marks ; the 

. volume between these marks is 20 cu. cm, (1.292 cu. in.) 

The neck has a diameter of about 9 mm. Co-SS in.), and is 

graduated into tenths oi cubic centimetets ^\soNt >^ift m-axV. 
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6. Benzine (62** Baume naptha), or kerosene free from 
water, should be used in making the determination. 

7. The specific gravity can be determined in two ways : 
^a) The flask is filled with either of these liquids to 

the lower mark and 64 gr. (2.25 oz.) of powder, previously 
dried at 100** C. (212** F.) and cooled to the temperature 
of the liquid, is gradually introduced through the funnel 
[the stem of which extends into the flask to the top of the 
bulb], until the upper mark is reached. The difiFerence in 
weight between the cement remaining and the original quan- 
tity (64 gr.) is the weight which has displaced 20 cu. cm. 

8. (b) The whole quantity of the powder is introduced, 
and the level of the liquid rises to some division of the grad- 
uated neck. This reading plus 20 cu. cm. is the volume 
displaced by 64 gr. of the powder. 

9. The specific gravity is then obtained from the for- 
mula: 

Weight of Cement 

Specific Gravity = 

Displaced Volume 

10. The flask, during the operation, is kept immersed in 
water in a jar, in order to avoid variations in the tempera- 
ture of the liquid. The results should agree within 0.01. 

11. A convenient method for cleaning the apparatus is 
«as follows: The flask is inverted over a large vessel, pre- 
ferably a glass jar,' and shaken vertically until the liquid 
starts to flow freely; it is then held still in a vertical posi- 
tion until empty ; the remaining traces of cement can be re- 
moved in a similar manner by pouring into the flask a small 
quantity of clean liquid and repeating the operation. 

FINENESS. 

12. The sieves should be circular, about 20 cm. (7.87 in.) 
in diameter, 6 cm. (2.36 in.) high, and provided with a 
pan 5 cm. (1.97 in.) deep, and a cover. 

13. The wire cloth should be woven (not twilled) from 
tnrass wire having the following diameters : 

No. joo, aoQ45 m. ; No. acx), o.qom Vcw 
^ Tbh cloth 9bQu\i be mounted qu t3(v^ \xvm;% ^"Om;)^ 
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Astortion; the mesh should be regular in spicing and be 
within the following limits : 

No. 100, 96 to 100 meshes to the linear inch. 

No. 200» 188 to 200 meshes to the linear inch. 

15. Fifty grams (i.;6 oz.) or 100 gr. (3.52 oz.) should be 
used for the test, and dried at a temperature of 100** C. 
(2r2'F.) prior to sieving. 

16. The thoroughly dried and coarsely screened sample 
is weighed and placed on the No. 200 sieve, which, with 
pan and cover attached, is held in one hand in a slightly in- 
clined position, and moved forward and backward, at the 
same time striking the side gently with the palm of the 
other hand, at the rate of about 200 strokes per minute. 
The operation is continued until not more than one-tenth 
of I per cent, passes through after one minute of continu- 
ous sieving. The residue is weighed, then placed on the 
No. 100 sieve and the operation repeated. The work may 
be expedited by placing in the sieve a small quantity of 
large shot. The results should be reported to the nearest 
tenth of I per cent. 

NORMAL CONSISTENCY. 

17. This best can be determined by means of Vie&t 
Needle Apparatus, which consists of a frame, bearing a 
movable rod with a cap at one end, and at the other a cyl- 
inder, I cm. (0.39 in.) in diameter, the cap, rod and cylin- 
der weighing 300 gr. (10.58 oz.). The rod, which can be 
held in any desired position by a screw, carries an indica- 
tor, which moves over a scale (graduated to centimeters) 
attached to the frame. The paste is held by a conical hard- 
rubber ring, 7 cm. (2.76 in.) in diameter at the base, 4 
cm. (1.57 in.) high, resting on a glass plate about 10 cm. 
(3.94 in.) square. 

18. In making the determination, the same quantity of 
cement as will be subsequently used for each batch in mak- 
ing the briquettes [but not less than 500 gr. (17.16 oz.)] 
is kneaded into a paste, as described in paragraph 38, and 

quickly formed into a ball with tiie Vi9Ltv^%, completing the 
ppiffstion by tossing it six times iwmi ooe \».xv\ Vo; >Cftfe 
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odier, midfitained 6 in. apart; the ball is then pressed into 
the rubber ring, through the larger opening, smoothed off 
aiiA ptaeed (on its large end) on a glass plate and the 
smaller end smoothed off with a trowel ; the paste, confined 
in the ring, resting on the plate, is placed under the rod 
belEiring the cylinder, which is brought in contact with the 
surface and quickly released. 

19. The paste is of normal consistency when the cyl- 
inder penetrates to a point in the mass 10 mm. (0.39 in.) 
below the top of the ring. Great care must be taken to fill 
the ring exactly to the top. 

aa The trial pastes arc made with varying percentages 
of water until the correct consistency is obtained. 

Note. The Committee of Standard Specifications for 
Cement inserts the following table for temporary use, to 
be replaced by one to be devised by the Committee of the 
American Society of Civil Engineers. 
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TIME OF SETTING. 

21. For this purpose the Vicat Needle, which has al- 
ready been described in paragraph 17, should be used. 

22, Iff making the test, a pas\e oi iwitm^ cw««X«e«?j 
j's molded and placed under the rod, %» 4t^ct*«JBiR4 Vv "^t^t 
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4^apb i8; this rod, bearing the cap at one end and th^ nee^ 
^,11. mm. (aQ39 in.) in diameter, at the, other, weighing 
300 gr. (io.s8 oz.). The needle is then carefully brought in 
^contact with the surface of the paste and quickly released. 
33. The setting is said to have commenced when the 
needle ceases to pass a point 5 nun. (0.20 in.) above the 
upper surface of the glass plate, and is said to have termi- 
nated the moment the needle does not sink visibly into the 



24. The test pieces should be stored in moist air during 
the test; this is accomplished by placing them on a rack 
oyer water contained in a pan and covered with a damp 
cloth, the cloth to be kept away from them by means of a 
wire screen; or they may be stored in a moist box or clos- 
et 

25. Care should be taken to keep the needle dean, as 
the collection of cement on the sides of the needle retards 
the penetration* while cement on the point reduces the area 
and tends to increase the penetration. 

26. The determination of the time of setting is only ap- 
proximate, being materially affected by the temperature of 
the mixing water, the temperature and humidity of the air 
during the test, the percentage of water used, and • the 
amount of molding the paste receives. 

STANDARD SAND. 

27. For the present, the Committee recommends the 
natural sand from Ottawa, 111., screened to pass a sieve 
having 20 meshes per linear inch and retained on a sieve 
having 50 meshes per linear inch ; the wires to have diam- 
eters of 0.0165 and aoii2 in., respectively, i. e., half the 
width of the opening in each case. Sand having passed the 
No. 20 sieve shall be considered standard when not more 
than I per cent, passes a No. 30 sieve after one minute con- 
tinuous sifting of a 500-gr. sample. 

28. The Sandusky Portland Cement Company of San- 
dusky, Ohio, has agreed to undertake the preparation of 

this sand and to furnish it at a pnci& only ^ufSritttA to covet 
fife fi^u^ fost of prcparaticwL 
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fORM or BRIQUETHL 

apL While the form of the briquette recommended biy a 
{ormcr Committee of the Society is not wholly satisfactory, 
this Committee is not prepared to suggest any changt* 
other than rounding off the corners by curves of )^in. 
radius. 

MOLDS. 

3a The molds should be made of brass, bronze or some 
equally non-corrodible material, having sufficient metal in 
ikie sides to prevent spreading during molding. 

31. Gang molds, which permit molding a number of 
briquettes at one time, are preferred by many to single 
molds; since the greater quantity of mortar than can I9 
mixed tends to produce a greater uniformity in the results. 

32. The molds should be wiped with an oily cloth t^ 
fore using. 

MIXTNa 

33. All proportion should be stated by weight ; the quan- 
tity of water to be used should be stated as a percentage 
of the dry material. 

34.' The metric ssrstem is recommended because of the 
convenient relation of the gram and the cubic centimeter. 

35. The temperature of the room and the mixing water 
should be as near 21"* C. (70*^ F.) as it is practicable to 
maintlun it. 

36. The sand and cement should be thoroughly mixed 
dry. The mixing should be done on some non-absorbing 
surface, preferably plate glass.' If the mixing must be 
done on an absorbing surface is should be thoroughly 
dampened prior to use. 

37. The quantity of material to be mixed at one time 
dq)ends on the number of test pieces to be made; about 
1,000 gr. (35.28 oz.) makes a convenient quantity to mix, 
especially by hand methods. '- 

3& The material is weighed and placed on the mixifiv 
. table, and a crater formed in the center, into which the 
proper percentage of clean water is potxttd; ^<& TBO^titTa^ 
on the outer edge is turned into the cratec \>v ^^ ^^^ ^^ ^ 
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trowel. As soon as liie water has been absorbed, which 
^shoiuhl Slot j^uire more than one minute, the operation is 
completed by vigorously kneading with the hands for an 
■ additional i% minutes, the process being similar to that 
used in kneading dough, A sandglass affords a .convenient 
guide for the time of kneading. During the operation nf 
mixing the hands should be protected by gloves, preferably 
•ol rubber. 

i MOLDING. 

39. Having worked the paste or mortar to the proper 
consistency, it is at once placed in the molds by hand. 

'4a The nx^ds should be filled at once, the material 
pressed in firmly with the fingers and smoothed off with 
a trowel without ramming ; the material should be heaped 
tt# oin the upper surface of the mold, and, in smoothing off, 
the trowel should be drawn over the mold in such a man- 
ner as to exert a moderate pressure on the excess material. 
-The mold: should be turned over: and the operatioh repeated. 
,41. A check upon thie uniformity of the mixing and 
molding is afforded by weighing the briquettes just prior 
to immersion, or upon removal from the moist closet 
Briquettes which vary in weight more than 3 per cent, from 
the average should not be tested. 

STORAGR OF THE TEST PIECES. 

42. During the first 24 hours «fter moldii^, the test 
piei2es should be keipt in moist air to prevent them from 

..drjring out 

43. A moist closet or chamber is so easily devised that 
the use of the damp cloth should be abandoned if possible. 
Covering the test pieces with a damp cloth is objectionable, 
as commonly used, because the cloth- may dry out unequal- 
ly, and in consequence the test pieces are not all maintained 

, under, the same condition. Where a moist closet is not 
available, a cloth may be used and kept uniformly met by 
tian^stng Aeends in water. It should be kept irom di- 

*:Ttct contact with the test :pieces by means of a wire screen 
'X2r.5aine sffnilar arrangement. 
4^ A moiA closet GOluivts oi a ^oac^^^icffifc ca ^^i^Nsot.. 
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or a metal-lin^d wooden box — the metal lining being cov- 
ered with felt and this felt kept wet. The bottom of the 
box is so constructed as to hold water, and the sides are 
.provided with cleats for holding glass shelves on which to 
^place the briquettes. Care should' bye tak^n to keep Ihc air 
m the closet uniformly moist. 

45. After 24 hours in moist air, the test pieces for lon- 
ger periods of time should be immersed in water main- 
tained as near 21" C. (70** F.) as practicable; they may be 
stored in tanks or pans, which should be of non-corrodible 
material. 

TENSILE STRENGTH. 

46. The tests may be made on any standard machine. A 
solid nfietal clip is recommended. This clip is to be used 
without cushioning at the points of contact with the test 
specimen. The bearing at each point of contact should be 
%-in. wide, and the distance between the centers of contact 
on the same clip should be i^ in. 

.47. Test pieces should be broken as soon as they aife 
removed from the water. Care should be observed in cen- 
tering the briquettes in the testing machine, as cross-strains, 
produced by improper centering, tend to lower the break- 
ing strength. The load should not be applied too suddenly, 
as it may produce vibration, the shock from which often 
breaks the briquette before the ultimate strength is reached. 
Care must be taken that the clips and the sides of the bri- 
quette be clean and free from grains of sand or dirt which 
would prevent a good bearing. The load should be applied 
at the rate of 600 lbs. per minute. The average of the bri- 
quettes of each sample tested should be taken as the test 
excluding any results which are manifestly faulty. 

CONSTANCY OF VOLUME. 

48. Tests for constancy of volume are divided into two 
classes: (i) Normal tests, or those made in either air or 
water maintained at about 2T° C. (70® F.), and (2) ac- 
celerated tests, or those made in air, steam or water at a 
temperature oi 4S** C. (115"* F.) and w^^^t^, T^^ \ra^ 
pieces should he allowed to remam 24 Vio>at^ \\v xwiv^v -to 
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before immersion in water or steam, or preservation in 

.^._ 49.. For these tests, pats about 7H cm. (2.95 in.) in idi- 

^^meter, i^ cm. (049 in.) thick at the center, and taperii^ 
to a thin ecige, should be made, upon a dean glass plate 
[about 10 cm. (3.94 in.) square], from cement paste of nor- 
mal consistency. 
5a A pat is immersed in water maintained as near 21** 

.C-.{7P'*.F*) as possible for 28 days, and observed at inter- 

y^ A similar pat is maintained in ^ir at ordinary tem- 
perature and observed at intervals. 

51. A pat is exposed in any convenient way in an atmos- 
phere o^ Steam, above boiling water, in a loosely closed 

jyesseL; 

t ,52,. To pass these tests satisfactorily, the pats should 
l^e^ainfinpjtnd hard» and shQw,no signs of cracking, dis- 

;$9ftion or disintegration.. 

53. Should the pat leave the plate, distortion may be dc- 

..^cted best with a straight-edge applied te the surface 
whidi w^ in contact with the plate. .. 
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The Design of Concrete-Steel 
Beams and Slabs, 

i. 

The formulas for proportioning concrete-steel beams 3Tc 
legion^ and they are far more varied than those for the 
design of columns with which engineermg literature was 
flooded a decade or two ago. Nice formulas for the design 
of columns were elaborated in the days before tests were 
so common thai were satisfactory in every respect^ «xcejpt 
that they did not agree with the results ol tests that were 
subseciuently made. Investigators later found that the 
behavior of compression members of practical proportions 
agreed very closely wtth a simple little straight line 
^formula. Even at the present time the last of these com- 
^lex formulas has not been weeded out of specifications. ■ 

Another feature of construction that has yielded to the 
simplifying influence of development, or the developing 
influence of simplification, relates to the ultimate and the 
working stress of steeL The two grades of structural 
steel, with separate unit stresses, though they are still 
recognized in some specifications, are gradually merging 
into one grade for all pieces subject to the ordinary pro- 
cesses of the shop, excepting forging; and the manufacturer 
no longer needs to exhibit his ability to bring forth cither 
grade from the same melt, bloom, billet or finished piece. ■ 

Concrete- steel designing is young, and probably on ac- 
count of its rapid growth the infant is afflicted with both 
of the above-named ailments. The formulas brought out 
rival those for retaining walls in complexity, and the units 
recommended are about a^ numerous as the formulas. 

The foregoing may seem an inconsistent preface to a 
paper suggest ingi both formulas and unit stresses, but the 
writer's purpose is to show the busy engineer, who does 
not want to delve into abstruse mathematics, that formulas 
for the design of concrete-steel beams or slabs cart b^ 
made as simph as those for slte\ \5tam^, \v^ S.%sXy ^t^ 
formuIg$ ure even more simple tbaa ioim^^% Vi^t %\t.^ 
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in bei|dtQg» if oerUio rules of proportioning be adopted. 
Further, the agreement between the formulas and the 
actual strength ol the construction is about as close as in 
•steel construction^ as msuiy tests closely approximating 
••the proportions here recommended have demonstrated. 

In the matter of variation from an established unit 
stress we commonly allow steel to vary about 8 per cent 
either way from a desired average tensile strength. We 
should be satisfied if concrete-steel tests show as close 
agreement with their calculated strength, especially as 
the vairiation, barring the effects of careless work, will 
probably be on the safe side in nearly every case. The 
last-named condition obtains because of the real but un- 
certain element of strength imparted to the combination 
of concrete and steel by the strength possessed by the steel 
after it has passed its elastic limit, the nominal limit of 
ultimate strength. 

There are many kinds of concrete, just as there are many 
grades of oak. Some oak has knots and wind shakes and 
is unfit for use in a structure, but specifications for oak 
beams do not recognize these grades in allowing unit 
stresses; rather the aim is to exclude those grades unfit 
for use by proper selection and inspection of the materials. 
So in concrete-steel construction there should be a standard, 
and this should be a concrete suitable for the purpose and 
made strictly according to the requirements, as near as 
these ends can be accomplished commercially. 

It is almost universally agreed that concrete composed 
of I part Portland cement, 2 parts sand and 4 parts small 
hard broken stone or gravel, or of proportions closely 
approximating these, is the most suitable mixture for the 
concrete. For cinder concrete the same proportions, using 
cinders in place of broken stone, may be called standard. 
It is also common knowledge that this stone concrete, 
when made of good materials, will sustain an ultimate 
crushing load of about 2,000 lbs. per \ti., and the cinder 
caacrete will take about 750 lbs. pet sc^. 'm. \v '\^ \i^^- 
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sumed^in all cases that the materials an^wonmianship 
are good^ just as we presume that wood used m structures 
is good and sound. 

It is further almost generally agreed that the ultimate 
strength of a concrete-steel beam is reached when the 
steel is strained to its elastic limit and the concrete has 
reached its ultimate strength. 

The use of steel having high elastic limit and depend- 
ence upon high safe units in consequence is indefensible. 
The excessive stretch in the steel will crack the concrete. 
The writer made a number of tests on the floors of a large 
concrete- steei building, and in one case, in a bay coil' 
taining 13 beams^ 91 cracks were counted in the beams when 
th** "safe" load was placed upon the floor One beam had 
16 cracks. Many of these appeared long before the sup- 
posed safe load was placed. The deflection was excessive. 
This building was designed with steel of high elastic limit, 
and dependence was placed upon the high tensile value 
of the steel to sustain the loads. 

The theoretic elongation of the concrete, even at mod- 
crate tensile values in the steel, corresponds to excessive 
tensile values in the concrete; and the fact that concrete 
in which steel is embedded has been stretched out in 
tests without cracking to elongations that would rupture 
plain concrete is evidence that the concrete in setting has 
shrunk, thus putting the steel under an initial compression, 
which must be overcome before any stretch occurs in 
the concrete. This shrinking of concrete in setting is one 
of its most useful properties, viewed as a medium in con- 
crete-steel construction. Besides giving the embedded 
steel an initial compression and thus helping its tensile 
value^ it also grips the steel, and thus takes firm hold upon 
it, greatly aiding the adhesion of the concrete to the steel. 
It is to be noted that this gripping of the steel, and not 
mere adhesion due to contact, is the thing that makes 
ths anion between the Steel and tbe cotvcttXe, «i^*s^^«* 
This is the reason why round and squa-t^b^t-i ■\xo\4u>:i^^ 



in the concrete than fiats. It is also a reason for bed- 
ding the sted deep enough from the surface of the conr 
Crete to make the gripping effective. It further ov^rcoi|ies 
tl^e almost infinitesimal reduction in diameter in the em- 
bedded steel when under stress be^ow the elastic limit, ,so 
that the adhesion or skin friction is not lost when the ^jt^e] 
elongates slightly. 

The fact that cSoncrete shrinks in setting further points 
out the error in depending: for compressioa upon steel 
embedded in concrete^ unless the concrete is merely usied 
•lor itB :protecting value. The initial compression > in ttie 
steel adds An -uncertain amount to any calc^ihted compnsst 
sion/in the same. Steel reinforcemi»it in the intrados .^1 
jsegmentid concrete floor, arches is not rational desigft,.a$ 
t^ ateel, to be .tiseftil>r must be in conq^ressioiL Stedi 
embedded ta concrete coluhins as hoc^s or spirals .if 
xakitinaL as .loading: the cohims. tends to increase its 
diameter and lo, put tensile stress in the stedL Also light 
longitudinal rods, wired to these spirals to take flextve 
in^the columns, is excellent to reinforce the column, against 
eccentric or lateral forces. 

'Another phase of this shrinking is that very long units 
m concrete-steel construction should not be placed atone 
time, unless expansion joints be provided. It is the shrinks 
tng of. concrete that causes vertical cracks in plain conr 
erete waUs to appear at intervals, and makes it expedient 
to leave expansion joints in such walls so ft. apart or so. 
Steel . embedded in concrete walls or other construction 
has the .effect iof disfributSng the shrinkage -stresses and 
lessening the shrinkage cracks, and walls thus reinforced 
ean be made much longer without liability to these cracks 
than plain walls. However, if a long reinforced wall;, is 
brought op uniformly from the grotmd up,, shrinl^ge - 
cracks will probably appear. If the wall be built from 
one end to the other, allowing setting and shrinkage. of 
part of the wall before the remainder Was befetv placed; a 
^err long^ wall can be made witYionl dan^^t oV >&Lesfc 



cracks. By the same token long concrete-steel buildings 
shotdd be placed in alternate units, if much is to iirirstt^a; 
at'tmce, leaving the intermediate units to be placed afteir; 
the setting of the first; or sonic other provision shdttld 
be made to allow for the shrinkage of the concrete. 

It is riot the intention here to go into the subject' of „ 
the making of concrete, more than to say that it is abso- 
lutely essential in this class of work that the concrete be' 
thoroughly mixed, and it should be very wet. Dry or 
mealy toiicrete is totally uhfit for concrete-steel wotjc. It 
will neither adhere to the steel nor protect it. ' 

Te^ts show' that a rod embedded in wet concrete will 
resist pulling out, when the concrete haslet and hardened^ - 
with a force of. about 500 lbs. per sq. in. of the isurface.oi 
rod embedded. At 10,000 lbs. per sq. in. oh die st^ aad' 
50 lbs. per sq. ki. adhesion to the concrete a round -or 
square rod should be embedded 50 diameters in cond:ci!e.::v 
This is very often ignored in concrete-steel beams designed* 
fpr buildings and prejpared for test. The curve of noxp-: 
mum moments of a beam taking uniform load or a siilgle^ 
rolling load is a parabola; hence the curve of stress. in the 
reinforcing rods> assuming them to be parallel to the bot«> > 
torn oir the beam, is a parabola. The line representing the 
adhesive value of a rod embedded in* concrete is a straight 
line from the end of rod to the point of maximtun stress^- 
hence for the adhesive value to be at all sections greater; 
than the actual stress the straight line should be outside; 
of the parabola ; that is, it should be tangent to it at 
the support. This would make the ordinate of the straight 
line just twice that of the parabola, or the adhesive value 
should be double the maximum stress. Therefore, it is 
essential in consistent design to have the beam no less 
than 100 times the diameter of rod from end to center 
of span. In other words, the rod should be no more Ijhan. 
1-200 of the span length. 

Tensile value of the concrete should not b^ ^\\ar«^<i. . 
under any circumstance, as one shr\uk2L&e cx^^ to»^ ^^- 
stroy entirely this tensile value for t\ve vjYvo\e \ie»m. 
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As intimated, high tensile strains in the steel though 
th^ may he warranted from the standpoint of high elastic 
limit; in the material^ presume too (ar upon the extensi-. 
bility of the concrete. The elastic limit of ordinary struct 
tural steel, or 40,000 lbs. per sq. in.^ is the most suitable 
value to represent the ultimate useful strength of the steel. 
With 2,000 lbs. per sq. in., as the ultimate strength oi 
the concrete in compression, and with tension eliminated 
there remains the variation of the stress, in the con- 
crete from the neutral axis up and the position of the 
neutral axis to determine the value of the beam in flexure. 

Tests have shown that the neutral axis of a concrete- 
steel beam remains close to the middle of the depth of the 
beam. A little calculation will show that a variation of 
ohe-eighth of the depth of beam one way or the other, 
in the standard construction here to be proposed, makes 
a difference of about 6 per cent in the calculated resist- 
ing moment, if the stress in the steel remains the same, 
or about the same difference if the extreme fiber stress 
in the concrete remains the same. Using the units here- 
tofore given and 2,000,000 as the modulus of elasticity of 
concrete, and substituting in one of the elaborate formulas, 
which allows for parabolic variation of the stress in con- 
crete from the neutral axis both ways and for tension in 
the concrete, the neutral axis is found to be within 4^ 
per cent of the middle of the depth of the beam. So that 
the neutral axis is shown, both by theory and test, to be 
close to the middle of the depth of the beam, and its shift- 
ing a comparatively large fraction of the depth makes but 
small variation in the calculated strength of the beam.. 

The assumption that the variation in stress in ttie con- 
crete from the neutral axis to the extreme fiber is accord-r 
ing to a cUrve deviating somewhat from a straight line 
is another element that complicates the formulas..' Here, 
again, fine theory arrives at conclusions that are incom- 
paiible with the known variations in ultim^le compressive 
strength of different tests made pi tlit s^x^^^ Tc\a.vw^^ 
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under apparently the same conditions. To assume- that 
the intensity of stress in the concrete varies directly as the . 
distance from the neutral axis is sound engineering and. 
is accepted by many investigators. 

In order to simplify further the calculations, it is 
recommended that the center of the steel be one-eighth 
of the depth from the bottom of the beam. 

Rcfierring to Fig. i, it is seen that the total compres- 
sion in the concrete is 

2,000 E£.=500BD 

This must equal the tension in the steel. Now, if the 
area of the steel be A, we have 40,000 A = 500 BD, or A = 
1.25 per cent of the rectangle BD, 
The center of gravity of the stress in the concrete is 

above the neutraj axis and the effective depth oi beam, is 

I r^ 3 ^^_ 
24 

or. 



./?+. 



^=2Ld. 



3 8 

The ultimate resisting, moment, is 



^DX 500 BD or M=354 BDK 
24 

Assuming all dimensions in inches, this moment is in 
inch-pounds. Or, making B = 12 and dividing by 12 
to reduce to foot-pounds, we have ultimate bending mo- 
ment in foot-pounds per foot in width of slab or beam 
= 354 D*. 




^ la--' 4iif ^ ^W 'qa 
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l4ow as to the shear. It is safe to say that any stone 
cbiicrete that will not stand 50 lbs. per sq. in. as a sale 
load in shear should not enter into the' coiistrucfion of" 
concrete-steel beams and slabs; also that concrete should 
not be .stressed much above this amount in shear. The 
horizontal shear in the beam in a section just above. the 
rods is equal at any point to the incremient of stress in the 
rods. Hence, as we have used the same unit for shear 
and adhesion, there should be the same area across the 
beam as that of the surface of the rods. Round rods 
should then be spkced not less than 3.1416 times 
their diameter apart and square rods not less than four 
times their diameter apart; also the distance to the side 
of beam at last bar should not be less than one-half of 
these, respective distances. With rods spaced just these 
amounts/ it will be found that the distance from center 
of rod to bottom of beam will be zVz times the diameter 
of rod, which is an ample depth to insure gripping of the 
sleet by the concrete. Of course, rods can be given wider 
spacing than that shown in the figure, ("or example, square 
rods spaced five times their diameter apart will be two 
diameters from the bottom of beam. 

This limit in the spacing of rods is very -often over- 
looked in the designing of beams for buildings and for 
test. ^ The beams are made too narrow atid unscientific 
expedients are resorted to to overcome the defect. This 
has: even more force in the case of dependence upon high 
tension steel or mechanical bond, as the greater increment 
of stress that must be assumed demands greater area of 
concrete to take the horizontal shear. 

Again, in the matter of vertical- shear at the end of 
span. Assuming a safe bending moment as one-fourth 
of the 354 Z)2 already found, and equating to the expres- 
sion for the bending moment in a uniformly loaded beam 
at W lbs. tcrtal load, we have 

WL 
-^=88i?M X=apan in feet) 
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But the allowed end shear at 50 lbs. per sq. in. on a 
rectangle 12 ins. wide and D ins. deep, remembering that 
the maximum intensity of shear in a rectangular beam 
is three-halves of the average, is 

J^= 2x50X12 A 
2 3 

or total allowed load on beam =: JV =: 800 D, 

Substituting this value of IV in the equation above, we 

have 

88 

Hut, as D is in inches and L is in feet, the actual ratio 
is very close to 10. Hence, when the depth is more, than 
pne^enth of the span, the full load on a beam begijtis to 
overtax the shearing strength of the concrete before the 
steel reinforcement has its proper stress. Here agafn 
some investigators have erred by, making short, deep test 
beams ; and, finding that they fail in shear, concluding 
that concrete is inherently unreliable in shear; whereas 
the real fault is in the design of the beanL . 

In all concrete-steel designing more or less reliance must 
necessarily be placed upiOn the shearing strength 6( the 
concrete. It only remains to proportion the beam • o* 
slab in such way as to place the concrete where it wtH 
take the shear. The best mechanical bond can do no mote 
than transmit the forces of shear in concrete into direct 
stress in the steel 6r direct stress in the steel into sheiir 
in the concrete* It is difficult to see how stirrups placed 
at intervals could perform this function. 

From Pig. i it is seen that the maximiim d^pth of beam 
is 20 times the diameter of rod. Hence the maximum 
ultimate bending moment is 

354 D^ .= 354 X (20 <*)* = 141,600 d* 

But the minimum span must be 200 d to develop the 

adhesion iti the rod. This is 10 times the depth, which 

agrees with the limiting span for shear. Since the shorter 

the span the greater the load per square fool iox ^3ftfc ^"axaft. 



resisting momeat, we may obtain the limiting load per 
square foot thus: The moment in foot-pounds on a span 
SKO 4 -T- 12 ft long is 

w/200rf Y ' 

T\ 12 / 

where w is the load jper sq. ft Equating this to 141,600 
d* we have w = 4,080. 

This is the maximum ultimate load per sq. ft. that can 
be placed upon the top surface of a concrete-steel beam 
of stone concrete designed in the proportions here given 
and with the units here employed. 

For cinder concrete, by the same course of reasoning, 
using 750 lbs. per sq. in. ultimate compression and 30 
lbs. per sq. in. for adhesion and shear, we arrive at the 
following results : 

Maximum ultimate betiding moment ^= 133 D^. 
: Minimum span for adhesibn i:: 333 d, or 6.a6 D. 
. Percentage of steel reinforcement = .47. 
. Minimum span for shear = 6^65 X depth. 

Maximum ultimate load per square foot = 3,91b lbs. 
• It is recommended that for quiescent loads as in build- 
ings a factor of safety of 3^ -be used, and for rolling loads 
a factor of 4. The minimum span lengths, or, in other 
words, the maximum depths, should be used orily . In 
extreme cases. In special cases, where th^ beams would 
be clumsy, some of the rods may be curved up and anchored 
at the ends, thus making suspension rods receiving all 
of their stress at the ends, A rod thus placed in a curve 
would carry the shear corresponding to its own tendon, 
leaving, the concrete to take only that -due to the trans- 
ferc^nce of stress into the horizontal rods. . 
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Fig. 2 shows the proportions for a beam of this design. 
The end detail of the rod should be capable of taking 
practically all of the stress on the rod; upsetting would 
not be necessary, however. Turning up rods at the end 
without anchoring the ends or making them continuous 
can scarcely be said to add any useful element of strength. 

The shear carried by the curved rod will be found to 
be equal to the stress in the rod times H -^ 1/2 L. 

For slabs of short span the rules of design here given 
would demand close spacing of steel of small diameter. 
Steel mesh is the most suitable material, if the strands are 
straight; or if wires or rods are used, alternate strips of 
the slab may be considered as beams supporting strips of 
plain concrete between, which act as fillers, or which 
may be considered to perform the useful office of absorb- 
ing shock. 

As an example of the application of the foregoing, given 
a floor with beams spaced 5 ft. and having a span of 20 
ft. and these beams carried by girders of the same span; 
all to carry 100 lbs. per sq. ft. of live load, considered as 
quiescent. Assume a depth of slab of 4 ins. and 3 ins. 
spacing of rods. The rod will be 14 of the depth, or 5^-in. 
from the bottom of the slab. The safe bending moment 
on the slab per foot of width, with the full area of the 
steel, would be loi X ^^ = ^fi^^ ft.-lbs. But the total 
moment, including 50 lbs. per sq. ft. for weight of slab 
is 150 X 25 -i- 8 = 469 ft.-lbs. Hence in 3 ins. only 

- ^ , ■ of the steel area is needed. Now, 1% per 
1616 

cent of 3 X 4 = -^5 *^- Vn.» and the fraction of 
this required is .044 sq. in. One-quarter-inch round rods 
will therefore suffice. One-two-hundredth of the span is 
.3 in. and the diameter of rods is less than this, as it should 
be. For the beam, assume a depth of 20 ins. This includes 
the depth of slab. Taking the dead load at 95 lbs. per 
sq. ft., the total moment is 5 X ^^S X ^ X '*^ -^ '^ "^^ 
4«/50 ft.-lbs. The allowed momenX otv iVv^^i^^'Wi ^tx \»sA 
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of width is lOl X 20^ = 40,400 ft.-lbs. The width of 
beam should therefore be 1.21 ft., or 15 ins. Rods will 
be 2 ins. from bottom of beam, and the area required is 
154 per cent of 300 = 3.75 sq. ins. Three iji-in. square 
rods will satisfy the conditions. The maximum diameter 
of rod allowed = 

;i-X240=1.2in8. 
200 

For the girders, assume a depth of 32 ins., including 
the depth of slab. Using a dead load of 120 lbs. per 
sq. ft;, the total maximum moment is 220 X ^o X 20^ -1- 
8 = 220,000 ft-lbs. The allowed moment per foot width 
of girder is lOi X 32*= 103430 ft.-lbs. The width of 
beam required is then 25^2 ins. The area of rods required 
is iJ4 per cent of that of the beam, or 10.2 sq. ins. This 
is very nearly made up by six rods il4 ins. in diameter 
and two i 5-16 ins. The allowed safe shear on the full 
section of the concrete girder is 2-3 of 200 (the nominal 
ultimate) -- 35^ (the factor of safety), or 40 lbs. per 
sq. in. The concrete will then take 46 X 3^ X 25.5 =s 
32,640 lbs. The total end shear is 44,000 lbs. As the con- 
crete will take just about ^ of the shear, we may turn 
up the two I 5-16-in. rods and anchor them at the ends, 
as in Fig. 2. The stress in these rods will be the product 
of their area and 2-7 of 40,000 = 30,930 lbs. The shear 
that they will carry is found by the method given under 
Fig. 2 to be 11,680 lbs., which is just about the amount 
needed to supplement the shearing strength of the concrete. 
The diameter of the horizontal rods is just, a trifle more 
than 1-200 of the span length, and the rods can be spaced 
a little more than it or 3.1416 times their diameter apart 
The two curved rods may be placed between horizontal 
rods, as they give rise to no horizontal shear in the con- 
crete; the latter merely hangs upon them as a saddle. 

In a beam of the magnitude of the one just propor- 

tt'oned some saving of steel could be effected by placing 

the rods nearer to the bottom oi t\\e \it.^.ta» ox, ?»;i^, ^\t^. 
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from the same, and making their area inversely propor- 
tional to the distance from center of steel to center of 
compression in concrete. 

The writer believes that the foregoing principles of de- 
sign, while they do not show the apparent economy of 
some special systems, would place concrete-steel designing 
in the class of sound engineering and force recognition 
where it is now decried. 

Tests of beams thus systematically designed would show 
where any modification of units .is needed. 



THE DESIGN OF REINFORCED CONCRETE BEAMS 
AND SLABS. 

Sir: I have read with great interest the article by Mr. 
Edward Godfrey on the design of reinforced concrete 
beams and slabs in your issue of March 15, and would say 
that he has handled the fundamental questions of the 
subject with great clearness and ability. He has, how- 
ever, been intent on simplifying the calculations too much 
and thus fallen into the mistake of deriving empirical 
formulas. It seems to the writer that it is just as easy 
to err on one side as the other of mathematical complexity. 
The same path which has been pursued in deriving for 
steel beams working formulas which have stood the teit 
of experiment and experience should be followed here. 
The fundamental assumptions, which are the solid founda- 
tions of the mathematical edifice, must be carefully weighed 
and made as broad and simple as possible. After having 
done this we can proceed with full confidence that we will 
not be led astray by a mathematical will-o'-the wisp. Where 
fanciful and complicated formulas have been derived, the 
fault is not to be found, as is often too hastily assumed, in 
mathematics as such, but in the lack of judgment or com- 
mon sense in not starting aright. Mathematics can be 
compared to a powerful locomotive vi\\\cVv, ^vn^ti "^ 0^^"^"^ 
track and a cool brain to guide it, w\\\ attVj^ ^V *\V& ^^^'^^^ 
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nation with accuracy and dispatch, but if put on a poor 
(rack a^d in the hands of an incon^etent runner^ will 
land in the wayside ditch. 

The writer firmly believes that the mathematical engine 
has been started correctly by Mr. Paul Christophe in his 
classical work on reinforced concrete. The ; assumptions 
that he starts on are carefully weighed, simple and, if I 
may be allowed the expression, eminently sane. They are, 
with modifications proper to the new material, the same 
as those for the steel beam and should therefore lead to 
as satisfactory results. As a matter of fact, numerous 
experiments which have come to the writer's knowledge 
bear this out. Not to go into the subject too deeply at 
present, the writer would say that the percentage of steel 
for stone concrete of 1.25 per cent, which Mr. Godfrey gets, 
is excessive. Christophe demonstrates that for rectangular 
beamr there is a certain percentage of steel with a cor- 
responding position of neutral axis and depth of beam 
at which both the concrete and the steel are stressed up to 
their full respective values and which is therefore the 
economical one to use, as both above or below this point 
either the concrete or steel are over-stressed. Taking the 
depth of beams the same as the distance of the center of 
steel from the top of beam (which is the most rational 
thing to do, we can then add as much or as little concrete 
below as other considerations will dictate) we get for the 
percentage 0.60, for the position of neutral axis 0.385 of 



the depth h and for A=0.10S l M^ where M is the bend- 
ing moment and e the width of beam. There are several 
other questions which the writer would like to take up at 
some other time. In conclusion he would say that he 
agrees with Mr. Godfrey that correct principles of design 
while they do not show the apparent economy of some 
special systems, would place concrete-steel designing in 
the class of sound engineering. There are enough in- 
herently weak points in concrete-sted a^ t^%"aitds work- 
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manship and materials that we should not add further 
uncertainties caused by strenuous inventors and adherents 
of special systems. The latter as a rule care very little 
for advancing the cause of good engineering as long as 
they can make it pay and cases are liable to arise where 
twisting and even falsification of facts may be resorted to 
in order to keep an otherwise discredited system in ap- 
parently good repute. Yours truly, 

Henry Szlapka, 
Resident Engineer, Toledo-Massillon Bridge Co. 
342 Mint Arcade, Philadelphia, Pa., March 30, 1906. 



Sir: I am in receipt of proof of a letter to you from 
Mr. Henry Szlapka, criticising my article on the design 
of reinforced concrete beams and slabs, published in your 
issue of March 15, and desire to thank you for this op- 
portunity to reply to the same. 

The first word that strikes me as strange in this letter 
is the word empirical, as applied to my formula. Em- 
pirical is defined as pertaining to or derived from experi- 
ment. In the sense that unit values, and sometimes final 
results, in formulas for strength must be derived from 
experiment, all such formulas might be classed under this 
head. But as commonly employed the term means a more 
or less scientific gues$. The formula I derive is not em- 
pirical, for it is derived from the well-known theory of 
beams, using the strength of steel and concrete as deter- 
mined from tests, and a position of the neutral axis deter- 
mined from tests to locate the neutral axis (not by the 
uncertain method of using comparative moduli of elastic- 
ity). Mr. J. J. Harding, in a paper read before the West- 
ern Society of Engineers, Oct. 25, 1905, says, "Experimental 
methods are desirable for determining the position of the 
neutral axis, as it enables one to design a beam without 
making an assumption as to the modulus of elasticity of 
the concrete, which may easily vary 100 per ceut," 

For the sake of simplicity 1 Vvavt d\m\tvaXt^ ^^acftfc ^^ 
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the unnecessary kinks in the other formulas. For ex- 
ample, I have represented the stress in the concrete by 
a triangle and not by a triangle with a little segment 
added to the hypothenuse. The strength of concrete is 
not so well defined, even if conditions of manufacture 
and the materials appear to be identical, as to make it 
expedient to coutit in the almost insignificant segment of 
force with all of the complexity it entails in the formula, 
granting for the sake of the argument that the compres- 
sion in the concrete does not vary as the distance from 
neutral axis. Suppose it should be discovered by use of 
exceedingly delicate instruments that steel under various 
stresses has a sliding modulus of elasticity, then the 
principle of the design of beams that the extension or 
shortening of the fibers varies directly as the stress would 
not be exactly correct, and the stress would not vary in 
intensity exactly as the distance from the neutral axis,, 
but as the ordinates to some curve. Now there is no 
doubt at all that some mathematician would arise, with 
lots of time at his disposal, who would work out a gen- 
eral formula to take this variation into account for all 
shapes of beams. A difference in the strength of beams 
might be found amounting to one or more per cent. The 
strength of one bar of steel tested at two different places 
may vary several per cent, and the opinions of two 
engineers as to the proper factor of safety may vary still 
more; but this does not concern the mathematician, who 
has found a principle of mathematics violated by the com- 
monly used "empirical" formula. Now I do not want to 
place a practical designer like Mr. Szlapka in a class 
with this mathematician, but I want to say that there is 
a lot of mathematical dust thrown into the eyes of de- 
signers who have not the time or the inclination to delve 
into these abstruse mathematical questions, but who would 
Jike at the same time to know a sound reason for using 
a formula, and to have that formula stnpped oi ^\l ^Uments 
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that complicate it without introducing any useful additional 
clement of correctness. 

As to i^ per cent of steel being too high, I iquote from 
Prof. A. N. Talbot in Engineering Newd, July-December, 

1904, page 125: "For 1:3:6 concrete, reinforcement as 
high as i^ per cent for steel of 33,000 lbs. per sq. in. 
elastic limit * ♦ ♦ may be used without developing 
the full compressive strength of the concrete." The pro- 
portions of concrete that I recommend are i : 2 : 4, a much 
stronger concrete, generally, than 1:3:6; it would allow 
a greater percentage of steeL Again, to quote Prof. W. 
Kendrick Hatt in "Engineering Record," Vol. 51, page 545' 
"In the writer's tests of beams under a center load, 2^ 
per cent steel failed to develop the crushing strength of 
the concrete." In Engineering News of Feb. 15, 1906, p. 
170, Mr. J. J. Harding states that for steel of an elastic 
limit of 35iO0O lbs. he would use between i and i^ per cent 
of the area of the concrete. Mr. T. h, Condron, in a paper ^ 
read before the Western Society of Engineers, March 15, 

1905, says: "For extra strong concrete of about i of 
cement, 2 of sand and 4 of broken stone, the percentage 
of reinforcing may be increased to 1.25 per cdnt." (This 
in a discussion of 202 tests.) Ih view of the foregoing 
conclusions from the results of tests it is hard to see the 
force of Mr. Szlapka's bald assertion that ij^ per cent is 
excessive. . ' : 

Mr. Szlapka also objects to my assUinptkm 'that the 
neutral axis is in the middle of the depth of concrete. As 
intimated, this was done on the strength of the results 
of tests or measurements to locate the neutral axis and 
not by means of a fancy formula, though it is not at 
variance with one of the most complex formuliis I could 
find. In Engineering News, July-December, 1904, pp. 
124-125, Prof. Talbot gives plottings of the position of the 
neutral axis. For 1.39 per cent reinforcement the di&ta.tu^<^ 
from top of beam is almost exactly so v^t c^tvl ol >Cc«. ^«^^ 
from top of concrete to steel. For 0.97 v^t cctiX. Vt ^^ "3&i««x 

19g 



0.42 of the same depth. Prof Talbot gives this formula 
for finding the position: k = 0.26 + 0.18 />, where k is 
the fraction of depth from top to neutral axis, and p 
is the percentage of steel. For 1% per cent this would 
be 04B5 of depth from top of concrete to steel. Prof. F. 
£. Turneaure in Engineering News, July- December, 1904, 
p. 215, says: ''The diagrams show the neutral axis to lie 
at first very near the center of the concrete beanL As the 
cracks develop It moves gradually nearer to the compres- 
sion side.'' 

The use of the term "depth of beam" to designate the 
distance from top of concrete to steel is merely a mat- 
ter of nomenclature. There are good practical reasons for 
using the outside depth of concrete as the "depth." In 
the first place it figures in the mind of the designer as 
the depth and governs the clearance, and it is usually in 
round numbers. In the second place a rule such as I 
give requiring ^ of the depth from center of steel to bot- 
tom of beam gives sufficient concrete below the steel to 
grip it and does not admit of skimping in this respect. 
It itf a verf essential point of design that the steel be sur- 
rounded with enough concrete to grip it effectually. This 
is a point often overlooked in designing. 

It has not been my purpose to discredit mathematics 
but to point out the fallacy of unnecessary complication 
in formulas for use. In the struggle for existence the 
fittest formula has generally been found to be the simplest. 
Yours very truly, 

Edward Godfrey. 
Moaongahela Bank Building, Pittsburg, Pa., April 12, 1906. 



THE DESIGN OF REINFORCED CONCRETE 
BEAMS AND SLABS 

Sir: The writer asks for the privilege of presenting a 
reply to Mr. E. Godfrey's letter m 'yo>3LT Issue of May 3, 
fe" the sake of continuing a d\scu%s\otv ^xv^ s^^xVm^ 
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for the last word, but because many points are raised 
of an exceedingly practical character, on which the writer 
earnestly seeks for light. If Mr. Godfrey's statement that 
il4 per cent is the proper amount of steel reinforcement 
is correct, then the writer is wrong by over loo per cent 
and naturally feels great uneasiness over the safety of 
numerous structures which he has designed, and which have 
been built on his theory. His only justification must be, 
that he has erred, not through carelessness, but through 
unavoidable ignorance which is shared by a great number 
of his colleagues. He would like to ask Mr. Godfrey and 
beyond him, all practical designers who may notice this 
letter, whether they have used a percentage of i% or one 
nearer 0.60 in their actual work. If they have used the 
former, they were more fortunate than the writer in not 
having had to meet close commercial competition. 

A great number of times estimates made on the writer's 
theory have been beaten by reputable rivals and those of 
his designs which were executed did not differ by any 
material amount from other plans. The sizes given by 
his theory have usually compared closely with those by 
other more competent designers and, moreover, have passed 
the careful scrutiny of building inspectors. If he is 
radically wrong, he can only regret that he did not follow 
the advice of one of the best known bridge engineers given 
some years ago, who told him that he was too yotmg to 
risk his reputation by dabbling with reinforced concrete, 
because in the course of time such structures would develop 
numerous flaws as yet hidden from observation. As a 
matter of fact, a concrete engineer has to take too many 
chances from poor materials and lack of care in execution 
of his work to add deliberately another grave risk of 
error from theory. Where so much uncertainty exists, he 
must accept the best current practice, select the most 
reasonable theory as .a basis for his designs and await the, 
consequences, assured that he cannot \>^ Vi^^ TcvsyfsiS^j^ "t^- 
sponsible for defects which could not be vteJCoJL^^Xs^ ^^'^'^^ 



an due precaution. The case ivould be different with a 
designer who use gross 'section instead of net of the steel 
reinforcement with the intention of -making his customer 
believe he was getting more than he actually received. This 
is a matter in which ignorance cannot be excused. 

Mr. Godfrey takes up considerable space in combating 
statements never made by the writer, which cover points 
on which, as a matter of fact, they are in agreement, as 
will be shown. He also talks about ''mathematical dust" 
and **bald*' statements. The "mathematical locomotive" 
naturally raises a great deal of dust in its flight through 
spacq like its material prototype, but that is a by-product 
which need not concern the man at the throttle. It can 
be left to be gathered up by the poor professional mathe- 
maticians, for whom most engineers profess such a marked 
contempt. As to baldness, the writer does hot worry 
about being in that incipient condition himself, but feels 
very much concerned about his statements having reached 
that stage. 

To bring matters to a definite issue the writer will 
briefly state the fundamental assumptions of Mr. Chris- 
tophe's theory and ask Mr. Godfre/s and others' opinion, 
why in the presentf state of the art they are not the best, 
avoiding unnecessary refinement on the one hand, and 
being sufficient on the other to serve as a broad basis for 
elaboration. If they are correct, the Writer feels no hesita- 
tion in following wherever they lead to. These assump- 
tions are five in number: (i) Solidarity of concrete and 
reinforcement, provided the latter is so arranged as to 
assure a sufficient bond between the two ; (2) invariability 
of plane sections; (3) invariability of the coefficient of 
elasticity of concrete in compression within the usual limits 
of stress; (4) neglecting the action of concrete in tension; 
(5) absence of initial stresses. 

Mr.Godfrey speaks in all cases of ultimate values, whereas 
"^ ordinary theory does not pretetvd \o icJ^ow "Vi^-^wA 
elastic limit, cither in stee\ ox m cotv-w^V^ ^v.^^V ^siA. 
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it therefore seems that results de4uced from testing beams 
to failure have little value as interpreted by our ordinary 
formulas. Moreover, beams of rectangular section, which 
are the only ones fully discussed in textbooks and expert- 
tnented on, are very little used in actual practice as com- 
pared with beams of T section where the floor slab is 
counted on for part of the compression flange. What per- 
centage of steel would Mr. Godfrey fix on for that case? 

As to the writer's definition of "depths of beam" it is 
the only rational one to use, even if this statement is 
bald. Take a shallow beam, say 8 ins. deep and a deep 
one, say 36 ins., both within practical everyday limits. 
In the one case Mr. Godfrey would get i in. and in the 
other 454 ins. for the amount of concrete under steel. 
Would he actually use these figures in a conunercial de- 
sign? This amount will rather be found to be a constant 
and that because of a very important consideration which 
Mr. Godfrey has not touched on. That is the protection 
afforded against fire, and here a great diversity of opinion 
exists. Prof. Chas. L. Norton, as quoted in Taylor & 
Thompson's book on concrete, considers 2 ins. in all 
beams and girders essential and most building regulations 
call for at least that amount. However, no more than 
1 54 ins. has been used very often and passed by some 
building departments. In a fire test of a system which 
has never used more than that amount it was incresed 
to 2^ ins., for the purpose of the test only, according to 
the writer's best knowledge and belief. There is also 
another point in this connection which has not been com- 
mented on, and which deserves careful consideration. In or- 
der to attach shafting or pipes to reinforced concrete beam^, 
many different devices have been used, among others some 
in which a socket or similar device is in close contact with 
the reinforcement In case of fire, heat is thus trans- 
mitted directly to the steel rciniotc«mcnl Vv>aDk ^^ .\^^v^ 
of batting it rapidly and cansing VVvt cotvRX^Xfc "^xQJwdCissa 
to faU off, due to thd unequal cxpati9ioti,\)cv^ woRX^'^^^s^^*' 
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a much longer time to heat to the same temperature than 
the steel; therefore, such devices should not be allowed, 
or, if they are, the buitdings so constructed should not 
be held up as examples of fireproof construction. The 
last two points mentioned have apparently been frequently 
overlooked, but should not be slighted in the future. 

If the inventor of a system is compelled to use features 
which cannot comply with scientific requirements and tries 
to pass them off under the sanction of the building depart- 
ment of a prominent city, he is no better than the packer 
of poisoned meat who uses the apparent sanction of United 
States government inspection which, when closely investi- 
gated, has no substantial meaning, but of which fact the 
public knows nothing. 

As stated before, there are enough unavoidable uncer- 
tainties in the subject without adding other difficulties of 
our own making. In the rebuilding of San Francisco rein- 
forced concrete will play an important part, but grave 
fear must be entertained that unscrupulous competition 
will result in much reckless and "skinned'' work, unless 
held in check by regulations and inspection which are 
more than a mere name. Yours truly, 

Henry Szlapka,, 
ReS; Engr. Toledo Massillon Bridge Co. 

342 Mint Arcade, Phila., May 7, 1906. 

The author did not reply to the above letter of Mr. 
Szlapka. The letter does not bring out much that is new. 
As to Christophers assumptions. No. (5) would not hold 
in ordinary beams, as the shrinking of the concrete does 
put initial stress in the steel, and this disturbs all assump- 
tions about the coefficients of elasticity, including 
1^0. (3), as made use of to locate the neutral axis. 
As to the amount of concrete that is proper to use below 
the steel, it would not be reasonable to use the same amount 
below a wire mesh In a slab as would be needed below 

and around a round or square bkt 2 m, ot so m ^vasn^x.^.. 

The concrete is needed to grip as hjcW a% ^o\ftt\. >^v^ ^\fc<\^ 

2(»S 



atid light sections of steel do not need as much concrete 
to grip them as heavy sections; also light sections do not 
heed as much protection as heavy ones, because they arc 
of less importance in the structure. One inch of concrete 
lis sufficient in a shallow slab. It is totally inadequate in a 
large beam with heavy rods. — [Author.] 



The Design of Reinforced Concrete 
Columns and Footings. 

INTRODUCTION.— In the paper published in En- 
gineering News of March 15, 1906, the writet derived 
some simple formulas for the design of reinforced concrete 
beams and slabs and some rules governing the proper pro- 
portioning of the steel for reinforcement and the limiting 
span length. Accepting the premises given in that paper, 
it becomes a simple matter to design beams and slabs in 
this comparatively new combination ot materials. There 
seems to be no voice lifted up to deny the complete safety 
of beams thus designed to carry their loads, and no sub- 
stantiated objection to the proposed method of design his 
yet been raised on the side of economy — the other end of 
the see-saw that the engineer must maintain in equilibrium. 

Mapy so-called practical tests have been made on rein- 
forced concrete construction in place that do npt merit 
the name of tests. They are made on a small section of 
a floor supported on all sides by the contiguous construc- 
tion, and do not test in any adequate sense the jpart of the 
floor immediately loaded. If a designer of steel construc- 
tion should load a beam by placing a uniform load on a 
fraction of its length and declare that from the results of 
the ^'tcst" the beam is shown to be capable of carrjring 
that uniform load throughout, he would be promptly ruled 
out ; and yet this is the kind of test that is commonly held 
up as demonstrating the aWUty oi ^om^ iottaa <A ^wv- 
crete^eel design to carry enottnous \o«l^%. Cja.t^^ ^^'^^ 
of isolated beams have been made \n \3Lt"g^ tvwcCq«x^> ^^^vc 
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have proven with practical agreement the correctness of 
the premises and rules of proportion as well as the re- 
sulting formulas obtained by the writer in the paper above 
referred to. 

On account of inquiries and criticisms that the writer 
has received from different sources, it is thought to be in 
place to amplify the former paper on beams and slabs by 
what immediately follows. 



^ N^ 



Fig. 1. 

Tests have shown that rods of a greater diameter than 
about i'200 of the span are apt to pull out of the concrete 
without breaking, on account of the lack of length in con- 
crete to grip the metal effectually. Other tests have shown 
that beams having a greater depth than one-tenth of the 
span and containing horizontal rods at the bottom, or 
having rods turned up at the support and not anchored at 
the ends, will fail when loaded to destruction, approxi- 
mately as per sketch Fig. i. This demonstrates the in- 
ability of the concrete in beams so designed to carry the 
end shear, vertical and horizontal (which combine in the 
diagonal line in the figure), when the depth exceeds one- 
tenth of the span. 

On the location of the neutral axis, theoretical methods 
of determining its position by the relative moduli of elas- 
ticity of steel and concrete are unsatisfactory, on account 
of the wide variation in the modulus of elasticity of con- 
crete as determined by compression tests. There is, how- 
ever, a more direct method of locating this axis, and one 
which gives more concordant results, namely, by measur- 
ing the relative extension and shortening of the lower and 
upper fibres in a beam under test In a letter replying to 
" mtic on this phsi$e of the subject the writer gave the 
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following defense of his position, which is here repeated 
to make this paper complete for reference: 

"In Engineering News, July-December, 1904, pp. 124- 
125, Prof. Talbot gives plottings of the position of the 
neutral axis. For 1.39 per cent reinforcement the distance 
from top of beam is almost exactly 50 per cent of the depth 
from top of concrete to steel. For 0.97 per cent it is about 
0.42 of the same depth. Prof. Talbot gives this formula 
for finding the position : k = 0.26 + 0.18 p, where k is the 
fraction of the depth from top to neutral axis and p is 
the percentage of steel. For ij^ per cent this would be 
0.485 of the depth from top of concrete to steel. Prof. 
F. E. Turneaure in Engineering News, July-December, 1904, 
p. 215, says: The diagrams show the neutral axis to lie 
at first very near the center of the concrete beam. As the 
cracks develop it moves gradually nearer to the compres- 
sion side.'" 

On the proper percentage of steel the writer's paper was 
also criticised by the person to whom the reply in the last 
paragraph was directed. This critic stated that 1% per 
cent is too large a percentage of steel. This criticism is 
correlative with the one on the location of the neutral 
axis. A higher location of that axis means a less per- 
centage of steel, since it affords a larger lever arm or 
effective depth in the resisting moment. The writer's reply 
to this criticism was as follows: "As to i}i per cent being 
too high, I quote from Prof. A. N. T^ilbot, in Engineering 
News, July-December, 1904, page 125 : Tor 1:3:6 
concrete, reinforcement as high as Ij4 per cent for steel 
of 33,000 lbs. per sq. in. elastic limit * * * may be used 
without developing the full compressive strength of the 
concrete."* The proportions of concrete that I recom- 
mend are I : 2 : 4, a much stronger concrete, generally, 
than I : 3 : 6; it would allow a greater percentage of 
steel. Again, to quote Prof. W. Kendrick Hatt, in "En- 
gineering Record," Vol. 51, page 545: "In the writer's 
tests pf beams under a <;enter Vo^4 ^Y^ ^"i ^^^5fi^ ^V ^^^ 



failed to develop the crushing strength of the concrete." 
In Engineering News of Feb. 15, 1906, page 170, Mr. J. J. 
Harding states that for steel of an elastic limit of 35,000 
lbs. he would use between i and ij^ per cent of the area 
of the concrete. Mr. T. L. Condron, in a paper read be- 
fore the Western Society of Engineers, March 15, 1905, 
says: "For extra strong concrete of about i of cement, 
2 of sand and 4 of broken stone, the percentage of rein- 
forcement may be increased to 1.25 per cent." (This in a 
discussion of 202 tests.) 

The writer has been asked why he does not use the floor 
slab in connection with the beam as top flange, making a 
tee beam out of it The buckle plate in a steel floor would 
not be used as top flange of the floor beams, though it may 
be secured flrmly to the beams; and there is no good rea- 
son for using the concrete-steel floor slab as part of the 
beam. The slab is spread out too much for a proper dis- 
tribution of the stresses, and it may have holes cut into it 
for pipes, etc., thus destroying its value as beam flange. 
Again, to include it in the calculations would add largely 
to the percentage of steel in the lower half of the rectangle 
of the beam. The rectangle of the concrete should not be 
called upon to take care of more than about iji per cent 
of steel. Practically the only saving effected by counting 
in the slab is in the amount of concrete in the lower part 
of the beam. The concrete is needed there to protect the 
steel against corrosion and fire, and generally to give width 
enough to the beam to take care of the horizontal shear. 

The subject of the limiting load that a concrete-steel 
beam of the proportions given in the former paper may 
carry may be amplified as follows : Assuming the neutral 
axis of a beam to remain in the middle of its depth for 
safe loads, it is seen that the safe resisting moment of the 
beam is directly proportional to the amount of steel. For 
steel in less amounts than i^ per cent the stress in the 
concrete is less than 2,000 lbs. pet sq. in. at 40,000 lbs. 
per sq. in. on the steel, but cases. vdVi 7l\\%^ V4\vt.\t \\. 'v3» 
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more economical to increase the relative amount of con- 
crete. If the depth of a beam be doubled, its resisting 
moment per foot of width will be four times as great, 
assuming that the steel is still V/i per cent; that is, that 
the steel is doubled also. Now, if the amount of steel in 
the beam of double depth be divided by two, the resisting 
moment will be one-half as great. In other words, if the 
same rods be used in a beam of twice the depth, the re- 
sisting moment is doubled. The weight of the concrete 
and the depth of the beam are, of course, twice the values 
in the original beam, and these may be objectionable, when 
the double strength could be obtained by using a beam 1.4 
times as deep, with ij^ per cent of steel. However, where 
a large increase in depth and weight of concrete are not 
objectionable, the limiting ultimate load of 4,080 lbs. per 
sq. ft. on the top surface of the beam may be increased 
without necessitating the curving up and anchorinig: of 
some of the rods. Thus, if the limiting beam of one-tenth 
of the span be doubled in depth, with the same steel, it 
will have twice the strength and also twice the shearing* 
area at the ends; hence it will have twice the ultimate 
capacity. In the foregoing the ratio in depth of one to 
two is taken to simplify the discussion. Any other relative 
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depths could be taken, and it would be lo\m^ >i?cva\. ^Vax<vw;i. 
with any given beam having iVi pet ^letvl o^ %V^^ ^^^ 

^08 



strength of a deeper beam of the same width with the 
same steel rods, placed }i of the depth from the bottom, 
win be directly as the depths. 

DESIGN OF COLUMN AND WALL FOOTINGS.— 
In proportioning concrete-steel footings the same prin- 
ciples of design hold; the beam, however, is a cantilever 
and not a simple beam. 

Given a wall footing with a projection p and an upward 
pressure of the soil of 5" tons per square foot; in order 
to have shearing area at the edge of wall to take the 
upward pressure on the projection p, at 40 lbs. per sq. 
in. on the gross area, we have 

40A=?^XA 

othzzz^SpS (i) 

That is, for every ton of soil pressure per square foot 
there must be a height h of 0.35 times p. Square rods 
seem to be the most suitable for footings. For the size 
of rod, in order to have 50 diameters of the rod in con- 
crete at the point of maximum stress it is necessary to 
use rods of a diameter not greater than 1-50 of the pro- 
jection p. The curve of moments and of stress in the rods 
is a parabola which lies at all points within the straight 
line representing the adhesion or gripping of the rod by 
the concrete. Hence p need be no greater than 50 d. As- 
sume that 

p = S0 d (2) 

and that the stress on steel is 12,500 lbs. per sq. in* The 
amount of stress on the concrete will be the same as that 
on the steel, hence we may write for the allowed moment 
on the section x inches in width and h inches in depth, 

M-l2,50O d^X~h=B,^M d^ A. 

But h = .3SP S, whence M = 3,099 p d^S inch-lbs. 
For the upward pressure of 5* tons per sq. ft. we have 



Equating these two values of M and using for p its value 

50 J we have • '" 

X =^ 8.93 d, or say 9 rf. i (3) 

Hence for any upward pressure the same rods would 
be used, having a diameter 1-50 of p and spaced 9 times 
their diameter apart. Only the height h would vary for 
different earth pressures, as per equation (i). 

The foregoing does not take into account the stress on 
the concrete, but we have seen that when the steel does 
not exceed V/i per cent of the concrete the stress in the 
concrete will not be excessive. When the steel In this foot- 
ing = iJ4 per cent of the concrete, 

A=8.89^or8.89xA= 
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This would mean an earth pressure of only about a half 
a ton per square foot. Hence for all practicable earth 
pressures the amount of concrete is ample. 

In square footings for columns the comers will have a 
projection 14 times that of the sides. The height h 
should be made 1.4 times that obtained by equation (i) 
using the projection at the side. Some rods should be 
laid diagonaUy, as shown in Fig. 3. 




If cinder concrete be used in the wall footing, at 25 
lbs. per sq. in. shear on gross area, we have 

f=&3 d V<^ 

fc=i.56Si»....... ^'^ 

X == 8.S d:.... 
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- For d plain concrete footing in stone concrete^ allowing 
40 lbs. per sq. in. as safe modulus of transerve strength 
we have iQT the bending moment under edge of wall 
2,000 5'y^» 

and fc^ the resistinjg moment Tz. — both on a rectangle h 

inches deep and one inch wide. Equating these we find 
the. . following to be very nearly true: 

S p^ = h^ (7) 

For a plain cinder concrete footing at 20 lbs. per sq. 
in. safe modulus of transverse strength, similarly we find 

oSp^^h^ (8) 

By the foregoing we may obtain the relative cost of 
footings plain and reinforced. Thus at two tons per sq. 
ift. earth pressure, by eq. (i) A = .7 /> (reinforced) and 
by eq.. (7}, h = 1.4 p (plain). By comparing the cost of 
the stdel reinforcement with that of the additional excava- 
tion and concrete the relative costs of the plain and rein- 
jfprced footing^ may be found. 
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Fig. 4. 



DESIGN OF COLUMNS.— In the design of concrete 

columns reinforced with steel it is essential to keep in 

mind the rational use of steel as a reinforcement in con->- 

Crete, namely, to take tensile stresses. When a prism is 

compressed longitudinally, its*. diameYet \^ mci^-a.^t^, \^^t«.^ 

$ihSi outer fibers are put under a.iitvu\^t \.eiv?\oTv. V^oo^^ c 
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spirals bedded near the surface of a circular column will 
resist this tension and relieve the concrete. Hoops would 
have to be welded into solid rings to be of use, but a spiral 
ihay be used in long lengths, M. Considere in a series 
of tests oh hooped concrete columiB found that they cx^ 
hibited great strength against compressive loads. They 
also showed regularity in the matter of failure. Where 
a plain concrete column would break suddenly without 
warning, a hooped column would hold together after cracks 
had shown partial failure to have occurred. These are 
desirable qualities in any kind of construction. Columns 
reinforced with longitudinal rods only did not show much, 
if any, advantage over plain columns. Longitudinal rods, 
however, are very useful in connection with a coil to 
space the loops and to tie the concrete together longi- 
tudinally, also to assist in resisting flexure in the column 
due to eccentric or horizontal loads. 

It may be shown by a little computation that the area 
of metal required at a given unit stress to contain the liquid 
contents of a cylinder by resisting the bursting pressure is 
double that required to support the same load if the 
cylinder act6 as a column. M. Considere found by the 
formulas for earth pressures that a shell filled with sand 
is 24 times as effective to sustain the load as it would be 
in the form of a column, at the same unit stress, and his 
experiments along that line confirm his calculations. This 

would mfeah that the lateral pressure of the sand is ■ . ■ - 

times its longitudinal prj^ssure. If, then we treat the 
disintegrated concrete, at . failure, as a substance whose 

pressure agiLinst the spirals is -^ times that of a liquid 
confined in a cylinder, we may arrive at the teiisioli on a 
spirsfl. In the tests above referred to some very high unit 
loads were shown at failure, while some of the tests 
failed between two and three thousand poMxvds "^^t v^c^ax^ 
inch. While the hoops or coils may \io\d tVve ^\s\Tv\fc\gt^Xft^ 
concrete tegsiher and show high umt VoaAs \ift\ox^ v^- 
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mate failure, the nature of the material as commercially 
made does not justify a higher safe unit load than about 
550 lbs. per sq. in. The concriete between the spirals is 
in no better shape to resist compression than that in a 
beam. Using this unit load in short columns (under ten 
diameters in length) we have for our effective liquid 
pressure 550 -h 4.8 = 115 lbs. per sq. in. 

Let D = outside diameter of column and J< D = pitch 
of coil, in inches. 

The tension on a coil = 

2 8 
Allowing 12,500 lbs. per sq. in. on the steel we have for 
square rods of diameter d inches 

12,500 if* = 7.2 D\ 

Or, ^=A^ newly. 

If the diameter of coil be made % that of the column 
and that of the steel be made 1-40 of the same the stress 
on steel will be practically 12,500 lbs. per sq. in. 

It is recommended that round or octagonal columns be 
used and that the full area of the circle be included as 
taking the load, also that square rods be used having a 
diameter one-fortieth that of the column in a coil with a 
pitch one-eighth that of the column. ' Where 1-40 i> would 
give an odd figure the nearest sixteenth or eighth may be 
used and the pitch made five times as great. 

In proportioning the longitudinal rods we may, in order 
to establish a rule for their size, follow the method em- 
ployed by Marsh in "Reinforced Concrete" and allow 
them to take the outward force of the concrete between 
the spirals. If we assume eight square rods placed verti- 
cally inside of the coil, their clear span is 

8 AO 10' 
The outward force from the iiS 1^». pe:t ^. *m. ol ^"svamt! 



liquid pressure is 115 X ^ D -^ S per inch. Being 
fixed ended their moment is 

8 100 12 
Equating this to 12,500 rf'* -r- 6, the resisting moment' of 
square rods of a diameter d', we obtain 

38 

This is close to one^fortieth of the column diameter; 
hence eight rods of the same diameter as that used in 
the coil may be placed on the inside of the coil and wired 
to the same. Wherq a coil ends the next should lap not 
less than half a coil, which would be about 55 diameters. 

For columns more than ten diameters in length it is 
recommended that smaller unit loads be used, down to a 
minimum of 370 lbs. per sq. in. at 25 diameters. They 
should not be any more slender than one-twenty-fifth of 
the length. Between 10 and 25 diameters the allowed unit 
pressure would be found by the following formula: 

/>=670— 12 -^ 

where p = pressure per square inch, 
/ = length in inches, 

D = diameter in inches. 

It is recommended that the same reinforcement be used 
in all columns of a given diameter, so that flexure will 
be taken care of in long columns. 



THE DESIGN OF CONCRETE STEEL BEAMS AND 
SLABS 

Sir: Referring to the papers by Mr. Edward Godfrey, 
published in your issues of March 15 and July 12, I con- 
tend that the formulas and rules given by Mr. Godfrey 
are not sanctioned by practice. 
Tests have shown that the adhesion \ic\weexi ^\ftA "ascA 
concrete decreases with the diameter oi V\ve^ tQ^^ ^xc^^^^^^ 
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(Service Francais des Phares et Balises, etc), and fol- 
lowing the rules given by Mr. Godfrey, to use rods of a 
diameter no more than 1-200 of the span of the beam, the 
designer will, in many cases, get too small rods. For 
example, for a beam of a span of 6 ft. the rods are to be 

?^?=0.36-in.=about J<-in. 

A good designer will never use H-'m- rods in a beam. 
Rods for beams especially should have sufficient stiffness 
not to bend at many points under the load of the concrete. 
If too small rods are used it will be very difficult to assure 
their distance from the bottom. To choose the proper diam- 
eter of the rods in each case the designer should have had 
practical experience; otherwise he may sometimes choose 
rods not easy to handle an4 which will not always allow 
him to get into the work the reinforcement made with a 
pencil on drawing paper in the office. 

As for the space between the rods, the rule given by Mr. 

. Godfrey will induce the designer to use too large beams. 

In such beams longitudinal cracks occur between the rods. 

Stirrups are very useful and increase the strength of the 
beam. Well designed beams reinforced with stirrups will 
not fail as shown by Mr. Godfrey on the sketch on page 
30 of Engineering News of July 12, though the height 
be greater than i-io of the span, an^ by the by, I would 
ask Mr. Godfrey why, in the example given by him (Eng. 
News, March 15), he does not follow his own theory, 
assuming for the main girder of a span of 20 ft. a depth 
of 32 ins. instead of i-io X 240 = 24 ins. As for the 
economy of beams designed according to the rules given 
by Mr. Godfrey it seems to me to be very problematical. 
A steel area of i^ per cent may be, when the depth and 
width of the beam are increased beyond certain limits, 
too expensive for the purpose. To get a good idea about 
the cost of reinforced beams 1 yiou\A. ?»Mgg^^\. \>cvax >JaR. 
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weight of the steel be given in pounds and the amount of 
concrete in cu. ft. Very truly yoiirs, 

Michael Morssen. 
38 West 26th St., New York City, July 15, 1906. 



THE DESIGN OF REINFORCED CONCRETE BEAMS 

AND THE LOCATION OF MAXIMUM 

MOMENT IN A FOOTING 

Sir: The writer has followed with much interest the 
development of a theory of reinforced concrete design as 
presented by Mr. Edward Godfrey, and the various com- 
ments and criticisms thereon by other engineers. That 
this is the writer's first participation in the discussion 
is due to the fact that he disagrees so entirely with Mr. 
Godfrey's fundamental assumptions that there is no pos- 
sibility of carrying on a reasonable controversy. As 
stated in the columns of this paper, and elsewhere, the 
writer believes that reinforced concrete should be designed 
for the actual loads to be carried, the factor of safety 
being obtained by assigning allowable working stresses 
to the concrete and steel respectively. Where the distance 
of the neutral axis from the compression surface of a 
beam or slab is introduced in a formula, the value used, 
in the writer's opinion, should be that which exists under 
the working load, when the unit stresses in concrete and 
steel do not exceed their allowable limits. All authorities 
seem to agree that, even for the same beam or slab, the 
neutral axis is in an entirely different position under 
the breaking load. Without going into the question of 
formulas at all, there would seem to be no reason why 
reinforced concrete should not be subjected to the same 
rules as those which govern designing in other materials. 
These require the stresses under actual working load to 
be determinate, and that they shall not exceed the allow- 
able values prescribed for each \c\nd ol TwaX«na\. '^'i 
design that has not been made on t\i\s \sai\s c^ti ^:atei^^^ 
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with building laws, architects' specifications, and the like» 
which almost invariably express their requirements in the 
form of allowable working stresses. It should be apparent 
that no one formula, involving such variable quantities as 
the coefficient of elasticity for concrete in compression, and 
the distance of neutral axis from compression surface, can 
or should be used for both ultimate and working loads. 
Let us say, for example, that a beam has been designed 
by such a formula to fail at four times the working load, 
and that the maximum compression in concrete at the 
breaking load is 2,000 lbs. per sq. in. Does anyone sup- 
pose that under the working load the maximum 
compression in the concrete is necessarily one-fourth 
of 2,000, or 500 lbs. per sq, in.? It may be 
more or less, according to circumstances, and yet how 
few adherents of this method re-compute their designs 
to ascertain the actual maximum working stresses, and to 
make sure they do not exceed the law or the specificatiooB. 
Many would not know how to re-compute them, since 
their favorite formula would have to be altered by the 
substitution of a new, and higher, elastic coefficient for 
concrete, and a new, and greater, distance of the neutral 
axis from the compression surface. 

In regard to the percentage of steel to be used, the writer 
has always maintained that this is a question not only 
of structural efficiency, but also of economy of cost and 
architectural restrictions and requirements. We know that 
in every member subjected to pure transverse bending, the 
total compressive stress on one side of the neutral axis 
must equal the total tensile stress on the other side. (Re- 
markable as it may seem, the writer has heard this well- 
known fact denied by men in very responsible positions.) 
There must, therefore, be a certain ratio of steel area in 
tension to concrete area in compression (neglecting the 
concrete in tension) which under working loads will give 
the maximum allowable intensities of stress in each ma- 
teriaL This is the structutaWy etotiomlc ratio. If a 
greater percentage of steel be used, t\vfc ta^LyArosxm ^qh<^^^ 
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intensity of compressive stress in the concrete becomes the 
factor which fixes the resisting moment, and hence tfie 
working load. Under this same load, the intensity of 
tensile stress in the steel will not attain its allowable 
maximum working valne, and the design will be strtlctur- 
ally uneconomic. But for easily conceivable reasons the 
price of concrete may be very high, and that of steel very 
low, or again, architectural peculiarities may have limited 
the size or shape of the beam or slab. Under such con- 
ditions, the higher percentage of steel may give the great- 
est economy of cost, and the man who clings to a hard 
and fast percentage throughout his designing will be at a 
serious disadvantage. 

The writer believes that concrete engineers will be almost' 
unanimous in opposing Mr. Godfrey's statement that the 
slab, for a certain width on each side of the beam at aiiy 
rate, should not be considered as part of the compression, 
flange of the beam, if the concrete is deposited simul- 
taneously and shearing stresses provided for in the design. 
The analogy, submitted by Mr. Godfrey in your issue o£ 
July 12, of a buckle plate in a steel floor does not seem 
to fit the case. If we may consider the table of a steel 
T-beam, whose width is generally more than ten times 
the thickness of the stem, as part of the beam, it would 
not seem unreasonable to consider a width of slab equal 
1^ to ten times the width of the concrete beam, as an integral 
part of such beam. 

From the foregoing remarks, it should be evident that 
the writer must forbear discussing Mr. Godfrey's mathe- 
matical deductions, since there is so great a difference of 
opinion at the very start. One point will be mentioned 
in regard to footing design. It is the writer's belief that 
I where a cap stone or column base is superimposed on a 
e footing slab, the maximum bending moment in the slab 
e occurs at the center. To compute the slab as a cantilever 
i. whose length equals the projection beyond the cap stonCv 
, requires that the cap stone itself should be sXtoyv^^ t'Wi>aL'^ 
;' to take at its extreme edge the entire u^Nvat^ ^x^tss-vax^ ^"c^ 
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the projection. As such i$ seldom the case, the writer t>e- 
lieves in using the old reliable formula: 

for the bending moment at the center of the footing, P 
being the column load, / the length of footing and a the, 
length pf cap stone or column base. The reinforcing bars 
are arranged exactly as a grillage of iron beams would 
be, the strips running perpendicular to each other. la 
fact, a reinforced footing may be economically designed 
in practically the same manner as an I-beam grillage, the 
only difference being that the successive tiers are all in 
the same plane instead of being superimposed one aboye 
the other. 

Before closing this letter, the writer wishes to acknowl- 
edge the fact that it does not refute Mr. Godfrey's theories. 
As previously stated, it is impossible to debate the matter 
from two such entirely different points of view, and like 
the closing addresses of two opposing lawyers before a 
jury, these letters mean but little until the verdict is 
rendered by the readers of Engineering News. Respect- 
fully yours, 

John Hawkesworth. 

100 W. 8oth St., New York, July 27, 1906. 



Sir: I beg to thank you for the opportunity to reply 
to the letters of Mr. Michael Morssen and Mr. John 
Hawkesworth. 

Mr. Morssen says that the formulas and rules given 
by me are not sanctioned by practice. My purpose in 
writing was largely to shoW that these rules in particular 
are overlooked in practice. Theory and practice must go 
hand in hand ; each needs correction from the other. No 
system of construction was ever perfected by theory alone, 
and none was every perfected by practice alone. Practice 
has made many test-beams with short thick rods, and 
these rods pull out of the concicVt \\x?X "a.?* vV^^ox^, or the 
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rule given by me, would predict. This kind of practice 
is wasting steel that cannot develop its strength. Practice, 
of a construction in its infancy, is not a competent witnei^i^ 
where alleged improvements on itself are concerned. , 

Mr. Morssen makes an indefinite assertion to the eiSect 
that the adhesion between steel and concrete decreases 
with the diameter of the rods embedded, and he cites 
French authority to back his statements, to which I have 
not access. No one will deny that the adhesion decreases; 
with the diameter of the rods embedded. The tensile 
strength of the rods decreases with the square of the 
diameter of the rod embedded. Will Mr. Morssen assert 
that one rod i-in. square and embedded 12^ ins. in con- 
crete will hold with greater force than sixteen separate 
rods J4-in. squiare embedded the same distance? The 
common standard of adhesion or grip of plain rods is 
the amount of area in contact with the concrete, and a 
simple calculation will show that rods of different 
diameters, in order to have the area in contact in propor- 
tion to their tensile strength will be embedded a giveti 
number of diameters. While it is admitted that the unii 
value of the adhesion is variable, as the other qualities' of 
concrete are also variable, it is generally considered that 
a rod embedded 50 diameters in concrete will develop its 
full strength, or at least its elastic limit, if the rod be 
surrounded with a thickness of concrete equal to several 
times its diameter, the concrete having set in the air. 

Mr. Morssen gives an example of a "beam" of 6-ft. span. 
If the span were only 6 ft., would not a slab be in order? 
He says a good designer will never use fi-in. rods in a 
beam. As I have used H-^n. rods in the design of a slab 
I will refrain from answering this. 

I have no apology to make for the contention that the 
proper design of reinforced concrete demands that the 
steel be well distributed and of comparatively small diame-^ 
ter, rather than being concentrated in elements of large 
diameter. 

Mr. Morssen says that the rule g\vetv\>v m^ V^ vcA^as.'t 
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the designer to* use too large beams, and that in such 
beams longitudina] cracks occur between the rods. Can 
he' cite any experience or results of tests to substantiate 
this? 

Another dogmatic assertion of Mr. Morssen's is that 
well-designed beams reinforced with stirrups will not fail 
as shown by me though the height be greater than one- 
tenth of the span. I made tests on quite a number of 
beams with stirrups in a finished building. The principal 
mode of failure was just as my sketch shows. In Pro- 
ceedings of the American Society for Testing Materials, 
Vol. IV, p. 498, Prof. F. E. Tumeaure describes some test- 
beams which were 6x6 ins. and 60 ins. in span, rein- 
forced with stirrups, spaced 3 ins. apart. On page 507 
Prof. Turneaure says: "In but a few cases was the 
failure free from the influence of shearing stresses, the 
rupture usually occuring outside of the load and on a 
diagonal line." These beams were one-tenth of the span 
in height, and they had stirrups, and they failed about as 
my sketch shows. 

The reason I did not "follow my own theory," as Mr. 
Morssen puts it in the girder of 20-ft. span is because it 
would give a cltunsy beam to make its depth one-tenth of 
the span. . Further, I wanted to give an example of a 
beam reinforced partially with rods curved up and anchored 
for their full stress at the ends, another part of the theory. 

Mr. Morssen says that a steel area of i^ per cent may 
be too expensive for the purpose. Is it too much or too 
little? (requiring too much concrete). I have been criti- 
cised on the ground that it is too much from alleged 
theoretical considerations. If Mr. Morssen will look up 
practice as it is exhibited in descriptions of reinforced 
concrete construction in the engineering papers, I think 
he will find that leaving out the area of the slab, as having 
no place in the beam, 2 or 3 per cent of steel is not 
uncommon. 

It Is a pleasure to reply lo a \eWw m >iyv^ \qtv^ cA >!Kal 
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of Mr. John Hawkesworth, which you have kindly sub- 
mitted to me. This letter is from one who is manifestly 
a fellow seeker after the truth. A letter in a very dif- 
ferent tone came to me recently, touching on some of 
the same .points mentioned in this one, from one who 
has not the temerity to express publicly the final judg- 
ment which he snapped on my theory and deductions. 

The question of using a certain unit stress on the steel 
and concrete and proportioning the beam on that basis, 
or of using certain ultimate values and then allowing 
as a safe load some fraction of the ultimate capacity is 
too extensive to be discussed here as a general question. 
When confined to a single case, as reinforced concrete, it 
is merely a question of means; identical results may be 
obtained by either means. 

In reinforced, concrete design it is convenient to use a 
certain factor of safety based on the ultimate strength 
of the parts because of the dissimilar materials dealt .with 
and the desirability of having the same relative strength 
in each. In choosing an ultimate value for the steel I 
did not lose sight of the actual amount of the safe value. 
This is made clear by my first paper on the subject (Engi- 
neering News, March 15, 1906), for I there criticise the 
use of high elastic limit steel, because the resultant safe 
load on the steel when the factor of safety is applied isi 
too great. Where is the difference between using io,00Q 
lbs. per sq. in. on the steel and 500 lbs. per sq. in. on th(e 
concrete and using 40,000 lbs. per sq. in. on the steel 
and 2,000 lbs. on the concrete with a factor of safety of 
four ? 

On the location of the neutral axis of a beam or slab 
I haye said something before in these columns. The case 
is one that has entirely too many complications to be settled 
by theory with no other data than the relative moduli p{ 
elasticity of steel and concrete. The shrinking of con- 
crete in setting is one of the complications. The. tensile 
strength of the concrete is another. "blLea&xxt^xxxffoX.^ Na 
locate the neutral axis of beams undtt t^?X VaN^ ^o^tv. 



that it is close to the middle of the depth of the concrete 
beam under safe loads. I have taken it at the middle in al 
of my formulas. Now taking the neutral axis in the centei 
of depth of beam and assuming that the intensity of stresj 
in concrete varies uniformly from the neutral axis up 
there remains but one factor to fix the percentage of steel 
namely, the relative unit stress on concrete and steel 
If this is as I to 20 the percentage must be 1%. This v. 
very simply found by the principle which Mr. Hawkes< 
worth slates and which I have given in both of my papers 
namely, that the amounts of stress in steel and concret< 
must be equal. Any greater percentage of steel in i 
rectangular beam means a greater stress, relatively, on the 
concrete. Any less means a greater relative stress on th( 
steel. 

As to the floor slab acting as a T-beam: It would oJ 
course be allowable to use a part of the floor slab, jwo- 
vided it was placed at the same time as the beam, and 
provided the owner were forbidden to cut holes in the 
slab, as he might think he had a right to do. However, 
the T-beam method can only show to its credit a saving 
of concrete around the reinforcing rods, just where the 
concrete is needed to protect and grip the steel and tc 
transfer the shear. I tested some beams in a building 
that were 3 ins. wide and were reinforced with ij^-ia 
square rods. Is this enough concrete to protect and grip 
a rod of this size or to take the horizontal shear? M> 
tests conclusively proved otherwise. 

Mr. Hawkesworth criticises my mathematical deductions 
on the wall footing, and states that where a cap stone 01 
a column-base is superimposed on a footing slab, the 
maximum moment in the slab occurs at the center. A 
reinforced concrete footing would probably be surmounted 
by a concrete wall put in at the same time, and a column 
base would probably have a plinth of concrete upon whidl 
It rests, instead of being placed directly on the slab. In 
these cases the depth oi \ieam vjomX^ V^ ^w^nv^xvled and 
Ae tension on steel dimin\s\\ed Xovj^id ^\\t cwv\.^x. 
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Mr. Hawkesworth gives an "old reliable" formula for 
the bending moment at the center of a footing. It is 
presumed that he does not mean that this formula ex- 
presses the bending moment at the center of a column, as 
this center is a vertical line and can have no section 
modulus. And yet this is what his reasoning seems to 
lead to. This is a formula for the bending moment in a 
row of I-beams in a grillage, at the center plane of the 
column or wall 
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Beams A in the accompanying sketch, at (a), could be 
proportioned by this formula. Beams B could also be 
proportioned by the same. If, however, the latter spread 
out to the full width of the footing, those outside of the 
column base would be absolutely useless. There is no 
analogy between these steel grillage beams and the rein- 
forcing bars as shown at (&). (I assume this is the 
manner of reinforcing referred to by Mr. Hawkesworth. 
My timid critic says this is the common way of placing 
the rods.) It is not even approximately correct to use the 
so-called old reliable formula. By that formula each set 
of beams takes the entire reaction and transmits it to 
the set above. If we assume that rods A in the reinforced 
concrete footing take all of the reaction, we must also 
assi;me that they give that reaction to such of rods B as 
* lie under the column base. But this puts excessive load 
■ on those few rods, and leaves idle the rods B not under 
ic the column base. On the asstunption that both sets of 
1 rods act together, necessarily more of the loa.d tkxvsX. \«. 
II taken by the rods lying under the base, ^itvd >Xv^ \sytTOMSa.S^ 
seen to be inapplicable, 
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By the use of diagonal rods the upward force on the 
footing at any part of the same is carried directly to the 
hase by the shortest ronte. Each part is taken care of, 
and there is some excess of strength at the sides b> 
reason of the additional depth used in column bases ovei 
wall footings. 

The formula given by Mr. Hawkesworth, as applied to a 
wall, is based on the assumption that the wall load is per- 
fectly uniform on the slab. This would be true if the 
wall were a fluid or yielding body that would take the 
shape of the deflecting footing. But when the footing de- 
flects, the tendency is to throw the load close to the edge 
diminishing the bending moment. For all ordinary eartli 
pressures the depth of footing is a large fraction of the 
projection beyond the wall. A considerable part of this 
projection could be made in a plain concrete footing as- 
suming a low modulus of transverse strength. It is legiti- 
mate to make use of this surplus strength of the con- 
crete to balance the small increase in the moment withir 
the edge of the wall, which an only partially correct theorj 
finds to exist. Yours very truly, 

Edward Godfrey. 

Monongahela Bank Bldg., Pittsburg, Pa., Aug. lo, 1906 



THE DESIGN OF REINFORCED BEAMS ANE 
SLABS 

Sir : I beg once more to use the columns of your papei 
to reply to the long and interesting letter of Mr. Godfrey 
published in your issue of August 23. In this letter Mr 
Godfrey repeats good and useful principles well knowi 
by all proper designers in reinforced concrete as well ai 
by the writer. It is very old matter that theory an( 
practice must go hand in hand, that rods for reinforce 
ment should be embedded a given number of diameter 
to develop their full strenglYt ^xvd >l\v^>l W^ v^ci^^^x es«.^ 
of a slab and beam demands X\v2A. M\v^ ^^^^\ '^^ ^^ ^ 
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tributed and in small rods rather than being concentrated 
in elements of large diameters. But repeating these prin- 
ciples Mr. Godfrey does not say that he maintains again 
his rules in their full conclusion as they are printed in 
your issues and with which the writer does not agree. 
These principles are (issue of March 15, pp. apl, 292) : 

(i) The rod should be no more than i-aoo of the span. 

(2) The maximum depth of a beam is 20 times the 
diameter of the rod embedded or i-io of the span. The 
maximum depth should be used only in extreme cases. 

In your issue of July 12, p. 30, Mr. Godfrey says that 
by his rules it becomes a simple matter to design beams 
and slabs in this comparatively new combination of ma- 
terial, which is to say that design will be much easier 
than it was till now. This is not the writer's belief. The 
examples given by the writer in his first letter (August 
2) were only to show to what design these rules may 
lead if the designer follow them literally. Good designers 
who know their business will in the most cases not fol- 
low these rules as their own author has done in his ex- 
ample cited. For poor designers who overlook the funda- 
mental principles stated above and who do not know much 
about reinforced concrete, rules as these given by Mr. 
Godfrey become a danger and make them advance from 
bad to worse. Just because, as says Mr. Godfrey himself, 
this kind of construction is in its infancy, the writer's 
belief is that it will be a guess matter to give now rules 
to govern the proper proportioning of the steel and the 
limiting length of the span, etc. Nevertheless, papers as 
these of Mr. Godfrey and very useful and interesting. 

One point which seems to me to be overlooked by Mr. 
Godfrey is the fact that reinforced slabs and beams are 
in the most cases designed as continuous elements and 
the rods of one slab or beam overlap the rods of the 
next, and then the length of the rod embedded in con- 
Crete exceeds in many cases the length required by tlxe. 
calculation though the diameter be \ax%e.T \>cva.xv vk» ^^- 
the spaa, 
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Mr. Godfrey criticises the writer's example with a beam 
of a span o£ 6 ft., saying that a slab should be in order 
for this span. I would answer that beams at a span of 
6 ft. or less are often to be designed over openings and 
have sometimes to carry large concentrated loads which 
a slab would not do. 

As to my so-called (by Mr. Godfrey) dogmatic asser- 
tions about the failure of well designed beams, overlook- 
ing laboratory tests with small elements, I would refer 
Mr. Godfrey to the text-books of Christophe, p. 490 
(French text) and of Prof. Morsch, "Der Betoneisenbau," 
p. 121, etc., where the failure of beams is discussed, and 
he will see that it is not only my own judgment. The 
finished building test by Mr. Godfrey in which beams have 
failed by shear under the test load (generally i^ to 
2 times the live load for which the floors are designed) 
should be of a very poor design and for this reason can- 
not be cited as reference. The writer has had the oppor- 
tunity to assist in tests made in France (Paris) and in 
Germany (Charlottenburg, near Berlin), and he himself 
has made many tests on large elements and got other 
results than those cited by Mr. Godfrey. The writer 
believes that deep beams designed only for the bending 
moment will fail by shear as well as beams of a small 
height will do when they have to carry a concentrated load 
near the support and the reinforcement was not designed 
for the purpose. 

To substantiate the assertion that in large beams longi- 
tudinal cracks occur in the spaces between the rods, the 
writer would say that an analogous fact occurs in slabs 
reinforced in one way and to avoid these cracks additional 
cross-rods are embedded. In some large beams the writer 
has himself verified these cracks in cases in which special 
arrangements, as little cross-bars or special U-shaped stir- 
rups going under all rods were not provided. 

As to the steel area to be used the writer knows that 
sometimes beams are designed yiilVv 21 ?.\.e^\ ^t^^ of 2 per 
cent or more and his idea vias tvoX. so tauOcv \o ^ltVCva^^ 
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this amount, as to give a suggestion that when speaking 
about the cost the amount of concrete be given in cubic 
feet and the steel in pounds per lineal foot of beam or 
per square foot of slab. Very truly yours, 

M. Morssen. 

38 West 26th St., New York, N. Y., Aug. 26, 1906. 

The author did not reply to the above from Mr. Morssen. 
Of course if Mr. Morssen does not elect to accept simplified 
assumptions, he does not come in the class to whom the 
design of reinforced concrete beams is made a simple mat- 
ter by those assumptions. Mr. Morssen begs the ques- 
tion in citing continuous beams, where the rod passes 
into the next beams. There are many beams made that 
are not continuous, and, in any event, there must be an 
end to a line of continuous beams. Further, a short beam 
over a six-foot opening supporting a heavy concentration 
would probably be isolated. If such a beam had thick 
rods not positively anchored at the ends, it would be faulty, 
and the rods would pull out before they received their 
full stress, for the simple reason that they would not be 
bedded deep enough in the concrete to have the necessary 
grip. 

It is a far cry from a slab not reinforced transversely 
to a beam of width enough to keep the steel reinforcing 
rods well separated. An isolated slab would not have 
the tendency to crack longitudinally that there exists in 
a slab built in a structure. So a beam of good width 
would not have shrinking forces on each side of it tend- 
ing to split it longitudinally. — [Author.] 



CONCERNING THE STRESSES DUE TO SHRINK- 
AGE IN REINFORCED CONCRETE 

Sir: In an article in Engineering News of March 15, 
1906, on "The Design of Concrete-Steel Be?Ltxi^ ^xA ^\aiwC 
by Edward Godfrey, he says (first coVumtv, v^^^ 'iQv^ *- 

The fact that concrete in which steeV \^ ercCo^^^e,^ "^^"^ 
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been stretched out in tests without cracking to elonga- 
tions that would rupture plain concrete is evidence that 
the concrete in setting has shrunk, thus putting the steel 
under an initial compression which must be overcome 
before any stretch occurs in the concrete. 

Now it seems to me that when the sted is put under 
compression by shrinking of the concrete, the latter is at 
the same time put under tension, and any further load- 
ing of the beam would all be carried by the concrete, 
so that it would have to take all the tension until it has 
stretched so far that all the initial compression has been 
taken off the steeL 

Edwin Squire. 

Qaremont, California, July 19, igo6. 

The author did not make reply to the above. He sees 
the force of Mr. Squire's argument. He is, however, still 
of the opinion that the shrinking of the concrete in setting 
has much to do with its integrity under stress. The tests 
which have been heralded so widely in this country as 
disproving Considere's conclusion, that concrete with steel 
embedded will withstand cracking when the calculated 
stress in the steel is large, were made on beams that were 
kept in water and thus prevented from shrinking. (These 
tests were made by Prof. Turneaure. See Proc. Am. 
Soc. for Testing Materials, Vol. IV.) It is possible that 
the concrete, in the beam which sets in air and contracts, 
takes more than its share of the stress, so that the tension 
in the steel, and the consequent stretch, are not so much 
as calculations show. It is further possible that between 
a unit compression ;r in a steel rod and a unit tension y 
the theory may not hold in its exactness that the dif- 
ference in length is the same as that which would be pro- 
duced by a unit tension of x plus y on an unstressed rod. 
In any event practice and tests show that calculated 
stresses in the steel in air dried beams up to 10 or 12,000 
Jb. per sq. in. do not produce perceptible cracks. Excessive 
shanking is, of course, harmiuV. — ^V^^'^^^^'\ 
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6}i PROPORTIONtNG THfe REINFORCEMENT 
OF CONCRETE COLUMNS 

Sir: In your issue of July 12, 1906, Mr. Edward God- 
frey treats at some length the question of design of rein- 
forced concrete columns, and develops formulas for pro- 
portioning the reinforcement based upon the theory that 
the concrete at failure becomes a granular mass, whose 
lateral pressure is i divided by 4.8 times that of a liquid 
confined in a cylinder.- He arrives at the conclusion that 
in a circular column of diameter D the spiral rein- 
forcement should be a square rod, whose side is equal to 
1-40 D, the pitch of the coil equal to % D, and the longi- 
tudinal reinforcement 8 square rods of the same dimen- 
sions as the spiral. 

It seems to the writer that your correspondent in his 
fundamental assumptions and deductions therefrom has 
been taking a "long shot." 

The relation between the lateral and the longitudinal 
pressure of a granular mass confined in a cylinder and 
subjected to its own weight or to additional pressure, 
bears very little resemblance to that of a fluid under sim- 
ilar conditions, for the following reasons: In treating a 
confined granular mass we are dealing with a substance 
in which there is an appreciable friction between the 
particles of its own mass, as well as a friction between 
these- and the walls of the confining cylinder. This is 
obvious, for one has only to consider that a bucket full 
of sand thrown out upon a board does not spread out to a 
uniform depth, but remains in a more or less cone- 
shaped pile, neither will it slide from the board until 
the latter is tilted to a considerable angle. Owing to 
these physical facts, when a granular mass is confined in 
a cylinder its weight is supported partially by the bottom 
of the cylinder and partially by the sides acting as a 
column, while the sides are at the same \\rcv^ wxv^'ix \sxv- 
sion due to the lateral pressure. 

This action of granular masses con^tvtd vcv Vvcvs, ^^^ 
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the relation of lateral to longitudinal pressure, have been 
very thoroughly investigated by Mr. J. A. Jamieson, of 
Montreal, and made the subject of a very complete paper 
presented before the Canadian Society of Civil Engineers, 
and later published by Engineering News (March lo, 
1904). Mr. Jamieson fotmd, for such granular masses 
as wheat, corn, flaxseed, etc., that when no settlement of 
the bin walls occurred, approximately only 20 per cent of the 
confined mass was supported by the bottom of the bin, 
while the remaining 80 per cent was supported by the sides 
acting as a column; that the lateral (maximum) pressure 
at any point was practically constant and equal to 6-10 
of the vertical pressure when the height of the grain 
column was equal to or exceeded about 4 times the 
diameter of the base; also that it made little or no differ- 
ence in these relations if the bin was round or square. 
Among many experiments recorded by Mr. Jamieson was 
one on dry sand, and it is interesting to note that he 
found approximately the same results as for wheat; that 
is, a ratio of lateral to vertical pressure of 0.65, and 
81.5 per cent of the total weight carried by the sides of 
the bin. 

A very simple experiment in line with the above may 
be performed by making a tube, say 10 ins. long and 2 
ins. in diameter, from thin writing paper, placing it on 
end and filling it with dry sand. When the sand within 
is subjected to pressure, the first noticeable feature is a 
buckling of the walls of the tube, generally about 1-3 the 
height up from the bottom. Additional pressure causes 
rupture, the resulting tear running parallel to the long 
axis of the tube. If the length of the tube be made 20 
ins., the diameter remaining the same, and the sand sub- 
jected to pressure, there is a buckling of the walls of the 
tube followed by a bending of the whole and a failure 
near the center, the tear in this case being at right angles 
to the long axis. In the first instance the walls acted as a 
colnmn until they failed (buck\ed>, tVv^tv ruptured under 
2 tensile stress such as would W eskW^e;^ \$^ >k>j^t^\^\^ 



pressure. In the second instance the walls failed by 
buckling, then ruptured under the stress caused by the 
bending moment at the center. 

Sand confined in a cylinder can be made to withstand 
enormous loads, limited only by the strength of the con- 
fining cylinder. This is the principle of sand wedges used 
in arch construction, and is well known. 

If we are going to treat the reinforced concrete column 
at rupture as so much disintegrated matter or as sand, 
and from this assumption develop formulas for ascertain- 
ing the dimension of steel spirals to withstand this dis- 
integrating action, then there are more and different factors* 
to be considered than those used by Mr. Godfrey. In 
view of Mr. Jamieson's experiments, quoted above, the 
lateral pressure would be 0.60 of the longitudinal and 
not 0.21 (i. e. I -^ 4.8) as stated by your correspondent. 
That is, the lateral pressure is about three times as 
great as he assumes. The matter of the walls (spirals) 
carrying 80 per cent of the loading as a column is not taken 
into consideration by him at all, and it seems to the writer 
that it is radically wrong to apply to a concrete column 
this theory of disintegration which logically demands that 
the walls (or longitudinal reinforcement) take 80 per cent 
of the imposed loading. To follow up this line of reason- 
ing must induce one to dispense with the concrete alto- 
gether and employ an all-steel column. 

A mild steel rod in the form of a coil is metal not well 
disposed to act as a column carrying loads, and experi- 
ments on reinforced columns in which the reinforcing 
is only spirals or hoops show a much larger degree of 
compressibility under loading than columns in which longi- 
tudinal rods of considerable size are employed. This is 
well brought out in Mr. Howard's article in the issue 
of Engineering News for July, 1906, in which he says, 
"Hooped columns are a distinct group and decidedly more 
compressible than the others." In l\\e sam^ ^t\\^^ Sx vs* 
clearly shown that hooping a columtv oi i-'a-^ cowl-^^^^ 
will add greatly to its ultimate strengtVi, W^ ^c> ^XJ^ '^'^ 



addition of a fair amount of longitudinal metal (2^ per 
cent), while a comlmiaticm of the two will further increase 
the ultimate resistance under loading. A mixture rich in 
cement and unreinforced (i of cement to i of sand) is 
20 per cent stronger than a 1-2-4 concrete reinforced with 
25 hoops and 4 angles, and considerably more rigid under 
loading. In these tests on 1-2-4 rock concrete the hoops 
were i5/^ ins. wide by 5^-in. (given as ai2 in.) thick 
spaced at various intervals. The smallest recorded num- 
ber (13) increased the strength of the column 58 per cent 
above that of the plain unreinforced piece, while the largest 
' number (47) increased the strength 274 per cent, raising it 
to 5,289 lbs. per sq. in. In the latter case the spacing 
of the hoops was ^ trifle over 2^ ins., or the neat open- 
ing between the hoops was 0.66 times the width of one 
hoop. Mr. Godfrey's deductions that the diameter of the 
square spiral rod should be 1-40 D, spaced }i D, leaves a 
clear opening of i-io D between the rods, which opening 
is four times the width of the rod. This does not look 
like metal well placed to confine a disintegrating mass. 

In a reinforced beam we place the metal where it will 
resist the tensile stresses, leaving the plain, unreinforced 
concrete to take care of the compressive stresses of 500 
lbs. per sq. in. or greater. It this is good practice (and 
it is a common one) why should we design a column on a 
basis of 550 lbs. per sq. in. of compressive stress and 
then reinforce it In other words, unless we either figure 
upon an allowable unit of compressive stress of much 
greater amount than 550 lbs., or assume that the longi- 
tudinal reinforcement carries a portion of the imposed 
load, then we have not reduced the size of the column 
under that of one not reinforced, and have added largely 
to its cost. It is the large size of columns (compared 
with steel) that in actual practice makes them so objec- 
tionable to many architects. This size can be reduced to 
reasonable limits by using a concrete mixture rich in 
cement, reinforced with spirals or Vvooi^& iVi2\ loim ^ <\^%^ 
ifir mesh and longitudinal lo wV^^i.^«2t,ax^ 'wtxs^ 



attached, assi^ing to the concrete a high compressive 
unit of resistance and to the longitudinals a portion of 
the imposed load, but not by the formulae and method 
suggested by your correspondent. Very truly yours, 

G. B. Ashcroft, 
C. E. Assoc. M. Can. Soc. C. E. 
Supt. Roman Stone Co., Ltd. 
Toronto, Ont., Aug. 17, 1906. 



THE DESIGN AND THE BEHAVIOR OF REIN- 
FORCED CONCRETE COLUMNS 

Sir: I have before me proof of Mr. G. B. Ashcroft's 
letter in which he objects to my method of proportion- 
ing a reinforced concrete column, and thank you for 
the opportunity to reply to the same. The answers to 
Mr. Ashcroft's objections are found partially in the papers 
which he cites and partially in his own letter. 

I have always considered the paper by Mr. J. A. 
Jamieson on tests on grain bins as a very valuable con- 
tribution to engineering knowledge. These tests were 
made to determine the relation between the head of grain 
in a bin and the horizontal and vertical pressures in the 
grain, and were not made with a view of finding the 
bursting pressure of a confining cylinder which has no 
longitudinal strength. One experiment made by Mr. Jamie- 
son on a cloth cylinder showed what one naturally would 
suppose, namely, that if the walls can yield vertically the 
grain itself will support all of the weight. In a steel 
cylinder a large part of the weight would be carried by 
the shell. A coil in a reinforced concrete column would 
act like the cloth cylinder; that is, it would take none 
of the load on the column. Unfortunately for column 
investigators, Mr. Jamieson did not measure the lateral 
pressure on the cloth cylinder. Hovjevet, ^tcvotv^Vv^ ^'^- 
periments there la one which has a d\Tec\. Vie-afvxv^ oxs. ^>^^ 
suirject The experiment referred to \s otv^ m VtCv^ ' 

234 



bin having sides that could be raised and lowered wad 
filled. The pressures on the bottom and sides were 
measured, and the latter was found to be about six-tenths 
of the former, as stated by Mr. Ashcroft. Upon lowering 
the sides all of the grain as well as the sides themselves 
was supported on the bottom. Mr. Jamieson says (Eng. 
News, March lo, 1904, p. 238) : 

"On the bin being again lowered to its original position, 
while no increase of lateral pressure was shown by the 
side diaphragm, there was a very large increase of pres- 
sure on the bottom diaphragm, or sufficient to cause the 
water to flow out of the top of the 4-ft. gage glass tube, 
which was not, therefore, long enough to record the pres- 
sure; in fact, the total weight of the grain was then rest- 
ing on the bottom diaphragm, and in addition the grain 
was acting as a column to support the weight of the bin 
itself." 

Now the lateral pressure in this experiment at the bot- 
tom of a bin 78 ins, high was .1894 lb. per sq. in. This 
is only one-twelfth of the vertical pressure instead of being 
six-tenths. 

In one of the experiments referred to by Mr. Ashcroft, 
among those made at Watertown Arsenal, is one on a 
column reinforced with wide bands. By my count these 
bands comes within a half inch of each other instead oi 
an inch. This column stood 5,289 lbs. per sq. in. It 
is safe to say that the concrete was in a state bordering 
on disintegration under this load. The lateral pressure 
on the bands could not have exceeded a force that would 
stress the steel to its ultimate strength, and this wil 
give us a basis for determining that pressure. In th< 
2 ins. of a lo-in. column occupied by one band an equiva- 
lent fluid pressure would be 2 X 5 X 5,289 = 52,890 lbs. I; 
the net area of the band were an eighth of a square inch 
the unit tension on the basis of a liquid pressure woulc 
be 423,000 lbs, I do not know viVvaX %T2i^t o\ ^\fc^ ^-a^^ 
used, but if it were good lot ?c>,oqo \\i^. V^^ ^^- ^^ ^ 



lateral pressure could not have been as much as one- 
fifth of the longitudinal pressure. 

"^Mr. Ashcroft's advocacy of the closer spacing of rings 
and of wide rings leads to the conclusion that the best 
column is a steel tube filled with concrete. There is 
no doubt that this would make a strong column, but it 
is a composite column, with all that the term implies in 
the way of uncertainty in the distribution of stress, and 
not a reinforced concrete column. There are objections 
to such a column for ordinary use that it is needless to 
mention. 

The objection to a flat bar in reinforced concrete is 
that the holding power of concrete is due to its gripping 
the steel, rather than mere adhesion. The concrete tends 
to shrink away from the side of a broad flat bar, whereas 
it grips firmly a small square or round bar. Further, 
the concrete on the outside of a broad flat bar near the 
surface may be easily knocked off. Some years ago I 
observed some reinforced concrete beams in which the 
reinforcement was a number of flats, which were brought 
up and hooked over the flanges of steel beams. The con- 
crete below the bars fell off in large chunks when the 
forms were removed. 

The objection to longitudinal steel in a column, that 
is, to the counting upon it as taking part of the column 
load, is that this, too, makes the column a composite 
structure and not a reinforced concrete column. 

I cannot see any objection to lack of rigidity, as it is 
called, in a column, that is, to a column that will shorten 
a proportionately large amount under load. Wooden 
columns with a safe load of i,ooo lbs. per sq. in^ and E 
= 1,000,000 will shorten three tiifies as much as steel 
columns at 10,000 lbs. per sq. in. E = 30,000,000, but 
wooden columns are not objectionable merely on this 
account In a beam rigidity is very essential, as the 
deflection can be felt or readily measured; W\. -a. NiJcCvfc 
su^ditional deflection in a column cannot. V>^ ^t\ftKXfc^ ^oi^- 
out the most careful measurement. j\iv e^\>\a.x«.^vQ!^ o\ 
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the lack of rigHfity in reinforced cohnnns as obserred 
in the Watertown Arsenal tests is foond in the tendency 
of concrete to shriidc in setting. It does not seem to me 
to be necessary to as<nme that fissures occur, on this 
theory, as stigsficsted by Mr. Howard fin Eng. Xews, July 
5, 1906). The tendency to shrink may be there and may 
be oflPsct iMirtially by the steel embedded. The concrete 
ft then like a spring which is held from contracting quite 
down to its normal length by the steeL Again the tend- 
ency to shrink away from coils or hoops would make a 
swelling out of the column (due to tne load) necessary 
before the coil is brought into action. 

Mr. Ashcroft says, "In a reinforced beam we place the 
metal where it will resist the tensile stresses, leaving the 
plain unrein forced concrete to take care of the compres- 
sive stresses of 500 lbs. per sq. in. or greater." This is 
exactly what we ought to do with columns. A short 
Mock one or two diameters in height could safely be 
loaded to 500 lbs. per sq. in., but a plain concrete column, 
if loaded to this amount, is apt to break suddenly by 
bulging or flexure. The coils and longitudinal rods are 
used to overcome this weakness, just as the reinforcing 
rods in a beam are used to overcome the weakness of the 
beam in tension. The strength of the concrete in either 
case is practically that of concrete in short blocks. 

Confined in a cylinder, concrete (or even loose sand) 
has a very great power for carrying loads ; but while this 
fact is very useful in some lines it has little bearing on 
reinforced concrete design. 

Has Mr. Ashcroft's experience with sand jacks shown 
him that the sand issues from the gate with a pressure 
approaching six-tenths of the unit load upon it? Would 
he design the walls of the jack for this pressure? Yours 
very truly, 

Edward Godfrey. 

Monongahela Bank Bldg., Pittsburg, Pa., Aug. 31, 1906. 
f//r connection with the explatvatiotv, sXiov^ ^^^\^4, kA 

compressibility of concrete coVuttwv^ m ew\am cas«»^ 
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the old fallacy that two springs combined in opposition 
are more sensitive than a single spring recurs to mind. 
Really, the stiffness of two springs, whether in opposition 
or in parallel, is the sum of their individual rigidities, as 
a diagram will readily show. Now, applying this to the 
reinforced concrete, we have the concrete in tension due 
to shrinking, and the steel in compression to an equal 
amount. The rigidity of the combination, that is, the 
load required for unit compression, is just as great under 
these circumstances as if both steel and concrete were 
initially unstressed. The only case in which there is an 
exception to this rule is when there is a certain range of 
inelastic motion, or when the elastic system is changed 
at a given period ; the former is instanced by local crush- 
ing at the bearing surfaces, the latter by loose fit of one 
of the elements which operates to keep it free from load 
until a certain compression is reached. — Ed] 



A FURTHER NOTE ON THE ANALYSIS OF RE- 
INFORCED CONCRETE COLUMNS 

Sir: Referring to your comment on my suggested ex- 
planation of the lack of rigidity in a reinforced concrete 
column, in Engineering News of Sept. 6, I beg to suggest 
further that the concrete is not in all respects like a 
spring, but is restrained in the neighborhood of the steel 
more than at other points. Suppose, for example, that 
a column of concrete with a central longitudinal rod be 
molded. In setting, the concrete will tend to shrink, and 
near the outer edge of the column this shrinkage will 
actually occur, in practically full amount. But near the 
steel the shrinkage will be counteracted by the resistance 
of the steel to compression, and only a small part of the 
normal shrinkage will take place, resulting in longitudinal 
tension in this zone of concrete, and longitudinal 
compression in the steel. The etvd iw:^s» oV >ia^ ^<:^»s»a^ 
will, therefore, not be planes, but w\\ \i^ \o^ "aX ^^ ^^"^^ 

2;3S 



iphery, while the end face of the steel rod will be the 
highest point. Hence, when the column is put in the 
testing machine for a compression test, the load on the 
end blocks will be received by the steel and the imme- 
diately surrounding concrete before the concrete away 
from the steel receives its load. The concrete near the 
steel would therefore be tmder greater unit stress, and 
the apparent rigidity might be less than plain concrete. 
The case of a spring was cited to show that it is not 
necessary to assume that fissures exist where the concrete 
is not shrunk down to its normal size. Yours very tru^r* 

Edward Godfror. 
Pittsburg, Pa., Sept 7, 1906. 



The Designing of Reinforced Con- 
crete Retaining Walls. 

The lateral pressure of earth is too uncertain to be 
defined by any law, and hence a correct theory for pro- 
portioning a retaining wall in the general sense of the 
term is not possible. Some earths will remain vertical 
for some time without any confining structure; some 
will even stand tunneling without caving in. A board 
fence will retain a considerable height of earth laid 
against it for awhile. On the other hand, slips are liable 
to occur in earth after it has stood for some time un- 
supported These often exert great force. 

The lateral force of grain is, no doubt, nearly con- 
stant for a given kind of grain under given conditions. 
The same is probably true of sand, if one of the condi- 
tions be a definite proportion, or the entire absence, of 
moisture. But in the case of the substances generality 
classed under the term earth there is, as intimated, a 
variety of states, ranging from soft mud that will txtrt 
a lateral pressure approximating a fiuid pressure, to shales 
that exert no active lateral pressui^. A. condition ap- 
proxlmating a fluid pressure ougVvt \.o \i^ ;ino\^^^ vcv -assi 



good design by proper drainage. Two cases calling for 
special exercise of judgment are (i) the one mentioned, 
of shale, which is itself a sort of retaining wall of 
little durability, and (2) a case where large slips are 
probable, either due to an inclination of the under 
lying rock toward the retaining wall, or to a heavy sur- 
charge, that is, earth sloping steeply above the top of 
the wall. 

This paper treats of a wall to retain ordinary fill or 
prevent natural earth from slipping. The most severe 
test of a retaining wall is usually the freezing and thaw- 
ing of the earth around it. The forces produced thereby 
are quite indeterminate. They can, however, be largely 
diminished by drainage. It has been found that masonry 
walls having a base one-third the height of the earth 
retained will resist these forces and retain any ordinary 
earth with complete rigidity. That this relation between 
the base and height agrees with the theory of earth pres- 
• sures commonly employed is shown by the following. 

The theory referred to is based on deductions from the 
assumed action of a granular mass having no cohesion 
between its particles. It is found that the effect is 
that of a wedge of the material sliding without friction 
on a plane the slope of which bisects the angle of re- 
pose of the material and the vertical back of the retain- 
ing wall. It is customary in discussions on retaining 
walls to treat the force due to this wedge as though it 
were produced by a solid block with its center of pres- 
sure at a distance of one-third of h from the base. The 
calculations are simplified by treating it as a liquid pres- 
sure, the weight of the liquid per cubic foot being a 
certain fraction of the actual weight of the earth. This 
ftaction is equal to the square of the tangent of the 

angkJ|-(Fig. i), a being the complement of the angle 
z 

of repose. 

The smgle of repose of ordinary eat\iYi \^ ^jSooqX. *R? -* 
ItaJ/ of it9 complement is 22 Vi**, and iVv^ s^^ax^ o^ ^^ 
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Ungcnt of 22^° is ,1716, or nearly ooe-sixth. Htm£ 
we use the pressure of a liquid having a density ca 
sixth that of earth w^ will have the effect of this htei 
pressure so far as horizontal farces are concerned Tl 

will neglect the vertical component of the force of ti 
sUdirig block. A small and uncertam amount of A 
vertical component would act in friction on the ^ 
of the wall ; the remainder would be carried on the 1 
dined surface upcm which the block slides. As tl 
force of friciion tends to give greater stability lo 
wall, it is on the side of safety to neglect it. 
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Fie- 1^ Diafirfttn of Earth T.'rf^stiure Atraitist a Hctalniue 
Wan with Vertical Face, 

Now from Fig. i, if wc take moments arotind A" an 
use as the weight of earth 100 lbs. per cu, it., and < 
masonry 150 lbs. per en. ft*, we have for stability tl 
following equation of moments: 



ISO A b X- 
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from which we ^nd ^ 

h = i b. 

Hence, using only the horizontal forces and n eg lectin 
adheston or friction on the back of the wall, we Bn 
that a wall having a height three times its base^ whic 
is usually considered in good proportion for a retainm 
wallj will be found to be stable against ordinary earth. 

In retaining walls of reinforced concrete the cajt 
itself may he utilized to prevent the ovctturntng of tli 
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wall, not by its uncertain friction or adhesion but by 
its weight. 

A form of reinforced concrete retaining wall coming 
into use is composed of a front curtain wall and a bot- 
tom slab, both reinforced with horizontal rods; wall and 
slab are united by ribs at intervals. Fig. 2 is a modifi- 
cation of that style of construction, by the addition of 
steps at the junction of the front wall and the bottom 
slab. The purpose of these steps will be made evident 
further on. The ribs are spaced a fixed distance apart» 
the same for all heights of wall. The design is to be 
used only for wajls having a base width of 5 ft. or 
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Fig- a- Dcsien for a Standard Re- 
tainiDir Wall of Heinforccd Concrtte* 
EoT any Base nut less than 5 \i, 

(Dimensions ol part* are fftveti in 
termsof width of base. St«l stress, 
ia.50yltj9.ptr9qJn. Beamrtinforce- 
ment not la eKcertd \% per ceiit.\ 
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Tbe daodzrd wali ■faoim is Ftg. 2 vas rvoh^ 
fgiuJt ctI tn¥«sti0atk)f! to detemmie Iht 
a resixfoToed"Cioncrele vaB that troold be stable againd 
earth pressure on the same bads as a solid masoorj waH 
granting that the latter wtU be stable if made with a basd 
onC'lhird of its heighL Three wdlls were takcn^ b^^^^^ 
bases ^ lo and 15 ft. respectively, and heights iz, 1$ 
and 3l^ ft respectively, with other dimensions as grv^ 
in Fig, 2, The volumes per bay were foiind to be 95v(t, 
452 J and 1,168.5 cm. ft. r^pectively. Solid masoarf! 
walls of the same heights and having bases one<^ 
third the height would contain 3.73, 3,jg and 3-M 
times as much in volume of masonry respectively as the 
concrcte^fiteel walU; hence if reinforced concrete does 
not cost more than three of four dmes as much as solid 
masonry or plain concrete^ the former is the ihot^ 
economical in the form of retaining walb. The addi^ 
ticrnal excavation for the wider base may enter as a fac^ 
tor in the relative costs. It is not the purpose to gii^ 
ftdual relative costSj but only to show that there is i 
2n 



large margin in favor of the reinforcedH:oncrete retain- 
ing wall. * 

The centers of gravity of these three walls were found 
to be 1.43 ft., 3.00 ft. and 4.66 ft. respectively from the 
heel of wall. The respective volumes of earth over the 
slab are 332.3» i»377'2 and 3,206.3 cu. ft The centers 
of gravity of these volumes are located 2.96 ft, 5.97 ft 
and 9.01 ft respectively from the heel of wall. The 
moments of stability of these three walls, taken about a 
point one-third of the base from the heel, were found 
to be 39,599» 340,405 and 1,227,272 ft-lbs. respectively, at 
100 lbs. and 150 lbs. per cubic foot for earth and concrete 
respectively. The earth load considered is that directly 
over the bottom slab up to the level of the top of wall. 
Assuming that the force of the earth back of the wall 
is that of a liquid one-sixth of its density the weight of 
a cubic foot of earth to balance the above moments would 
be no. III and in lbs. respectively. 

One peculiarity respecting these three walls is that the 
resultant center of gravity of earth and concrete is in 
each case almost exactly in the center of the slab. This 
makes it proper to assume that the pressure due to the 
weight is uniformly distributed over the base, as shown 
at a, Fig. 2, as the stiffness of the bottom slab is suffi- 
cient to give this distribution. The reaction of the earth 
under the slab will be uniformly varying from zero ' in- 
tensity at the toe of wall to double the intensity 
of the imiform load at the heel of the wall, as at b 
The difference between these sets of forces, or the forces 
as shown at c, must be resisted by internal stresses in 
the concrete. On the left half of the bottom slab the 
forces are seen to be upward. If the construction were 
a reinforced slab, it would require the principal rein- 
forcement in the upper part. For simplicity of construc- 
tion it is desirable to avoid this. The close ^i:QyLvro>fc«s 
of the vertical wall makes it possible to tVviovi >i>Kvs» \a^<» 
directly into that wall by means oi the ste^^ ^t ^^ V>»s^- 
tiott of wall and slab. These steps cou\d oi co>\t^ "^^^ 
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replaced by a chamfer or slope, if ^bc latter were fbni 
to be simpler of const mction. 

On the ri^t half of the bottom slab there is a rcitkil 
load downward var>ing in intensitj- from zero at middk 
to an amount at the edge of slab which may be t ^w*^ v 
the weight of superimposed earth and of the «ia|> itsdL 
This is close to 230 X ^ ^^- ?«" sq. ft. Taking die rf«- 
tive span of the slab as yVi ft the bending mament oo tbe 
extreme right edge is 250 b X 7?^^ X 7J^ -f- 8 = i^h 
This is in foot-poands per foot width of slab. 

In order to give clearance for the angles shown in Fig.!; 
the steel rods are placed one-sixth of the depth of shb 
from the bottom. Following the method cmploj^ed by the 
writer, and described in Engineering News, Mardi IS 
1906, the effective depth of the slab is fonnd to be 2/3 of 
its depth. But as the depth of slab is 3/20 b, its effective 
depth (that is, the distance from center of steel to center 
of compression in concrete) is i/io b. For an area of 
steel = A, in sq. in. per foot width of slab, and a stiess 
of 12,500 lbs. per sq. in. we have an allowed bendii« 
moment of 12,500 A X ^/^o b = 1,250 A b foot-ponndi 

Equating this to 1,758 b, found above, we have 
A =: 1.406. 

This can be made up of four 5^-in. diameter rods. It is 
thus seen that for any size of retaining wall ^-in. round 
rods spaced 3 ins. apart will take the tensile stress in the 
bottom slab at the extreme right edge. 

When the area of steel does not exceed J% per cent of 
that of the concrete in the slab (see article above referred 
to) the stress on concrete will be within safe limits. It is 
seen that the area A found above is iJ4 per cent of that 
of a slab 12 ins. wide and 9.4 ins. deep. For a base of 5 ft 
the depth of slab is 9 ins.; hence a lower limit of abont 
5 ft. should be adhered to for this standard. For smaller 
walls the thickness of parts for a wall of 5-ft base conld 
maintained and the span betyieen. ribs varied to suit 
bending moment found. TVvus, ioi ^ ^^». \iw«^\ 
t bane (one-half of tVie slanAaTd v^i. N«^\V>,>(>c»feVsA 
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on the filab wiH be iwn>ximately ooe-hailf dl that on the 
5-ft. wall (The bright of thin wall would be 6 ft.) A 
9-iii. slab with the standard reinforcement will be good 
for a span y'X times the standard, or ta6 lt» say lo ft 
clear. 

The span of 7 ft in the standard wall is found as fol- 
lows: Let M s= clear span in feet The end shear on one 
foot of width of the slab is aso ^ X ^ / = 1^5 & «. The 
shearing strength of a slab 3-J0 b feet deep and one foot 
wide, at 40 lbs. per- sq. in. on the gross area is 
3-ao 6 X ^2 X ";X 40 = 864 6. 

Then from the equation 

laS & * = 864 &, 
we find / = 6.91 ft . 

Since this remains true for all sizes of standard walls, 
it b seen that the shear is taken care of also in walls of 
leas than 5 ft in base, as the slabs will have a greater 
relative depth than in the standard walls. 

The reinforcement in front wall is found as follows : It 
will be seen in the standard retaining wall that the depth 
from top of wall to top of steps is 1.96. The intensity of 
horizontal pressure is therefore 1.9 b X i"^ X ^^^ ^^s- 
per sq. ft. This gives a moment on a foot depth of wall 
= 323 b ft.-lbs. The moment of resistance of the con- 
crete-steel slab, found as above, is 

12,500 A X -|-X ---=833 A b. 

From 

223 6 = 833 A b, 
we have ^ = .267sq. in. 

This would be made up by one f^-in. round rod for 
every foot of depth of wall. This reinforcement is carried 
up to the top of the wall and is used as indicated on the 
lower portion of the wall and on the bottom, though theo- 
retically less reinforcement would be required. The pur- 
pose is to tie the wall together. 
' The rods in the rib act to tie together the bottom slab 
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and the vertical wall, the manifest tendency being for 
these to pull against each other. The chief use of the 
concrete in the ribs is to protect these rods. It is essen- 
tial that the rods have an efficient end anchorage, and 
any other anchorage or bond can serve only a subsidiary 
purpose. The line of cleavage in the rib may be im- 
mediately above the bottom slab, and practically the whole 
strength of the rod is needed at that plane. In the short 
depth of the slab there is not length enough for even me- 
chanical bond to take effective hold for the full strength 
of the rods. Hooks or curves on the ends of rods have 
not been shown by tests to be effective end anchorages. 
Such a detail would not be accepted in structural steel work. 
The use of plain round rods with thread and nut at end, 
attached to a front-to-back angle in the bottom of the 
slab, as shown in Fig. 2, seems to be the most economical 
as well as the most effective means of meeting these con- 
ditions. These angles may also act as anchors for the 
horizontal rods, at ends of wall, if any such anchorage 
is needed. 

The angles serve to locate the rods properly and to hold 
them in position against displacement during the placing 
of the concrete. They also make it more difficult to omit 
any rods and easy to detect any omissions. All of these 
points are of great weight in construction where unskilled 
labor is so commonly employed. 

The rods in the rib take the downward force shown at c, 
Fig. 2, the amount of which at the right edge is at a 
rate per foot close to 250 & X 7 = i,75o h lbs. On a re- 
taining wall of 5-ft. base the load in a foot is 8,750 lbs. 
At 12,500 lbs. per sq. in. this would require four tods 
Yz-in. in diameter. For a 10- ft. base four ii-i6-in» round 
rods are required, etc. By giving these rods the same 
horizontal spacing at bottom as those in the bottom slab 
and varying the rate of spacing in the same manner, the 
vertical load is taken care oi. 
These rods start vertkaV; Vveivcfc V?cv^ N^t^L\ca\ VsA 



measures their stress and not the component in a diagonal 
direction. Their stress is not uniform throughout, but 
they begin near the foot of the wall to transmit their stress 
into the concrete to resist the upward thrust of the forces 
on the left half of the base. Their radius of curvature 
should not be less than about twenty times their diameter, 
so that the unit pressure exerted by the side of rod on 
the concrete will not exceed safe limits. (A square rod 
curved to a radius twenty times its diameter will exert a 
radial force on its side one-twentieth of the intensity of 
its tension, which is the usual ratio between the allowable 
stresses in steel and concrete. The use of sharp bends 
in embedded rods is a structural fault often met with.) 

The rods should have two nuts on the ends, so that the 
end nut can be drawn to a tight bearing on the angle. 
Horizontal rods should be spliced by sleeve nuts. 

A modification of the design can be made in which the 
rods in rib pass through slotted (or large sized punched) 
holes, and have cast iron beveled washers. The rods can 
then be straight. The inclination would be such as to 
give about 8 per cent more stress than found in vertical 
rods. 

The gripping of concrete is sufficient to make up for 
the difference in strength of rod at root of thread and 
that of the full section. 

Anchors that take the full stress of rods should have 
their areas twenty times the section of the rod. This con- 
dition would govern the size of the flange of angle to which 
rods in the rib connect. These angles could vary from 
about 25^ X 25^ X 5-i6-in. for small sized walls to 4 X 
3 X H-in. for large walls. 

The formulas ordinarily given for continuous beams are 
for beams having a uniform moment of inertia. If the 
beams have not a uniform moment of inertia, the formula 
does not hold. If a beam be purposely designed ^<i -a.^ 
not to have a uniform moment oi \t\en\3i, \\. -w*^ ^^t^tOL 
more at the section not reinforced ior \\v^ i\3a\ TCvoxa.«oX^ 
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and tlius put greater moment on the fully reinforced 
section. This is the basis for the somewhat arbitrary re- 
inforcement of the upper part of bottom slabs. The bend- 
ing moment at the middle of this slab cannot exceed that 
for a simple span. The upper rods are added to prevent 
cracking, and consequent weakening of the slab in shear, 
near the ribs. 

It is recommended that long walls be concreted from 
one end to the other, and not uniformly from the ground 
up; so that the shrinking of the concrete as it sets will 
not act on the whole length of the wall at once. It is 
also recommended that at expansion joints, say about 
every loo to 150 ft., a complete separation be made in the 
wall, with an end rib in each portion of the walL 



THE DESIGN OF REINFORCED-CONCRETE 
RETAINING WALLS 

Sir: The article in your issue of Oct. 18^ by Edward 
Godfrey, on the "Design of Reinforced Concrete Retain- 
ing Walls," was of especial interest to the writer^ because 
it so closely conformed to the methods of design lately 
developed by him in checking the computations for a 
very high and long wall about which he was consulted. 

Differences of opinion may exist as to proper methods 
of determining the lateral pressures exerted by earths of 
different qualities, and as to the proper design of rein- 
forced concrete beams, etc., but certain fundamental 
principles exist in accordance with which every proper 
design should be prepared, and it seems to the writer 
that Mr. Godfrey has come nearest to stating them of 
any one with whom the writer is acquainted. 

The writer's experiments on lateral earth pressures, re- 
ported to the American Society of Civil Engineers, led him 
to the opinion that the angle of surface repose for most 
earths is entirely different itotu \.\v^ 2lTv^^ c>\ vwv^wv^l 
friction of the same eatt\vs. M^m\e^\Vj \\. *vs» ^^ NsaXVei 

24^ 






(A) 



|Tf f ■*''"^ (C> 




(E) 



Px 
^ 



k 



(F) 





(H) 



K 



1 



ik ♦ I f 



(J) 



Ikilii 

fit 



<K) ^'***VDH* 



2&Q 



which should be used in most design work instead of the 
former. The writer agrees with Mr. Godfrey, however, 
that the actual active pressures may with sufficient ac- 
curacy be considered as fluid in effect, and a certain per- 
centage of the weight of the earth backing in amotuiL 
The experiments above referred to seemed further to 
show that for walls more than about 5 ft. high the pres- 
sures varied practically as the depth, so that their re- 
sultant might, with sufficient accuracy, be considered 
as acting at the lower third point of the height of the 
wall. For walls of less height, however, this point of ap- 
plication rose often to a point four-tenths of the hei^flt 
above the base. In most walls, then, the lateral pressures 
would be represented by a triangular diagram of hori- 
zontal arrows, having a horizontal base (sketch A). 

The writer is in direct accord with Mr. Godfrey where 
he uses a bottom slab weighted by the superimposed 
earth, and agrees that the resultant downward pressure 
of the earth on this slab may, for all practical purposes, 
be considered as uniform (sketch B) unless the design 
employs a greatly extended toe, as is often necessary 
with high walls on soft soils. 

He also agrees with Mr. Godfrey that many designs 
are faulty in the arrangement of the reinforcement in the 
bottom slab, probably from wrong assumptions as to the 
distribution of the resisting earth pressures. 

While some experiments lately carried out by the writer 
(which are now being repeated) shed some new light 
on the distribution of resisting earth pressures under 
walls and foundations, still for the moment a uniformly 
varying distribution may be assumed, and, provided the 
resultant of the two series of forces above described in- 
tersects the base of the wall at the front edge of its 
middle third, the variation is from zero at the back to 
twice the average at the front (sketch C). 

The diagram of resultant forces on the slab will then 
evidently be two triangles, as desciWi^d \5>j "^Vx. C»o^Vt^^ 
{sketch D), 
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The horizontal forces are, of course, resisted by the 
sliding friction between the base of the wall and the earth 
beneath, and by the pressure of the toe of the wall 
against the earth in front of it. This front pressure 
may be considered as distributed uniformly over the base 
like the friction, for sake of convenience. 

These assumptions take care of all the external forces. 

If the slabs in front and base are to be tied directly 
together by diagonal rods in the counterforts, these rods 
must be given varying slopes (approximately as at E in 
the sketch herewith) to correspond with the varying pres- 
sures in front, while their bottom ends must be simi- 
larly spaced to correspond with the resultant downward 
earth pressure. Then, too, these rods would have quite 
diflferent stresses due to their varying slopes, so that the 
proper distribution of diagonal rods of uniform diameter 
is a very complicated affair to determine. Evidently, tf 
some satisfactory arrangement of horizontal and vertical 
rods can be devised to produce the same effect several 
advantages will be gained. Even the arrangement pro- 
posed by Mr. Godfrey (the correctness of the design of 
which the writer strongly questions) is rather costly in 
execution, because simple horizontal and straight, approxi- 
mately vertical rods are much more easily placed by in- 
experienced labor. 

Such horizontal and vertical rods in the counterforts, 
if spaced to correspond with the assumed forces, will 
have a uniformly varying spacing one way to correspond 
with that which theoretically should exist on the face, 
and a similar one in an approximately vertical position 
the other way, the upper ends of the rods running to all 
points along the back of the counterfort, while their 
lower ends cover that part of the base over which the 
resultant earth pressure is assumed as acting downward 
(see sketch F). These rods simply carry to ^ovcvVs* vjSjCwvcs. 
and along the backs of the counterioTts tVve ^cXanc. ^'5sx>5cv 
stresses, so that the resultant diagram ttiay \i^ ^x^^^ 
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as shown at G when primary stresses alone are con- 
sidered, and as at H when the resultant earth pressures 
and rod actions are considered. 

Now the concrete in the counterforts being highly re- 
sistant to compressive stresses, easily resists the com- 
bined action of these loads and the whole counterfort is 
much better tied together than in Mr. Godfrey's design. 
The latter seems a little inconsistent in not better rein- 
forcing the counterforts after employing more steel than 
theory requires at several other points. A similar incon- 
sistency crops out in the omission of any steel in the 
steps which are supposed to carry over into the face of 
the wall the upward pressure near the front under the 
bottom slab. Unless the concrete is considered as taking 
some tensile stress, reinforcement should be employed 
in some manner in these steps, either to make them act 
as beams of variable depth carrying the upward pressure 
to the counterforts, or as brackets attached to the inside 
of the front face. Under the latter assumption horizontal 
rods perpendicular to the face should be introduced in the 
bottom slab. These rods should also be carried through 
the plane of the face and into the toe projection, which 
must often be greatly extended, and the design of which 
Mr. Godfrey does not consider even though he shows such 
a toe in his diagrams. 

If the remainder of the bottom slab outside the stepped 
portion, besides acting as a vertical beam to take earth 
pressures, is considered as a horizontal beam designed to 
resist the stresses which the lateral rods might be intro- 
duced to resist; then proper additional ties should be 
introduced in the counterforts. Mr. Godfrey's angle iron 
would not seem of sufficient size to cover the usual needs. 

It is believed, further, that the practical construction 
of the forms for Mr. Godfrey's stepped wall will be more 
costly than for a wall without the steps and with steel 
introduced instead. 

Whenever the weight oi a cubic loot of the earth back- 
infr multiplied by the height ol vj^V\ e.^ctt^^ Va\.V n^Jcvr. ^"jS*. ^ 
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bearing power of the soil, an extended toe must be eitt- 
ployed. In that case the diagram of vertical stresses 
may be assumed as in sketch / and the resultant down- 
ward effect on the bottom slab may or may not reach zero 
behind the face. A diagram somewhat like that of sketch 
K will result. 

In this case the rods in the counterforts which are de- 
signed to carry these vertical resultant stresses will them- 
selves be nearly or quite vertical. The exactly vertica/ 
condition would occur when the resultant earth pressure 
becomes zero under the face of the wall, which condi- 
tion would take place when the toe is extended a distance 
outside this point approximately three-tenths of the total 
width of base. This amount may seem rather large, but 
is not unknown. 

With such an extended toe a series of steps in the out- 
side of the wall would be very proper because no coun- 
terforts are available, and since the face of the wall Is 
in close proximity. Properly arranged steel would be 
very necessary unless tension is to be allowed on con- 
crete. 

What Mr. Godfrey says wth regard to end anchorage 
of rods, the writer believes to be eminently correct, ex- 
cept that the writer's experiments have shown that proper 
hooks are entirely satisfactory. The writer further agrees 
with Mr. Godfrey in always advocating steel in beams 
and slabs to take up reverse moments at points of support, 
except that he feels that the design of the slabs as simple 
beams with extra reverse reinforcement added, is erring 
too much on the side of safety even with regard to the 
exceedingly uncertain knowledge we now possess as to 
earth pressures and reinforced concrete continuous beams. 

The writer has been greatly interested in Mr. Godfrey's 

design, but considers that the one briefly described above 

is more logical and more economical oi ex^^oiVxatv, ^-s^^- 

c\a]]y as to labor. Yours truly, "E. "P . Goci^'«:V2cw- 

ii^o Broadway, New York, N. Y., Oct. i^, 1^3^- 
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THE DESIGN OF REINFORCED CONCRETE RE- 
TAINING WALLS 

Sir: Kindly permit me space to reply briefly to Mr. 
E. P. Goodrich in his criticism (Eng. News, Nov. 15) 
of my article on design of reinforced concrete retaining 
walls (Eng. News, Oct. 18, 1906). 

As to the placing of straight horizontal and vertical 
rods being simpler than the inclined rods used by 
me, my idea would be to have the rods and angles sent 
cut and punched and threaded to the site. The harp- 
like arrangement in each rib or counterfort can be set up 
on the ground and raised to position. A few braces would 
hold all in place, whereas, with all rods separate, eadi 
would have to be held individually, and liability to dis- 
placement is multiplied. 

The total pressure against the front slab is less than 
that against the bottom, hence with the same rods, starting 
normal, there is more than enough strength to take all 
of the force. The occurrence of rods apparently closer 
than necessary near the top of front slab will give an 
extra saf^^uard against such pressure as that due to freez- 
ing of the ground, which would be greatest near the sur- 
face. Extraneous load would probably effect a lateral 
pressure near the surface only. 

In the matter of the projection in front of the wall, 
and of the steps being without reinforcement, it is seen 
by my sketch that the front projection is only one-third 
as broad as its height; also the uplift under the steps 
tapers down to nothing at the foot of the steps,, There 
is strength enough in the concrete to take the resultant 
tension at a very low value. Spread footings are allow- 
able even in brick or rubble masonry; they ought to be 
so in monolithic concrete. If there were necessity for a 
(arge projection in front of the wall, a modified design 
ivould be required. It was my purpose to give a rational 
analysis of the stresses and rational methods of taking 
care of them. Yours very IruVy, "S-^vj^x^ CsiditeY. 

Monong^ahela Bank Bldg., P*\tts\>VLTR, ^^., ^qn. v^, v*fc. 



A Method of Measuring Deflections 
in Floor Tests. 

[Published in Engineering News, Aug. 25, 1904.] 

By the Author 

The following description of the method employed to 
measure the deflection of a floor under test may be of in- 
terest to any who have similar tests to make. 

The floor tested was in 20-ft. squares, and it was desired 
to obtain the deflection at the middle of the square tested, 
as well as at the middle of the side of the square, or half 
way between the columns. To accomplish this, pedestals 
or uprights were made of a single 4 x 4-in. piece of wood 
nailed to a block about 2 x 12 ins. by 2 or 3 ft. long. These 
were placed on the floor at points where the deflections were 
to be measured, and blocks of pig iron were placed upon 
them to weight them down, so as to prevent displacement 
by the men in loading the floor. Enough pig iron was 
placed on each pedestal to make up approximately the re- 
quired load for the space which it occupied. 

In addition to the pedestal there had been placed 2 x lo- 
in, timbers which reached across the floor space and were 
nailed to posts resting on the floor near the columns. These 
were about at the level of a man's head, so as not to be in 
the way of the men who were loading the floor. 

They were vertically over the points at which deflections 
were to be taken. The uprights were placed so that a flat 
side of the 4x4 was against the joist or timber which 
reached across the floor. On the back of the upright there 
was tacked a sheet of stiff paper, upon which was ruled a 
horizontal line. On the joist was tacked another ?.\v^^l ^a'v 
stiff paper, the edge of which had been dw\^e^ ^Q.oxfaX^^. 
wto tenths of an inch. This was set \v\V\v tVe xexo o\ >i>cv<i 



scale at the horizontal line on the sheet tacked to the up- 
right. 

As the floor deflected, the amounts of the deflections 
could be instantly read on the scale to hundredths of an 
inch, by estimating tenths of scale divisions. The appara- 
tus is more clearly shown in the accompanying sketch. 

A number of scales were ruled at the same time by tack- 
ing the sheets down on a drawing board with about %-iiL 
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Apparatus for Measurmg Deflections of FIcor Panels 
in Load Tests. 

along the edge of each exposed. By dividing one sheet with 
a decimal scale and ruling across the exposed edges all were 
made alike. The tenths could be further divided into five 
parts or fiftieths with a hard pencil, but no difficulty was 
experienced in estimating the hundredths with a scale di- 
vided into tenths. 
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^ Reinforced Concrete Engineering in 
tlie Making. 

Concrete-steel or reinforced concrete construction is only 

an infant as yet. The relatives have not screed upon a 

' name. Many want the hyphenated appellation with the old 

family name of steel retained, while others would express 

the office of the steel rather than its presence. 

To drop the figrure, there is much to learn by the builders 
of this construction, some things that only experience will 
teach, and others that can be wrung from known facts and 
technical knowledge in kindred lines. It is the purpose of 
this article to point out some of the things that ought to be 
set up as guides in the design and execution of reinforced 
concrete constructon, if it is to have a standing in the 
class of sound engineering. 

While it is true that the manufacture of reinforced con- 
crete can be accomplished largely with ordinary labor, it 
is also true that this labor must have strict supervision by 
competent foremen, who understand the importance of 
doing the work just as the designer has planned it. A 
laborer does not understand the importance of a small rod 
in the concrete, and would probably see no harm in leaving 
some rods out; or he might think that the exact location 
of rods is a matter of no importance, so long as they are 
present. The displacing of rods, either by accident or de- 
sign (as to make the placing of concrete more convenient), 
may be the result of an ignorant workman's act for which 
he would feel no guilt because of his ignorance. Rods that 
are intended to lie close to the bottom of a beam or slab 
may thus be p^ced at the middle of its depth, resulting in a 
great reduction in the strength, and not improbably being 
a cause of failure. Rods bunched together, where they 
should be separated, is a possibility that would result in a 
loss of gripping power in the concrete. 

Again a laborer may wish to save himself the hatidlvcv^ 
of cement and cut down on the amount used\ ot, Vv^Or. "^ 
vJeiv of saving his employer expense, wilVi \.Vi^ \2X\sx' ^ ^Q^- 
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sent, a bag or two of cement may be left out occasionally. 
The time of mixing or number of turnings on the mixing 
board, if hand mixed, should not be left to any but ex- 
perienced and responsible persons. The uniformity of 
the concrete depends upon the thoroughness of mixing and 
correctness and constancy of the amounts of the ingre- 
dients. The strength of the structure is gaged, in a large 
measure, by the uniformity of the concrete. 

An illustration of a workman's idea of the possibilities 
of concrete is found in the following: The writer ob- 
served some work being put in, where three or four inches 
of plain concrete was being laid on an old wooden floor. 
With the idea that the floor had probably been shored or 
strengthened for the heavy load he asked the workman 
what supported the concrete. The reply was, that "the 
stuff didn't need any support, it supported itself." 

Inspection of every part of the work as it progresses, 
by someone not interested in the contractor's end of it, is 
almost an absolute necessity The combination of possi- 
bilities of skimping and scamping, through ignorance or 
carelessness, leaves the owner with the small end in the 
probability line, unless he adopts suitable means to correct 
this condition. A contractor's guaranty that a structure 
will be built according to specifications, or that it will not 
crack or deteriorate in a given period, is scant comfort 
when a piece of work shows defects upon its completion, 
and the contractor's final estimate declares that the struc- 
ture is complete and ready for use. 

A guaranty that a structure will stand a specified test 
load is another uncertainty to which owners sometimes tie. 
A test load on a small square of a large floor of continuous 
construction is no more a criterion of its capacity when 
fully loaded, than the ability of a tank to hold a barrel 
is proof that it will hold ten barrels. In the early days of 
bridge building it was not unusual to see in specifications 
a requirement that a bridge should be loaded for a certain 
period with a given train load. Br\d^t VmJAA^t^ Vvaive. a.d- 
vanced away beyond that point. It i^ vVv«. rtvaxv *\w V>cvfc ^v ^ 



^^ .^ning department that can tell to a nicety what the bridge 
^^^ fit to carry, the presumption being that all parts of the 
■^^brication of the bridge have received the necessary in- 
* ^^>ection, and the plans are carried out in every particular. 
Tests on reinforced concrete construction are quite 
^ TOper, but they should be made on an isolated unit of the 
^^.oor not supported on all sides by the contiguous con- 
^'truction; or else a test to be of value, should be made on 
^^ large section of the floor in place, of sufficient extent not 
^^ be affected by extraneous support. 

One contract which came under the writer's notice called 

"^^or floors that had a theoretical breaking strength of three 

'^^iines a certain load per square foot. The floors in ques- 

^^Won proved to be unsafe under test with one time this load 

^>er square foot, though by the designer's method of figur- 

iig the "theoretical breaking strength" was supposed to 

"be three times. The theoretical breaking strength of 

concrete or of a concrete-steel floor is too nebulous to have 

any meaning in a contract. 

An error that works to the detriment of reinforced con- 
crete construction is the notion that it is the cheapest form 
of construction. For many reasons it is economical, but 
in no sense is it cheap. Properly built it cannot compete, 
even at present high prices, with wooden construction in 
the matter of first cost. It compares favorably in cost with 
steel construction, and in many situations structures can be 
built of reinforced concrete for less than of structural steel, 
when the same character of design is maintained. 

The necessity for using wet concrete cannot be too 
strongly urged. Dry concrete is lacking in the essential 
characteristics that make the combination of steel and con- 
crete so strong and durable. Mealy concrete will be porous 
and fail to protect the steel; wet concrete, if it contains 
enough cement, will coat the steel with a film of cement. 
This is one essential to the preservation of the steel ; dense 
concrete is another. Neither of these are possible with dry 
concrete. Dry concrete has not much adhesion; it will 
therefore fail to take hold of the steel. It is also lacking 
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in cohesion, and would therefore be weak in its gripping 
power on the steel. Dry concrete will set in a shorter time 
than wet concrete, and on short time tests will show greater 
compressive strength. The wet concrete will, however, 
attain greater strength than the dry concrete when it has 
thoroughly set. Many erroneous notions about the strength 
of reinforced concrete and the preservation of the imbedded 
steel have no doubt been the result of the use of dry con- 
crete, and the unsatisfactory conditions observed. Con- 
crete for this class of construction should be puddled rather 
than tamped, by means that will work out the air spaces 
and make the concrete to rim into all crevices. 

In the matter of materials and the proportions of the 
same there is not much difference of opinion. Good, hard 
and durable broken stone or gravel is essential in stone 
concrete for any purpose. For reinforced concrete the 
stones should be small, say under an inch in every dimen- 
sion for slabs, beams, columns, and small arches, and larger 
in size for more massive work. The reason that small 
stones should be used is that they will pack better around 
the steel and not leave voids. Graded sizes from the largest 
to the smallest are very essential both in the stone and in 
the sand. Uniformity in the sizes of stone or grains of 
sand is to be guarded against. The larger parts leave voids 
that only the smaller parts can fill, and these leave voids 
that still smaller parts are necessary to fill, and so on down 
to the finest particles of cement 

In plain concrete economy can be effected by a mixture 
that is suited to the particular broken stone or gravel used. 
In such concrete it is only necessary to provide enough 
sand to fill the voids in the stone and enough cement to 
fill the voids in the sand. In reinforced concrete there 
must be an excess of cement, so that the density of the 
concrete will be assured, and so that the steel will be cov- 
ered with cement 

One part of Portland cement to two parts of sand and 
four parts of broken stone, gtavd oi cm^tt?*, ^ Vj n^^sss^ 
Js the generally accepted statvdatd mvjRXMt^. K \«»qci 



mixture than this is not recommended. Stone concrete of 
these proportions, made of good materials, will have a 
compressive strength in short blocks of about 2,000 pounds 
per square inch. To have a factor of safety of four, as it 
should have, a compressive unit stress or an extreme fibre 
stress in beams of about 500 pounds per square inch should 
be employed in the design. Concrete in short blocks can 
be stressed to this amount with safety. It is therefore a 
proper unit for reinforced concrete columns or beams. It 
would not be safe in a plain concrete column, because a 
plain concrete column (having a length several times its 
diameter), will fail in other ways than in direct compres- 
sion, such as bulging or diagonal shear. But where the 
concrete is tied together by steel in such a way that the 
concrete is not subject to any but compressive strains in 
short braced elements, failures by bulging or by diagonal 
shear are prevented. 

Steel buildings are commonly built in lengths of several 
hundred feet without expansion joints, depending upon the 
elasticity of the steel to take up temperature stresses. Re- 
inforced concrete builders, essaying to do the same thing 
with the less elastic materials, are apt to have serious 
trouble. If a long wall or building is brought up from one 
end to the other, so that the shrinkage of the concrete does 
not act on the whole line at once, it is believed that one or 
two hundred feet of continuous reinforced concrete can 
be maintained in one piece. The placing of the concrete 
'- should be done from one end to the other of a long struc- 
■- ture where possible. It is well to have expansion or cleav- 
? age joints and two sets of columns in very long buildings. 
• So-called expansion joints, where the two parts of the 
r building coming together are not independently self sus- 
i taining are worse than no provision whatever for expan- 
»* sion. Two sets of girders on one column with an expan- 
sion joint between them would mean the concentration ot 
E all of the .temperature stresses on the columns. 
I It is very important that, excepting at ex^^tv^Xotv \ovcvV5», 
sttactutes be tied together continuously. K \>x^^V. vcv >Jc^ 
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continuity of the steel results in a weak point or section kl 
the structure under temperature stresses. 

In the matter of the time allowed for the setting of con- 
crete the practice common with plain concrete will not 
apply in reinforced concrete. In plain concrete the forms 
can often be removed in a day or two after the concrete 
has been placed, and no harm results. This is because the 
stresses in plain concrete are not of the intensity of those 
in reinforced concrete, and because of the further fact that 
plain concrete seldom receives its calculated load until the 
structure it supports has been built up over it, which may 
be months later. The dead weight of reinforced concrete 
beams and slabs is a large part of the total load which they 
carry, hence they should not be called upon to support their 
own weight until the concrete has attained the greater part 
of its calculated strength. In a current engineering periodi- 
cal, description is given of a building in which the state- 
ment is made that forms were removed from some very 
large girders two days after the concrete was placed. There 
is absolutely no warrant for such practice. The straining 
of the steel rods before the concrete has firmly gripped 
them is a proceeding that is fraught with great danger to 
the safety of the structure. No wise builder would submit 
to his structure being subjected to a test two days after 
the concrete had been placed. It is just as absurd to re- 
move the forms at so early a date. Two weeks of good 
weather should be allowed before forms are removed, and 
two weeks more should elapse before any test is made. In 
freezing weather a longer period should be allowed, as 
the setting of cement is retarded and sometimes almost 
suspended in freezing temperatures. 

If construction is proceeding upwards, as in buildings, 
speed should not be too great. If too much weight is 
placed upon the columns while the concrete is green, damage 
will result. Forms for concrete columns should be well tied 
together with a view of containing the semi-liquid con- 
crete as well as resisting iVie buislm^ v^e.?»?.>3i\t 4>aL^ lo the 
l€}ad that may come upon the coVumtv. ^xov^ ^\vQ\:W\fc 



placed close to columns as well as under intermediate points 
n the beams and girders. Column forms, as usually con- 
jtructed, are not suited to taking vertical loads, but are 
Duilt merely as boxes to contain the concrete. The cen- 
:ering or props should be strong enough not only to sup- 
port the concrete in the forms immediately above, without 
jagging, but also to sustain whatever load may come upon 
:he same during construction for the time that it takes 
:he concrete to set. 

The qualities that make the combination of concrete and 
steel not only a possibility, but also a means of meeting 
engineering problems thai in many ways has no equal, are 
hese : Concrete and steel have nearly the same coefficient 
>f expansion under changes of temperature. Concrete in 
jetting in the air will shrink and grip the steel ; it will also 
idhere firmly to clean or somewhat rusted steel, (but not 
:o oily steel). Steel imbedded in concrete will supply the 
:ensile strength that the concrete lacks, and the concrete 
ivill preserve the steel against rust besides acting as a pro- 
:ection against fire. 

That the coefficient of expansion of the two materials 
s not quite the same is reason for predominance of the 
weaker material. Large sections of steel in comparatively 
jmall sections of concrete should not be used, as the ex- 
pansion and contraction of the steel will crack the con- 
:rete. The need of mass in the concrete to grip the steel 
:o the capacity of its tensile strength is another reason why 
he steel should occupy only a small fraction oi the sec- 
ional area of a beam or slab. 

The placing of steel directly against the forms and thus 
allowing it to be on the surface of the beam or slab is bad 
practice. The steel is by this means exposed to fire and 
rust, and it cannot be effectually gripped. Steel rods should 
be several times their diameter from the surface of the 
:oncrete. Beams narrow at the bottom and wide at the 
top are irrational in shape. They lack iti coticx^Xft. \visX. 
where it is needed to protect and grip t\ve s\te\. S>o-<aJ\^^ 
^ beams, which are rectangular beams, mcVa^m^ V5\ V?sv€vt 
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calculation a portion of the floor slab as top flange, arc 
faulty in like manner, in that they do not contain enough 
concrete in the lower part of the beam for the amount of 
steel used. 

Floor plates in steel construction are not considered as 
adding to the strength of floor beams, even though firmly 
riveted thereto. It is not good engineering to consider a 
wide expanse of floor slab as part of a narrow beam, and 
it is not doing justice to the owner to make a floor slab 
which he cannot cut into, for the many necessary pur- 
poses that openings are often made in floors, without 
weakening the primary support of his floor. 

Wide flat bars bedded in concrete are not held as finnly 
as square and round bars of the same sectional area, and 
are not suitable shapes, for the reason that the concrete 
tends to shrink away from the flat sides. Flat bars have 
the further disadvantage that they make a plane of cleav- 
age in the concrete. This is especially true if they are near 
the surface. The writer observed some reinforced concrete 
beams in which several flat bars were placed side by side 
and brought up and hooked over the steel beams. When 
the forms were removed, large chunks of concrete below 
the flats fell off. Square and round rods should there- 
fore be used in preference to flat bars. 

The writer has no quarrel with mechanical bond, but he 
believes that more is to be gained by use of plain com- 
mercial steel and a low unit tension than by using mechani- 
cal bond and the high unit tension advocated by those who 
have the special material to sell. If the question of economy 
cuts no figure, the use of deformed rods under low unit 
stress will add an element of safety, which is more in the 
nature of insurance against bad work in the execution than 
a needful precaution in the design. 

The proper use of the steel is to take tensile stresses. 
Composite structures, such as the combination of wood and 
iron in a beam, are poor makeshifts at the best. Where 
dissimilar materials are used to perform the same ofiice 
''^in^tly there is no correct way of determining just how 
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much of the work each will do. A column having longfitudi- 
nal sections of steel that are intended to share in supporting 
the load is a composite of concrete and steel and not a true 
reinforced concrete column. Calculations to determine the 
relative amounts taken by the steel and concrete are ren- 
dered useless by reason of the tendency of the concrete 
to shrink and shorten. 

Segmental floor arches, that is, arches flat on top and 
curved upward on the under surface, with steel reinforce- 
ment near this curved surface, violate the principles of 
good design. If these act as arches and not slabs, they 
need tie rods where they would pierce the curved surface 
and be unsightly in a ceiling; the steel is in compression 
in place of tension. If they act as slabs, they are shallow 
and weakest where they should have the greatest strength. 

The steel in reinforced concrete should be in compara- 
tively small sections, well distributed through the mass. 
Not only should there be the steel which calculations show 
to be required for tension, but it is very often desirable to 
use steel rods at right angles to the primary rods in order 
to tie the concrete together and prevent cracking. These 
cross rods also aid greatly in the lateral distribution or 
spreading of concentrated loads, as in arches or slabs. Wire 
mesh, in which the wires are straight, is an excellent ma- 
terial for floor slabs of small span; as uniform spacing of 
the steel wires is assured, and they are not easily displaced 
in placing the concrete. 

If wires or rods are bent or kinked, the tendency of stress 
in the same will be to straighten out the bends and kinks. 
This means excessive stretch in the steel accompanied by 
cracks in the concrete. The use of wire cables is irra- 
tional. It is a well known fact that a wire cable will stretch 
several times as much as a steel rod of the same sectional 
area under the same load. The principal reason for using 
wire cable must be because of the high tensile strength of 
the steel. Now if a high unit is used in the cable, the 
stretch will be still further augmented. 

Rods imbedded in concrete should not be ^n^xv 'axveaNa-'t 
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bends. If a rod under stress is bent at an angle, there 
will be a large component of stress at the bend in a direc- 
tion bisecting the angle between the portions of the rod 
There is evidently nothing at the bend to take this com- 
ponent but a small area of concrete bearing on the rod at 
the bend. The use of sharp bends in rods is a very com- 
mon fault in reinforced concrete design. It is inexcusable. 
These rods should be given gentle curves, so that the side 
bearing will not be excessive. If we allow a side pressure 
on the concrete one-twentieth of the tensile unit on the 
steel, we may arrive at a safe minimum radius of curva- 
ture of a rod as follows: Let d = diameter of a square 
rod, and p = unit pressure allowed on the concrete. Then 
20p will be the unit tension on the steel, and 20 pd^ = 
stress in rod. But the stress in the rod must equal the 
product of the width d of the rod, the radius of curvature r, 
and the unit pressure on the concrete ; or 20 pd^ = d r p, 
whence r = 2od. That is, the radius of curvature of a 
square rod should not be less than 20 times the diameter of 
the rod. The same rule may be applied to the case of 
round rods without important error. 

Hooks at the ends of rods as a means of end anchorage 
have the same structural fault as sharp bends. They can- 
not anchor a rod for its full tensile strength. A proper 
anchor for a rod requires a washer plate or other bearing 
part having a surface in bearing against the concrete about 
twenty times the area of the rod. 

No tension on the concrete should be allowed in the 
calculation for the strength of beams or slabs. The ten- 
sile strength of concrete is uncertain and unreliable, es- 
pecially where it may be subject to expansion cracks due 
to the presence of the steel. One crack in a beam may 
destroy entirely an assumed tensile value, although the 
same crack might not be a serious matter in a beam not 
calculated to receive any assistance from the tensile strength 
of the concrete. 

The allowed tensile unit on the steel is a feature of de- 
sign that has not received the aUeTv\\oTv OcvaX \\. m^x\\.'5.. TVt 



mere integrity of the steel under a given tension per square 
inch may be taken care of, and yet the stretching out of 
the steel under that stress may be such as to disintegrate 
the concrete. Cracks begin to appear in the concrete after 
the stress in the steel has passed about ten or twelve thous- 
and pounds per square inch. Units of about these amounts 
should therefore be used. The use of high tension on the 
steel is indefensible. There seems to be a prevailing opinion 
and it is held by many men who ought to know better, that 
high carbon steel or steel that by cold rolling or other- 
wise is made to have a high elastic limit will elongate less 
under stress than ordinary structural or soft steel. This 
is entirely erroneous. For stresses below the elastic limit 
all grades of steel have practically the same modulus of 
elasticity, that is, they will all stretch out a given amount 
under a given unit stress. Beyond the elastic limit the soft 
steels will elongate more before breaking, but the proper- 
ties of steel under stresses beyond the elastic limit have 
nothing at all to do with the design of reinforced concrete. 
The writer has in mind a case where an architect wished 
to obtain rods having an elastic limit of 60,000 pounds per 
square inch, so that he could use 20,000 pounds in his de- 
sign ; because the building laws allowed him to use a factor 
of safety of three on the basis of the elastic limit. In an- 
other case a designer used 32,000 pounds per square inch 
for dead load stress on the steel. (This information was 
given in the defense of the design of a bridge that failed.) 
There is absolutely no warrant for the use of such high 
stress upon steel confined in concrete. One advocate of 
the use of high steel, and mechanical bond, makes the de- 
fense that the mechanical bond will distribute the cracks; 
thus virtually admitting that the high tension he advocates 
will result in cracks in the concrete. Public confidence is 
not obtained by any such admissions or practices. 

Shear in steel, while it has a conspicuous place in specifi- 
cations and building codes, has practically tvo tcv^'SivivcvsE, vsv 
reinforced concrete. For a steel rod to be \tv sYve^x Vo >^^ 
extent of 12,000 pounds per square incVv, 2ls ^oxcveJCvccves. 
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tural designer; and to the extent that the personal equa- 
tion is eliminated by these rules is the design perfected. 
Common sense and professional judgment sound well, but 
they are too often just another way of expressing the work- 
ing of the process colloquially known as skinning. In light 
steel bridges it is not uncommon to see principles of good 
engineeering thrown to the wind. It will not do to follow 
the same course in structures of the permanence of those 
in reinforced concrete. A reinforced concrete structure 
with no better provision for rigidity than the average high- 
way bridge (put up with no disinterested engineering super- 
vision), will very soon shake itself to pieces. The high- 
way bridge has the advantage in this respect because of the 
tougher material of which it is made. 

The sooner reinforced concrete design is reduced to rule, 
and the more inclusive the rules, the better for the preserva- 
tion of life and property. 

In the matter of methods of calculating the strength of 
beams many formulas have been brought out, the great 
part of which are very complex. Complex formulas are not 
consistent with the nature of the materials nor with the 
result of tests. Complex formulas lead to errors, not only 
on account of the difficulty of applying them, but because 
of the blind way which they are generally applied. 

By assuming the neutral axis always at the center of 
depth of the concrete beam and compression in the con- 
crete as uniformly varying from the neutral axis up, the 
formula for bending moment, as well as its derivation, are 
rendered very simple. The first of these two assmnptions 
is quite rational, because of the fact that tests to locate the 
neutral axis of beams under safe loads have shown that 
it lies very close to the middle of beam. The second as- 
sumption is equally sound. By the principle of the equality 
of tensile and the compressive stresses in a beam, if 500 
and 10,000 pounds be used as extreme compressive stress 
in concrete and tension on steel respectively, it can be 
shown by a simple calculation that thet^ vi\>\ \i^ \V^ "^^"^ 
cent of steel area in the beam. It U UQl Oci^ v^x^^^^ v^ 
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this article to give formulas, but to lay down general 
principles. 

The common form of beam has one or more rods near 
the bottom from end to end. These rods receive their 
stress by increments from the concrete. These increments 
come in the form of horizontal shear in the concrete, being 
transformed from horizontal shear to stress in the rods by 
the medium of the gripping power of the concrete. As the 
web of a plate girder must have sufficient shearing strength 
in any given length to take the flange increment in that 
length, so there must be section enough in the concrete 
beam to take the increment of the flange in a given length. 
The shear on the concrete in a horizontal section jnst above 
the rods must be provided for in section in the beam. Thil 
is one of the reasons why narrow beams and beams that 
are lacking in concrete in the lower part of the rectangle 
are faulty. If the gripping power of the concrete is mea- 
sured by the area of the rod in contact with the concrete^ 
and that gripping power is taxed to its safe capacity in any 
beam, the area of the horizontal section in the beam should 
be equal to the area of the surface of the rods. This means 
that square rods should be placed four diameters apart and 
round rods 3.1416 times their diameter apart. 

As intimated, the holding power of concrete on a rod is 
measured by the area of rod in contact. This cannot ex- 
ceed, in amount per square inch, the shearing strength of 
the concrete, for it is clear that a prism could shear out, 
taking just the skin of concrete adhering to the rod. The 
adhesion and shear are usually taken at about the same 
unit value. A safe amount is 50 pounds per square inch for 
stone concrete. It will be seen by a little calculation that, if 
a rod is imbedded fifty diameters in concrete, at this amount 
per square inch of its surface, it will be anchored to the 
extent of 10,000 lbs. per square inch. Hence, any plain rod 
not anchored with nut and washer at the end must be im- 
bedded fifty diameters before it is held by the concrete to 
the amount of its safe capacity. In the case of a beam, 
however, while the anchoring value increases uniformly to 

an 



le center of the span the stress increases as the ordinates 
i a parabola. Hence, in order to have the anchoring value 
Dt less than the stress at any section the rod should have 
Duble its safe anchoring strength at the center of span, 
nee the tangent to the parabola at the ends of beam cuts 
point twice as high as the middle ordinate at the center 
: span. This would require loo diameters up to the cen- 
r of span. In other words a rod not anchored at the 
id of span, or continuous into the next span should not 
cceed in diameter one two-hundredth of the span. 
The curving of a rod up to the top flange at the ends 
: span, without providing an end anchorage or running 
le rod into the adjacent span for anchorage, is another 
ructural fault, and a common one. This takes the rod 
It of the plane where flange increments are added (near 
e bottom of the beam) and makes a suspension rod 
: it on which the concrete rests as a saddle. It is neces- 
;ry in such a case that nearly the full stress of the rod 
lould be imparted to it at the very end, where in many 
jsigns there is absolutely nothing to perform this office, 
a rod curved up at the end of one beam runs beyond 
e support into an adjacent beam, it serves the double 
irpose of anchoring the rod and taking tension in the 
p flange of the next beam that would be caused by the 
mtinuity of the beams over the support. Separate rods 
ing near the top of beams, where two beams occur 
id to end over the same support, are of great value in 
:sisting negative moments over supports, and should 
; made use of in the absence of the arrangement just 
entioned (where the bottom rods of one span continue 
to the next to resist tension in the top flange). These 
parate rods should extend not less than 50 diameters 
to each beam for anchorage, and may require to be 
ngcr. Rods running from one beam into the next 
r anchorage should extend into that beam not less 
an 50 diameters. 

In steel work beams arc not usually considered as 
intinuous, unless it be necessary to lake oaie o^ ^;^xv^- 
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lever stresses, but in steel beams there is ample strength 
in the top flange to take care of any tension that^ may 
occur due to continuity. With reinforced concrete beams 
the case is quite different. Where two beams in a line 
resting on the same support are poured at once, there 
will be sure to be some tension in the top flange; and 
if this is not resisted by steel, a crack may be the result, 
which would destroy the shearing strength of the con- 
crete, and might cause the beam to fail by shear. 

The end shear of a reinforced concrete beam or slab 
with only horizontal rods must be taken by the con- 
crete. When a beam of a given span is increased in 
depth, the bending strength and consequently the capad^ 
for load is increased about as the square of the depth. 
The shearing strength is, however, only increased as 
the depth. There will therefore be a point where the 
shearing value is overtaxed, and beyond which the depth 
should not be increased without some provision for taking 
the extra shear. In a subsequent article the writer hopes 
to show that this limiting depth is one-tenth of the spaa 
When the depth of beam is more than one-tenth of the 
span, some provision must be made for taking the shear 
that the concrete is not capable of carrying. The mere 
turning up of some rods and ending them short of the 
end of span, or running them to the end of span without 
anchorage at the end of span, will not do this. 

For columns a circular coil to resist the bursting or 
bulging pressure and longitudinal rods tied to this coil 
at regular intervals in the circle to resist flexure, seems 
to be the most rational means of overcoming the weak- 
nesses of concrete as a column. 
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The Design of Reinforced Concrete 
Beams and Slabs. 

Based on the principles of design laid down by the 
writer in an article published in Concrete Engineering 
of January i, 1907, the following is given as exemplifying 
simplified, and at the same time rational design as ap- 
plied to beams and slabs in reinforced concrete. 

There are two ways of finding the safe strength of a 
beam or slab, one is to use in the formula ultimate 
values and then apply a factor of safety; the other is to 
use in the formula safe values, thus applying the factor 
of safety before the formula for strength is reached. 
These two methods should not be divorced from each 
other, but their interdependence should be recognized. 
Stresses that would be quite safe for steel in a framed 
structure may be unsafe in steel imbedded in concrete, 
by reason of the excessive stretch and the consequent 
cracking of the concrete. And again there should be 
some approximate agreement between the ultimate strength 
of beams as shown in the formula and the ultimate 
strength of test beams as found by experiment. Formulae 
to be of value, must be based upon assumption of the 
continued elasticity of the materials up to the point of 
failure, and for this reason exact agreement between 
the calculated ultimate strength and that shown in tests 
is not to be expected. In fact the variation in the strength 
of concrete would preclude any such exact agreement. 

The ultimate usefulness of steel is reached when the 
material is stressed to its elastic limit, or say 40,000 
pounds per square inch, which is about the elastic limit, 
as shown by drop of beam, for the vast majority of tests 
commercially made on structural steel. High steel is 
not considered in this connection, for its use is neither 
appropriate nor economical. At this value for the stress 
in steel cracks are sure to be plainly \\sa\A^ ^tv\ VotA. 
between the concrete and steel is grealVy n«^^«cv^^ '''>^' 
not destroyed. Using 40,000 pounds pei s^>ia.'«^ Vctf^ "^ 
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the ultimate tensile value and a factor of safety of four 
for rolling loads, such as those on floors where wheeling 
is done, or in bridges, we have 10,000 pounds per square 
inch as the safe limit on the steel. It is safe to say that 
if the stress on the steel be kept within this limit, other 
parts of the design being equally well proportioned, the 
integrity of the structure will be completely safeguarded. 

Unlike steel, concrete is elastic practically up to the 
point of failure. Good stone concrete, of the proportions 
of I volume of Portland cement to 2 of sand and 4 
of hard broken stone, will show in short blocks an ulti- 
mate strength of about 2,000 pounds per square inch 
after setting several months. This may then be taken 
as the ultimate strength of concrete in beams, and on 
the same basis as the steel the safe value is 500 pounds 
per square inch. The ratio then between the unit stress 
in the steel and the extreme fibre stress in the concrete 
is 20. 

By the well-known principle of the equality of tensile 
and compressive stresses in a beam subject to bending 
only we know that the total tension in the steel must 
equal the total compression in the concrete. As stated 
in the article previously referred to, no tension will be 
counted upon as existing in the concrete. The variation 
of stress in the concrete will be taken as uniform from 
the neutral axis up, and the neutral axis will be taken 
as located in the middle of the depth of the concrete 
beam or slab. 

Let Z?= depth in inches of concrete beam or slab out 
to out; J5= width of beam in inches; i4=area of steel 
in square inches; M= ultimate bending moment in' inch- 
potmds on beam AB; M'= bending moment in foot 
pounds on beam or slab one foot in width. 

The ultimate stress in concrete is 2,oooXH25X%^= 
500 BD, This must equal the stress in the steel or 40,000 
y4. Hence /i=i-8o of BD or 1.25 per cent, of the arci 
of the concrete rectangle. 
The center of gravity oi iVit slt^s^ Vcv ^^ «»or.\<J«^ >& 



one-third of D above the neutral axis, and, if we place 
the steel one-eighth of D from the bottom of concrete, 
it will be three-eighths of D below the neutral axis. The 
effective depth is then 17-24 D, and the ultimate bending 
moment is 

M = 17-24D X 500BD = 354BD' 
If a beam or slab 12 inches wide be considered, the 
ultimate bending moment on the same in foot-pounds 
kvill be 

M' = 1-12 X 354 X I2D» = 354D' 
Allowing a factor of safety of four for rolling loads 
ind 3.5 for quiescent loads we have for safe bending' 
noment per foot width 

M' for rolling loads = 88D* (i) 
M' for quiescent loads = lOiD* (2) 
By the same process we may derive the following for 
>teel placed one-sixth of the depth from bottom of 
roncrete 

M' for rolling loads = 83D' (3) 
M' for quiescent loads z= psD* (4) 
For steel placed one-tenth of the depth the safe bend- 
ng moment per foot width is 

M' for rolling loads =: 92D' (5) 
M' for quiescent loads = 105D* (6) 
The foregoing considers only the bending moment in 
he beam or slab, and deals only with the amount and 
Dcation of steel to reinforce a concrete beam for a given 
ending moment. In all beams shear plays an important 
art and must be taken care of. In steel beams this office 
fc performed by the web plate. In reinforced concrete 
cams provision for gripping the rods must be made, 
'his corresponds in structural steel design to the spac- 
ig of rivets in the flange to take the flange increment. 

Some of the rules laid down in the writer's previous 
rticle are these: 

(a) The diameter of horizontal straight rods tvo\ -mv- 
lored at the ends of span should not exc^td V'loci o\. 
te span. 
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(b) The spacing of rods in which the gripping vahc 
is taxed to the safe limit (as where the diameter is 1-20O 
of the span) should be four diameters for square rods 
and 3.1416 diameters for round rods. 

Coupled with the latter rule it is to be observed ttat 
the distance from center of outside rod to edge of beam 
should be one-half of the spacing. This is so that the 
shearing area in a plane just above the rods wiH be 
equal to the superficial area of the rods. If rods of less 
diameter than 1-200 of the span are used, the gripping 
value is not taxed to its safe limit. In such case the 
spacing can be closer. The area of the horizontal section 
of the beam should be not less than the superficial area 
of the rods in a length of 200 diameters, for beams taking 
uniform loads. 

Rods should be several times their diameter from the 
bottom of the beam, so as to make the gripping of con- 
crete effective. With 1.25 per cent, of steel and round 
or square rods spaced 3.1416 and 4 times their diameters 
apart respectively, rods % of D from the bottom of con- 
crete, it will be found that the center of rod is 2% diaiiK- 
ters from the bottom of the concrete beam. This is in 
good proportion. 

By rules (a) and (b) the gripping of rods and the 
increment to the stress in rods, as well as the horizontal 
shearing strength of the beam, are taken care of. . 

For vertical shear, with only horizontal rods, the end 
shear must be taken by the rectangle of concrete having 
sides B and D. It is a well known principle of mechanics 
that the intensity of shear in a rectangular beam varies 
as the ordinates of a parabola, being a maximum at the 
middle of the depth of rectangle, where it is three-halves 
of the average. 

Concrete in shear partakes of the weakness of concrete 
in tension, because it depends for its value to a large 
extent on the tenacity of the material. In simple com- 
pression a loose hard material, such as sand, if it he 
confined, has great strength, but it can have no ^earin^ 
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strength. Reinforcement confines concrete to a large de- 
gree, and lessens dependence upon tenacity in the material 
itself. Concrete in compression can therefore have a 
much greater relative safe value than in shear. Shear 
must be depended upon in design, but its unit value 
should be low. If 50 pounds per square inch be taken as a 
safe limit in shear, the average on the rectangle should 
be two-thirds of this. Xhe allowed end shear is then 
shown by the following equation 
W 

— = 12 £> X 2-3 X 50, or W^ = 800 Z> 
2 
where IV is the total load in pounds on a beam or slab 
12 inches wide. 

The bending moment in a uniformly loaded beam, car- 
rying a total load W is IV times % of the span. If L= 
span in feet we have, from (i) 

L 
M' = 88D» = 8ooDx — = looDL 
8 
or SSD = 100 L, and since D is in inches and L in feet, 
the actual ratio of Z? to L is about i to 10. Hence, when 
the depth of a beam or slab is greater than one-tenth of 
the span, the concrete is overtaxed in shear, and must be 
reinforced. 

This reinforcement is best effected by curving up some 
of the rods and anchoring them at the ends or passing 
them over into adjacent spans. 

By an arrangement such as shown in Fig. i the total 
end shear is taken by the rod, at least such of the shear 
as is represented by the load giving the stress in the rod 
that is curved up. If some of the rods are curved up 
and anchored at the ends of -span and others are horizontal 
throughout, the concrete will be called upon to take only 
the end shear represented by the part of the load taken 
by the horizontal rods. 

Continuous beams are of frequent occurrence in rein- 
forced concrete being almost a necessary i^^AalX. c^i ^^ 
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nature of its manufacture. The bending moment on an 
indefinite line of continuous beams all uniformly loaded, 
or that on a fixed ended beam, is two-thirds of that of a 
simple beam. This moment is negative and occurs at the 
supports; at the center of one of these beams the bend- 
ing moment is less, but, if the adjacent beams be relieved 
of their live load, the bending moment at the center of 
this beam increases to an amount depending upon the 
relation between dead and live load. For these reasons 
some designers use two-thirds of the simple beam mo- 
ment for reinforcement at center and ends of beams that 
are continuous. There are several objections to this. 
First, the formula for continuous beams is based on beams 
having a uniform moment of inertia. This is not true of 
reinforced concrete beams. Second, it is generally im- 
practicable to make the last beam of a line fixed at the 
end, and the bending moment of a beam of uniform mo-» 
ment of inertia, fixed at one end and simply supported 
at the other, is equal to that of a beam simply supported 
at both ends. This bending moment is, however, at the 
fixed support and is negative. In a continuous beam the 
moment at this support may exceed two-thirds of that 
of a simple beam. Third, uniform load on all spans does 
not give the maximum moment at the middle of a span. 
Fourth, the relief moment at the supports in any beam 
unider consideration, assuming that beam to be fully 
loaded and the side beams unloaded, is at the expense 
of negative moments in the side beams, which may re- 
quire reinforcement in the top of beams throughout their 
length. Complete reinforcement at top and bottom of 
beams throughout the span is not desirable and is not 
economical. Fifth, some beams in the structure may not 
be joined end to end with other beams, and some may 
not be of the same span as those adjacent. Complications 
would thus be introduced that no simple rule vroMl4 
cover. Sixth, in alterations on tV\e sUucVyite ^ \i^"axcw 
may be taken out upon which another depecvds iox Ves» 



strength. Seventh, unequal settlement of supports will 
disturb the condition of assumed continuity. 

The first reason given above is sufficient to condemn 
the use of the purely theoretical method, not because the 
theory itself is incorrect, but because it is not applicable: 
Fully carried out the theory of the continuous beam 
would greatly complicate both the design and the execu- 
tion, and it would not possess the redeeming feature of 
being correct. A further reason why top reinforcement 
as a primary element of strength should be avoided 
where practicable is this practical one. In a fire the prin- 
cipal damage to floors is on the under side where heat is 
greatest, and is usually, in the case of concrete, of the 
nature of spalling at the surface. Damage to the con- 
crete of a beam or slab on the tension side aflFects only 
the grip on the steel, and would have to be extensive to 
be serious; whereas a small amount of spalling on the 
compression side would greatly weaken a reinforced con- 
crete beam. 

If each beam be reinforced for its full bending moment 
as a simple span in the way outlined above, there can be 
no question as to its safety, provided the top flange stress 
near the support is not such as to crack the concrete and 
thus weaken the beam in shear. There remains, then, 
the necessity, in beams where continuity exists, of pre- 
venting tension in the concrete in this portion of the beam. 
The rigidity of the beam, if fully reinforced for the 
simple beam moment, will be greater than if reinforced 
for only a part of that moment, and the deflection will 
be less. Hence the tendency to produce tension in the 
top flange near the supports is diminished. To overcome 
this tendency it is recommended that reinforcement be 
used to the amount of one-half of that at the center of 
beam and that the reinforcing rods extend at least through 
one-quarter of the span. This would be equivalent in 
total reinforcement to three-quarters of the full rein- 
forcemeht at center o! span and vVvxte-^^xv^^^ ^\. ^^^ 
ports, and would be distributed m a mot^ x^NaoxvA Toax««.x 



In an arrangement such as shown in Fig. 2, if the upper 
rod is made continuous and horizontal near ends of span 
for a portion of the span, as indicated, the tension in the 
upper part of the beam at supports will be taken care of. 
Tension in these rods, however, in the curves at A gives 
a force in the direction of the arrows, causing tension in 
the bottom of beam. In such case the bottom rod should 
also be continuous or else anchored at supports, as there 
is a tension under the arrows, where these rods would 
have developed only a portion of their anchorage, if not 
secured at the ends of span. With rods so arranged in ■ 
continuous beams one-half of the reinforcing rods may 
be brought up near the top flange over supports and the 
other half made horizontal throughout. Splicing of rods 
should be over supports, either with sleeve nuts, which 
is preferable, or by lapping rods fifty diameters. The 
continuity of bottom rods, as well as top rods, adds 
greatly to the rigidity of the building. 

In the case of slabs of short span there is scarcely any 
need of reinforcement near the top of slabs over sup- 
ports, because of the extra concrete that is generally pres- 
ent. The concrete supplies a rigidity that does not allow 
of much deflection, and the danger of cracking, if the 
slab is properly reinforced near the bottom, is small. The 
writer made some tests on concrete slabs 3 feet 8 inches 
in clear between the beams and 3 inches thick, in which 
there was no reinforcement whatever. Many of these 
were cracked through the middle parallel to beams. In 
spite of the cracks and the absence of reinforcement the 
slabs showed no signs of distress under 250 lb. per square 
foot of superimposed load. Slabs of this sort should un- 
doubtedly be reinforced, but owing to the excess of con- 
crete made necessary by practical considerations of thick- 
ness, the rigidity resulting therefrom is warrant for the 
omission of top flange reinforcement. 

Continuous slabs of long span deflectltv^ ^^ ^Xtsv^^r. 
beams would bend at sharper angles over Ocve. sm^^otX. 
than short span slabs. Hence the need oi lo^ ^^ixv^e^ \e«v- 
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forcement in longer spans. Slabs in which. there is nol 
an excess of concrete over the requirements for compres- 
sion will not be as rigid as those in which there is an 
excess of concrete. It is recommended that -in slabs of a 
span of 9 feet or more, and in all cases where there is 
an area of three-quarters of one per cent or more of 
steel, one-half of the reinforcing rods be curved up over 
supports, as indicated in Fig. 2. 

As an example of the application of the foregoing ifl 
the design of the floors of a building, given a building 
having columns 15 feet apart, to be designed for a live 
load of 100 pounds per square foot, assumed to be quies- 
cent. Assume girders between columns and the beams 
supported by the same to be spaced 5 feet apart For 
the floor slab assume a depth of 3 inches. By equation 
(4) the bending moment per foot of width is 855 ft-flu 
The dead load in this case is 40 lb. and the live losd 
100 lb. per sq. ft. The total moment is then 140X25-7-8^ 
438 ft.-lb. The area of steel reinforcement, instead of 
being 1% per cent of 12x3 sq. in. (or .45 sq. in.) will need to 
be only 438/855 of .45 or .23 sq. in. per ft. width of slab. 
This can be made up of J4-in. square rods spaced 3 in. apart 
These should be placed with centers }^ in. above the bot- 
tom of slab. In addition there should be say two rods 
running parallel to the beam to tie the concrete together 
in that direction. 

For the beams the span is 15 feet. The slab weighs 
200 lb. per ft. of beam; the assumed weight of beam in 
addition is 130 lb. per ft. The total load is then 830 lb. 
per ft. and the bending moment is 

830 X 15' -?- 8 = 23400 ft. lb. 
Assuming a depth of 18 in. we have by equation (2) 

M' per foot width of beam = loi X 18' m 32700 ft.-lb. 
The width of beam is then 23,400 -f- 32,700 = .716 ft or 
say Sy2 in. For reinforcement 1% per cent of 18 X 8j4 
= 1.9 sq. in. The allowed diameter of rods is 1-200 of 
180 in., or .9 in. Three round rods of this diameter would 
make up the exact area required. Further, the circtun- 
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ference of the three rods would just about equal the 
width of the beam. The nearest commercial sizes to this 
are %-in. and 15-16-in. For the purpose of having an even 
number of rods four round rods 13-16-in. in diameter 
will be used. The superficial area of these rods in 200 
diameters, (= 162.5 in.) is 1,658 sq. in.; the area of a 
horizontal section of the beam is 8% X 180 = i,53o; 
but as these rods are of larger diameter than necessary, 
the horizontal shear would be taken care of in this beam 
if all rods were horizontal. To take the stresses due to 
continuity two of these rods will be curved up at sup- 
ports, as shown in Fig. 2. At center of span all rods 
will be 2% -in. from bottom of beam. 

For the girder assume a depth of 24 in., including the 
depth of slab. The total dead weight of bay is about 19,000 
lb., and the live load carried is 22,500 lb., a total of 
41,500 lb. 

When a girder carries beams equally spaced, two of 

which are at the ends of span, the bending moment is 

the same as though the load were uniformly distributed, 

if one of these beams is at the center of span, that is, if 

there is an even number of spaces, li W =: the total load, 

Lrr span in feet, the bending moment =WL -7- 8. If 

there is an odd number of spaces, the bending moment 

is less by the value of the moment that would occur in 

a span equal to the space between beams. For example, 

if there are five spaces, the bending moment in a span 

L IV L WL 

—T" is "T-X"T^-4-8= 200 » *^^ *^t ^ *^® girder is 

WL WL ZWL 

T 'loo- 25 
In the present case there are three spaces, and the 
bending moment is 

WL WL WL 
8 ■" 9x8 "• 9 
The bending moment on this girder is then 

284 




2%b 



By equation (6) Af' = 105/)* = 105 X 24* = 60480 
ft.-lb. per ft. width of beam. The beam should then be 
14 in. wide. The area of steel required is 1% per cent 
of 14 X 24 = 4.2 sq. in. This«may be made up of seven 
%-in. round rods, five of which lie horizontal and two of 
which are curved up as in Fig. I. In addition to these 
two %-in. rods, which pass into adjacent beams to take 
the stress due to continuity, there can be two %-in. round 
rods 8 ft. long placed near the top of girders over the 
support, to make up the remainder of the 50 per cent 
of steel area. 

The end shear of this girder is about one-third of the 
load of a bay or 14,000 lb., as the load of one beam is 
taken directly to the column. At a nominal ultimate of 
200 lb. per sq. in. on concrete in shear, with a factor of 
safety of 35^, the allowed unit is 57 lb. per sq. in. Two- 
thirds of this as the average on the rectangle = 38 lb. 
per sq. in. This on a section 24 in. x 14 in. gives 12,800 
as the shear allowed on the concrete. As the concrete 
is called upon to take only 5-7 of the shear the shearing 
strength is ample. At center of span all rods will be 2.4 
in. from bottom of beam (say 2J6 in.). The five horizontal 
rods are to be equally spaced, being 2^ in. center to 
center, the outside ones being 1% in. from the surface. 
The two curved rods may lie between horizontal rods. 
Fig. 3 illustrates this floor. 

Reinforced concrete lends itself to construction in the 
form of slabs supported on four sides, and such construc- 
tion may in some cases be more economical than the 
ordinary beam and slab design. Given a square slab sup- 
ported on all four edges, the side of the square being L 
feet, as shown in Fig. 4. Assume that this slab is to be 
reinforced in two directions at right angles to each 
other. It is clear that the strip A B, i ft. wide, and the 
strip 7 each being similarly placed in the structure will 
each sustain the same load. Each will tV\eTV \.^V^ cm^-Va\V 
of the load on the middle square foot oi \\\^ s\^. "^^sv^ 
strips ^j s, 4, etc., will be prevented from de^ectm^ ^^ ^»kxcH 
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as strip / and hence will take less load than strip / in pro- 
portion as their deflection is less. Strip A B will then be 
compelled to carry more than half of the load on the 
square at the intersection of itself and strip 2 and still 
more at the intersection with strip 3, etc. It is sufficiently 
accurate to assume that the deflections of strips i, 2, 3, 4 
etc., diminish as the ordinates of a parabola. Hence tbe 
load on strip A B increases in the same relation. Fig. 
4, at (b), illustrates the loading on strip A B, The 
bending moment at the center of span for the uniform 
load of intensity y^ w, is wL^ -1- 16. For the load in- 
creasing from zero at middle of span to %w at the ends, 
it can be shown that the bending moment at the middle 
of span is w L* -T- 96. The total moment at center of q>an 

.sthe„M'=_+_=-^(7) 

This strip is the critical strip of the slab. Reinforce- 
ment can be diminished towards the beams surrounding 
the slab. This diminution is not uniform, however, bill 
as the ordinates of a parabola. At a point %L from tbe 
beam the reinforcement must be not less than % of that 
at the center. A good rule is to use the same reinforce- 
ment for the middle half of the span and uniform varia- 
tion from the quarter points to a minimum at supports. 

For the beams supporting this slab an intensity of load 
may be assumed equal to the reaction of strip A B, or 1-3 
w L. Assuming a uniform load on the beams we find 

Moment =}wZX— =^^(8) 
o 24 

If the beam supports two equal square slabs, moment = 

It is to be noted that this is the same moment as 

would be obtained by assuming that each beam on the 

side of the square supports a load uniformly increasing 

from ends to middle of span, being % wL at middle for 

each square of slab supported. Itv >3l^\xv^ \.Vv\^ iotmula » 

should be taken as the weight pet &c\, it ol ^^ ^>\'i ^^1 
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uniform live toad per sq. ft. The weight of the beam 
itself below the slab is a uniform load whose moment is 
found in the ordinary way. 

Exactness is not claimed for this theory. It is based 
on reasonable assumptions, however. 

On account of the fact that the cross rods in the slab 
cannot occupy the same position the reinforcement must 
be proportioned accordingly. 

In a rectangular slab supported on four sides and ob- 
long in shape the amount of reinforcement needed in the 
two directions is found as shown in Fig. 5a. It will be 
seen by trial that when there is much difference between 
the sides of the oblong the short span will take nearly all 
of the load. Thus when one side is 50 per cent longer than 
the other k = 1, showing that in an oblong slab of these 
proportions reinforcement in the long direction needs to 
be only nominal. 

As an illustration of the application of the above to a 
floor in square slabs, take the case of columns spaced 15 
feet each way, live load 100 lb. per sq. ft. Assuming a 
weight of slab of 70 lb. per sq. ft. we have by equation 
(7) a total moment on one foot width of slab = 2,790 
ft.-lb. By equation (4) we find a depth of slab of about 
5% in. One and one-quarter per cent of 3 in. x 5% in. 
would require just a little more than 7-16 in. square rods. 
This size of rod could be used, spaced 3 in. apart and % 
in. above the bottom of slab, but this would not leave room 
below for the layer of rods in the other direction, with 
sufficient concrete. To meet the difficulty we will add % 
in. to the depth of slab and make the plane separating 
the two layers of rods one inch from the bottom of slab. 
The spacing of 3 in. will be used for the middle seven 
feet, increasing to 12 in. towards supporting beams. To 
take care of the continuity every alternate rod in the mid- 
dle half of slab will be brought up near the top of slab at 
quarter points, all other rods being stT2L\g\v\. 'Y\v\s» -•w^ 
make a sort of square basin in the middVe oi \\ve ^^iJa. 
Assume a beam supporting the slabs oi ^ de.i^'Ocv Q>^ '^A 
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in., including slab, and a weight of 200 lb. per ft. below 
the slab. By equation (9) the total moment from the slab 
is 47,800 ft.-lb. Adding 5,630 ft.-lb., due to weight of 
beam, we have a total of S3,43o ft.-lb. By equation (6) 
we find the width of beam to be 10% in. The reinforce- 
ment can be made up of four %-in. square rods, two of 
which curve up, as in Fig. i, and pass into adjacent spans. 
At the middle of span all rods are 2^ in. from bottom 
of beam. 

Comparing this floor with the one worked out above hav- 
ing slab, beams, and girders, we find that the one having 
beams and girders contains about 124 cu. ft. of concrete 
per bay or square, while the other contains about 148 cu. 
ft. The forms would be simpler in the square slab con- 
struction, and this would tend to balance the cost. 

A reinforced concrete building should be tied together 
as a unit, just as a building having a steel frame is tied 
together by the rivets that connect the beams to columns. 
This can best be effected by making rods in beams and 
slabs continuous, either by connecting them end to end 
with turnbuckles or by lapping them over supports. It is 
hard to see how a failure of any considerable extent could 
take place in a building so tied together, even under the 
severest conditions, assuming that the columns are prop- 
erly designed. 

In the execution of plans for reinforced concrete it is 
very essential to have steel placed just where calculations 
show that it should be placed. This is not always easy 
to do, especially in any complicated design. Permanent 
templates left in the concrete may work an injury by 
making a plane of cleavage for the starting of a crack. 
Exactness in placing the steel may be secured in the fol- 
lowing manner: 

Given a beam having reinforcing rods placed as per Fig. 
6, at any given section. A template of wood is made fit- 
ting the cross section of the beam and extending up above 
the slab 6 or 8 in. Holes arje bored m vVv\s \.^m\>\a.v^ ^<st 
each oi the reinforcing rods. It is tVieti svw^^ >&ixa^^ 
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these holes into pieces that can be turned and removed 
from the box which forms the mold for the beam. It 
could, of course, be made of several pieces fitted together. 
When in use the parts are clamped together as in the fig- 
ure, with the rods passing through the holes. Enough of 
these templates should be used to hold the rods in position 
during placing of the concrete. When the concrete has 
been placed nearly to the template on both sides, the rods 
will then be held by the concrete itself. The templates 
may then be undamped and the pieces turned and drawn 
out, and the concreting completed. 
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FIG. «. 
DISCUSSION OF T BEAMS AND SLABS. 

Editor Concrete Engineering: 

The article by Mr. Edward Godfrey in your issue of 
Jan. I, was an excellent one, and if the many good recom- 
mendations which it contained were generally followed 
the number of failures in reinforced concrete constructions 
would no doubt be grreatly reduced, if not wholly elim- 
inated. Reinforced concrete has lately received a bad rep- 
utation, and any rules and recommendations which tend 
io spread knowledge on the subject, and influence design- 
ers and superintendents to exercise better judgment and 
care in the execution of their work, are very welcome. 

Referring to the clause in the article dealing with T 
beams, the writer, although admitting that it is on the 
side of safety, believes that \t \a >mweQ^t^?,^r^ ^-jRltavagance 
to Bgure beams, in the way -tecommexv^^^ Vf ^x. Q,sA- 
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ALT. U. FLOOR SLAB DISREGARDED 
IN CALCULATING BEAMS AND GIRD- 
ERS. 

RESPECTIVE BENDING MOMENTS AND 
DEPTHS OF FLOOR MEMBERS REMAIN 
THE SAME AS FOR ALT. I. 

SLAB: REMAINS THE SAME AS FOR 
ALT. I. 
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ALT. II IS CONSEQUENTLY 13.9 
CENTS MORE EXPENSIVE PER SQ. FT. 
OF FLOOR THAN ALT. I— OR ABOUT 

THE COST OF CENTERING WOULD 
ALSO BE IN FAVOR OF ALT. L 
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r<y. It is safe t6 Say that irt more than 50 ptt cent of all 
hie reinforced concrete structures built in this country, 
nd in Europe, the beams have been treated as T beams, 

e., a portion of the floor slab has been considered as 
orming part of the beam, in calculating the strength of 
tie same. 

The fact that nearly all of these structures are standing 
oday and carry the loads for which they were designed, 
s at least partial proof that this method of calculation re- 
sults in a sufficiently safe design. 

The question of how much of the slab may be safely 
considered as part of the beam is a matter which should 
l>e determined by tests. The writer usually assumes that 
about 1-5 of the span on either side of the beam acts as 
top flange. This assumption is based on the condition 
that the floor slab is built monolithic with the beams and 
l^rdiers, and that the slab reinforcement is carried across 
the beams continuously, and tied down into the beam re- 
inforcement, by means of stirrups or hangers. Such a 
slab may be considered as a practically built-in-beam, in 
virhich case the point of contra flexure occurs at a dis- 
tance of (0.21 /) from the beam, for uniform loading. 
(See illustration.) Within this distance the upper part 
af the slab is in tension, and the lower part in compres- 
sion, due to negative bending moments in the slab. In 
iddition to these stresses the bending of the beam pro- 
iuces compressive stresses in the slab at right angles to 
:he former. The latter have their maximum intensity at 
:he top and tend to increase the tensile stresses, which are 
-esisted by the slab reinforcements, and are practically nil 
It the bottom. It is often found impracticable to raise 
:he slab reinforcement over and adjacent to the beams, 
80 as to fully resist the tensile stresses, in which case, it 
s necessary to introduce small secondary rods of the re- 
luired section and length near the top of the slab, as the 
concreting proceeds. 

YThat a considerable economy is effected Vjsv cotv^\^w«v% 
re beams of T section, as compared wit\i tec\.atv®3Xa.^ ^^^- 
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tion in designing, is apparent from the example given U- 
low, which, it is believed, represents an average case. Tk 
calculations of the beams and slabs are based on the reg* 
ulations governing the design of reinforced concrete work 
in New York City. 

Apart from the matter of economy, the beams which 
are figured as rectangular become very clumsy, and woaU 
be objected to in many buildings on«that account alone. 

A. JOBDAHL 



Editor Concrete Engineering: 

Sir; The letter from Mr. A. Jordahl in yonr lam 
of Feb. 15, in favor of the T-beam calculation of rdii' 
forced concrete, seems to me to prove something that is 
manifest and to pass without comment the issue brought 
up by my article in the issue of Jan. i. I do not dam 
that it is cheaper to neglect the floor slab in calculatiai 
of the beams. If the concrete is needed around the rodl 
to grip them and to take up the effect of differential a* 
pansion, it should be there for that' purpose, and meaai 
should not be sought, through some hokus pokus ol 
methods of calculation, to leave it out for the sake of 
cheapness or supposed economy. I do not mean by tWf 
to question the regularity of Mr. Jordahl's calculatioa 
I have not checked his figures, but take them to be rig^ 
according to some method or other of calculation. What 
I wish to say is that any method of calculation that re- 
quires in a girder having 426 sq. in. of concrete, 6 sq. ifl* 
of steel, and in another of the same depth, having 800 
sq. in. of concrete, 9 sq. in. of steel to perform the same 
work, is radically wrong. 

According to this method of calculation a beam of a 
certain depth can have nearly half of its concrete shaved, 
off and 1-3 of its steel without affecting its strength; of 
conversely, if nearly 100 per cent be added to the cob- 
Crete of a beam, leaving the steel the same, it will U 
weakened one-third on account oV \ie\Tv% ^^ >Oevax 'ds&iora!! 
ta tensile strength of tVie st^ei, TVa^ ^\^^xeoj«. \^ ^ 



ourse due to the shifting of position that the neutral 
xis is supposed to tmdergo. The method used by Mr. 
ordahl to locate the neutral axis is purely theoretical, 
nd it is theoretical in a dangerous way, in that it leaves 
ut of the account the one most important consideration, 
amely, the effect of the shrinking of the concrete in 
etting. Furthermore, tests do not in any way substan- 
iate the results of this theory. 

A fault in the girder preferred by Mr. Jordahl is, that 
e has 6 sq. in. of steel in a girder only lo in. wide. If 
[lis were made up of 6 i-in. sq. rods, there would be only 
-3 of an inch between them. It does not seem possible 
jr the concrete to grip effectually this amount of steel 
nd to overcome the effect of differential expansion due 
> temperature changes. I have seen beams 3 in. wide 
'ith V/i'in. sq. rods in them cracked up, under the dead 
>ad alone, in a way that tended to prejudice one against 
Enforced concrete construction. Under load the beams 
*sembled a string of beads. 

To reiterate, my position is this: If the neutral axis 
B taken at the center of depth of the concrete beam, 
here tests have shown it to be, the only saving in a 
-beam over a rectangular beam is in concrete in the 
)wer part of the rectangle, and the concrete is needed 
ere to protect and grip the steel. The steel in each case 
ould be exactly the same in amount. 

Edward Godfrey. 



FLOOR SLAB CONTROVERSY CONTINUED. 
'ditor Concrete Engineering: ' 

Sir: Permit me to say a few words in reply to Mr. 
Godfrey's letter in your last issue. My letter in your 
isue of February 15th, merely attempted to show that 
nder certain specified conditions it is entirely safe to in- 
lude part of the floor slab in calculating t\ve sXrew^ o\ 
earns, and that such procedure is attended vivVVv caws\^- 
-able economy. I did not pretend that the (T> \>eaxfta Va. 
e example submitted were as 3tron^ as tVvose pi T^^* 
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.:.. :..r -»ii.j :i«i net id*! to their strength. 
V :. . ; : r.: r-.-'irir -c hav» Mr. Grdfrey tarnish 
:: -:::::!:-:•.■•; cTncr-ite T beams — which upM 
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- :■'. : :-•'»- - - v The '?ar^ in each row wooMb 
• \ -■ : ::. i irirrce ird I'i in. from the sides i 

:*- : - 7 : r^-iTi ''r.t iz^^l being placed in its con^ 
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•r .■•::-. - - - .-.li^d'y to make it up into iraiS 
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i- : :*--: : '-:":'. "C -.r. : r'.i: r.z the steel. 

'„ ::.- '. ' iv: ^:^:'. a '.irge number of o 

': A-"= ■■ !" T i". •::: '.:s c".cl a-? T beam? and can 
-.'- '. .i'« ■".:". =:■ ::2l ::r.:-5 :h.it for which it was -iJ 
. ^- » -.v -r.-ut 5'.-.:-.vi.-:5 ar.y cracks or other evidence 

A. JOBDAHl 



Ediicr Concrete Efi^iKecring: 

Sir: Rcplyino: to Mr. Jordahrs letter, in rebuttal 
would state briefly that if he did not pretend that thel 
beams in his comparison were ab strong as the rcctanguM 
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beams, why did he compare them in cost in order to dis- 
credit the rectangular beam? 

I cannot give any data of tests on T beams that will 
prove that the neutral axis is at the center of the depth. 
Can Mr. Jordahl give any to prove that it is not? Mr. 
Jordahl's theory is entirely upset in the case of rectangular 
beams by tests which show the neutral axis close to the 
center for safe loads. Why should it be held to be good in 
T beams? The modulus of elasticity of concrete varies all 
the way from one million to five million. Now if such a 
peripatetic value as this is to have any weight in designing 
and calculating beams, where are we at? The strength of 
a beam would be a function of the desigpier's private opin- 
ion as to what the modulus of elasticity ought to be. 

Edward Godfrey, 



The Design of Reinforced Concrete 
Arches. 

The arch is about the least promising form of reinforced 
concrete design to standardize by reason of the apparently 
refractory facts about an arch and its loading. In any in- 
vestigation of the stresses or the stability of an arch as- 
sumptions must be made, since the same degree of accuracy 
is not possible in arches as that which obtains in steel 
frames or even in reinforced concrete beams. The prem- 
ises and assumptions upon which the following investiga- 
tion is based are these: 

(i) Concrete will be considered to take only compres- 
sion (and the shear incident to the joint action of concref 
and steel as a beam to resist bending). The unit com- 
pression, or the extreme fibre stress on concrete will be 
taken at 500 lbs. per square inch. This would not be a 
safe value on a plain concrete arch, but by virtue of the 
steel reinforcement, which ties the concrete tog.^lVv^\ "axA 
relieves it of bending strains, the concrete vVvw-s Vs\^ Vs. 
capable of withstanding with safety a comv^es^V^ie. ^Vt^'s? 
of this intensity, 
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(2) Steel will be considered to take only tension. The 
unit tension allowed will be taken at 10,000 lbs. per square 
inch, because at this stress, it is believed, few if any cracb 
will develop due to the extension of the steel tinder ten- 
sion. 

(3) Earth will be considered to exert only vertical 
force. It is of course true that earth has the ability, .under 
certain conditions, to exert horizontal pressure; but it is 
not good engineering to depend for stability upon earth 
exerting an active horizontal pressure, unless the condi- 
tions are such that a measurable deflection or moveroot 
horizontally, is not injurious. The compressibility of earth 
is well known. Buildings having their foundations in earth 
will settle gradually and often continuously. If an arch is 
made to depend for its stability upon earth against whkh 
it presses horizontally, there will be the same tendency <A 
the earth to settle back in the direction of the pressure, and 
this with a resistance but a fraction of that of a horizontal 
surface of earth against a vertical load. An assumption of 
horizontal pressure of the earth fill over an arch gives a 
curve of stability for the arch that is more advantageoas 
and would give a more economical arch, but the nature of 
the case does not warrant this assumption. 

(4) An arch will be considered stable and safe if the 
arch ring is capable of resisting the thrust and bending 
moment due to any possible applied loading, when the 
curve or polygon of equilibrium is drawn in such posidoo 
as to give a minimum bending moment, or minimum devia- 
tion from the central line of the arch ring. In the case of 
stone or plain concrete arches it is conceded that the arck 
will be stable if an equilibrium polygon can be drawn, using 
any possible applied loading, that will pass within the nud* 
die third of all joints. The two propositions are tqaaail 
sound. 

(5) The arch proper will be taken a$ the part of the 
structure included between two vertical plaiKS throufl^ thi 

inner faces of the arch abwlmenVs. tVfe rvst ^\ ^flMt vA 
will be taken as the middle otd^aaXe ol \iafc ^ssXt^^h^ ^ 



the arch ring, considering the curve to terminate where it 
pierces the planes above referred to. If an arch be de- 
signed with a curve at springing joining the intrados and 
the inner face of abutment wall, as will often be the case 
for appearance sake, this small curve should have no 
structural significance. The effective rise of the arch is 
only obscured by considering the curve as having any 
weight in determining the rise. The intrados of the arch, 
the extrados, and the median line between these (the cen- 
tral line of the arch ring) will in general be close approxi- 
mations to arcs of circles, each having one radius. Embel- 
lishments on the intrados, for grace of outline, should be 
considered as such and omitted from the calculations. 

(6) The abutments of the arch will be separately treated 
as abutments and not as part of the arch. Their office as 
anchoring mediums for the reinforcing rods of the arch 
will also be recognized. 

(7) It is understood that all calculations refer to a 
foot in width of the arch ring and that the arch is one 
having fill in the spandrel up to the floor level. For a 
ribbed arch a modification can be made by using factors 
that will represent the weight carried by one foot in width 
of the rib. The arch will be taken as hinged at the abut- 
ments. 

Fig. I gives a typical form of arch. The intrados, ex- 
trados, and median line are here shown as arcs of circles. 
As stated these curves will approximate circular curves; 
the actual curve to be used must be determined by the 
calculations. Attention is called to the method of finding 
the thickness of arch ring. If the intercepts marked 
"equal" in the figure are so made, the thickness of arch 
ring will be proportional to the secant of its inclination to 
the horizontal, as should be the case where the thrust of 
arch is constant. A constant thrust necessarily follows 
where only vertical loads are considered. 

In what follows earth will be assumed to viti^Vi v» ^"^^ 
per Of. ft. and concrete 150 lbs. 
For a uniform live load of W lbs. per scv. i^.. >i>c^^ ^ 
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ness at the crown may be found in the following manner. 
The loads to be considered are (i) the arch ring, (2) fill 
from arch ring up to level of crown, (3) fill from level of 
crown to floor level. (This may include paving, by mak- 
ing proper allowance for weight in value of H), (4) live 
load. If we find the bending moment for these several 
loads at the center of span and divide the same by R, the 
result will be the thrust at crown. The allowed average 
stress on the cross section of the arch will be taken at 250 
lbs. per sq. in., which would be the average with the ex- 
treme fibre stress 500 lbs. per sq. in. and intensity diminish- 
ing to zero at opposite edge of rectangle. A small devia- 
tion of the curve of equilibrium will throw the same one- 
sixth of the depth out of center, which would give the 
conditions just named. 

The bending moment due to the fill from level of crown 
of arch down (assuming the curve of arch a parabola and 
remembering that the area of the fill to one side of the 
center is 1-6 S R and its center of gravity is fi 5* from the 
center line of the arch) is 

1005 Rf S 35\ ^ S^ R 
=100-7o- 



V 2 8 ;-^ 



6 V 2 8 y-*"^ 48 
Now taking the effect of the arch ring as that of a uni- 
form load 10 per cent greater than the depth of ring at 
crown we have for the total moment at center of span 

^, 100 5« R . M^5* , 100 H 5» , 165 B 5« 
48 8 "^ 8 """ 8 

Dividing the right side of this equation by R we have 
the thrust, which we have assumed to equal 250 X 144^ 
(taking all dimensions in feet.) Hence we have 

From this we may derive the following value for the 
depth of arch ring: 

us formula is to be used otvVv lot ^ \x\^ e^fe^^. V& 
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will be shown later the effect of the live load covering a 
portion of the span is to produce an extreme fibre stress 
on the concrete greater than the unit stress from the 
thrust of arch fully loaded with live load. 

A little study of some of the curves of eqniUbrtam will 
be useful in the investigation of the arch. 

A circular arc is the curve of equilibrium for forces 
normal to the curve itself and of equal intensity for every 
unit of length of the curve. This curve is useful in con- 
iiection with arches because of the ease with which it can 
be constructed, and because the curve of equilibritm for 
an ordinary arch will not differ much from a circular arc 

The catenary is the curve that a flexible cord will as- 
sume from its own weight. It is the curve of equilibrium 
for forces parallel to each other and of equal intensity 
for every unit of length of the curve. The curve of equi- 
librium for an arch ring of uniform thickness, supporting 
the ring alone, is a catenary. 

The common parabola is the curve of equilibrium for 
forces parallel to each other and of equal intensity for 
every unit along the chord of the curve. The curve of 
equilibrium for a uniform load over the entire arch, con- 
sidering this load alone, is a parabola. The fill over 
the arch between floor line and a line parallel to the same 
through the crown would demand a curve of the same 
shape. 

Another curve is one that would support a load repre- 
sented by the distance from a horizontal line through 
the crown of the arch and the arch ring. Such a curve 
would be the curve of equilibrium for the fill over the 
arch below the level of the crgwn. Assuming the arch 
ring of an arch having a rise R and a span ^ to be a 
parabola whose equation is 

we have for the conditions in a curve having the same 
rise and span, which would be Va ec^>\iKtox\>xnx ^asA^x ^it 
V this parabolic arch» 



dy _ Jhru5t at (x, y) 
dx shear at (jc, y) 
The thrust at any point is the same, and, as we have 
seen above, amounts to 5» for a load of unity per 
unit of area of fill. 48 

The shear at {x, y) is 1-3 x' y. (Note that x" is the 
absissa of the parabola and x of the curve tmder dis- 
cussion, y corresponding for both). 

But ;r^=igL" 

dy_ 5« 3 5«_ S* 

dx 48 4i?y» 64i?>* 

Iiitesratiiiff wc have >*='il:±<2.) 
lo/t 

This is a parabola of the fourth degree. 

The catenary, the common parabola, and the curve 
whose equation has just been deduced will each have its 
influence in determining the shape of the curve of equili- 
brium, and hence the line of the arch ring itself, in an 
arch having fill over the haunches and supporting a uni- 
form live load. The curve will be a sort of composite 
of all. 

Using the circular arc and the parabola as standards by 
which to compare the other two we find that if all four 
curves pass through the same points at ends and crown, 
the catenary will lie between the circular arc and the par- 
abola. For ordinary ratios of span and length it will 
be almost midway between these curves, being a little 
aearer to the parabola than to the circular arc. The cir- 
cular arc will of course be outside of the parabola. The 
parabola of the fourth degree referred to will be outside 
3f the circular arc. It will be flatter at the crown than 
my of the others and will rise above the circular arc over 
:he haunches of arch. 

The effect of the fill in the spandrel of the arch is to 
nake the curve of equilibrium to rise above V)c\fc cvtoj^ax 
\rc at the haunches, and that of the 'weV^Vit oi >\ve. "axOck 
'n^ and of the fill from level of crown Vo ^oot \vcwe.. ^ 
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-' -r./ '! ■ :■■'. ■■• ■■- '.r.-l th-: area? of these strip: 
'. ■;■--'! " ':■-:-•..-.■ :':.-': app!:i:'i load?. Then treat 
;.:-]-. '^.- a --irr.tU- ''■-.r". cr eirder span the bending r 
n-.r'iy r,e fc::r.d ':t "'nter of =pan. which divided 
ri'^c will give th" thrust. Then the simple beam n 
at any othf.T section may likewise be computed ; d 
this by the thrust will give the proper ordinate i 
arrh. 

It is believed the following method will give resi 
any ordinary case, that are commensurate in accurac 
the iimmion assumption of the weights of concrci 
;J0o 



■* ^h. The uniform live load, the fill above crown, and 
^^ total weight of arch ring can be taken as a uniform 
"*-^ over the arch. To find the bending moment at any 
■^Sftion assume one-half of this total weight as concen- 
^-'(ed at that section, treating the arch as a simple beam. 
"^^^ moment due to weight of fill below crown level is 



"'H^-m'" 



K^ere y= distance from center of span to section consid- 
'««d. This is the moment for a parabolic curve for top 
c^ arch ring. 

"Saving found several points in the arch ring the curve 
^n be drawn through these points. 

The effect of live load on part of the span in altering 
ke shape of the equilibrium curve is another important 
^nt to consider. This can be best seen experimentally 
W^ taking a cord already loaded, or a heavy cable, and 
%li8pending loads upon it. The added load will cause the 
^.t&ord to dip in the vicinity of the load. In general there 
^71^11 be a point on each side of the load, in the new curve, 
^Hliat will coincide with a point in the original curve, while 
* the part between these points and the end supports will 
rise. By adjusting the length of the cord one of these 
points could be brought to any selected position. In the 
treatment of the arch the curve of equilibrium takes the 
place of the cord in the suspended system and responds to 
the shifting of the live load, rising where the other would 
dip, and vice versa. It is plain that any number of as- 
sumptions can be made as to the nodes or points in this 
curve which retain their original position. In accordance 
with the fourth of the premises given at the beginning of 
this article the node will be taken at such position as to 
make the curve of equilibrium to dip at one side of this 
node by the same amount as it rises at the other side, 
measured vertically. 

By assuming that the curve of equilibrium for dead 
and live load is the same as that for the dead load alone, 
and that the two agree with the center line of arch ring, 
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analytic method to determine reactions, 
the horizontal thrust of an arch of a 
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^iarth. The uniform live load, the fill above crown, and 
7J1C total weight of arch ring can be taken as a uniform 
^oad over the arch. To find the bending moment at any 
iiection assume one-half of this total weight as concen- 
=Crated at that section, treating the arch as a simple beam. 
41ie moment due to weight of fill below crown level is 

; *='"<Tf-S)"' 

where y= distance from center of span to section consid- 
ered. This is the moment for a parabolic curve for top 
"of arch ring. 

Having found several points in the arch ring the curve 
can be drawn through these points. 

The effect of live load on part of the span in altering 
tlie shape of the equilibrium curve is another important 
point to consider. This can be best seen experimentally 
'Iqr taking a cord already loaded, or a heavy cable, and 
suspending loads upon it. The added load will cause the 
cord to dip in the vicinity of the load. In general there 
will be a point on each side of the load, in the new curve, 
that will coincide with a point in the original curve, while 
the part between these points and the end supports will 
rise. By adjusting the length of the cord one of these 
points could be brought to any selected position. In the 
treatment of the arch the curve of equilibrium takes the 
place of the cord in the suspended system and responds to 
the shifting of the live load, rising where the other would 
dip, and vice versa. It is plain that any number of as- 
sumptions can be made as to the nodes or points in this 
curve which retain their original position. In accordance 
with the fourth of the premises given at the beginning of 
this article the node will be taken at such position as to 
make the curve of equilibrium to dip at one side of this 
node by the same amount as it rises at the other side, 
measured vertically. 

By assuming that the curve of equilibrium for dead 
and live load is the same as that for the dead load alone, 
and that the two agree with the center line of arch ring, 
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well as the uniform live load, is to make the curve drop 
below the circular arc. The combined effect is to make 
the curve approach a circular arc, depending for its loca- 
tion upon the predominence of these two influences. 

In treatment of arches the graphic method is generally 
used. This method used alone is crude and inexact. Much 
of its inaccuracy can be overcome by combining with it the 
analytic method to determine reactions, thrusts, etc. Thus 
the horizontal thrust of an arch of a given rise can be 
found by taking moments as for a simple beam at the cen- 
ter of span: dividing the moment obtained by the rise 
will give the thrust. This thrust laid out to scale opposite 
the middle point of a vertical representing the consecutive 
applied vertical loads will give the exact location of the 
pole to make the equilibrium polygon pass through the 
central line of the arch at crown and springing. This 
avoids the usual cut and try method employed. The sim- 
ple beam moment at any other section is equal to the prod- 
uct of the thrust and the ordinate of the equilibrium poly- 
gon. Hence dividing this moment by the thrust, already 
found, will give the ordinate of the polygon at the section 
under consideration, or the ordinate for the central line 
of the arch. 

Having the approximate dimensions of the arch the cal- 
culations for the simple beam moment are readily made. 
Of course the arch could be drawn to scale, using say a 
circular arc for the curve, and divided into vertical strips 
of any desired width, and the areas of these strips could 
be used to determine the applied loads. Then treating the 
arch as a simple beam or girder span the bending moment 
may be found at center of span, which divided by the 
rise will give the thrust. Then the simple beam moment 
at any other section may likewise be computed; dividing 
this by the thrust will give the proper ordinate for the 
arch. 

It is beh'eved the following method will give results, in 
any ordinsiry case, that are comrnexvswt^Xfc m 'Ql^^xxt^c^ -m^ 
the common assumption oi tVvt ^^\^v^ o\ <:.ottflT^^^ «fi^ 



earth. The tmiform live load, the fill above crown, and 
the total weight of arch ring can be taken as a uniform 
load over the arch. To find the bending moment at any 
section assume one-half of this total weight as concen- 
trated at that section, treating the arch as a simple beam. 
The moment due to weight of fill below crown level is 

where y= distance from center of span to section consid- 
ered. This is the moment for a parabolic curve for top 
of arch ring. 

Having found several points in the arch ring the curve 
can be drawn through these points. 

The effect of live load on part of the span in altering 
the shape of the equilibrium curve is another important 
point to consider. This can be best seen experimentally 
by taking a cord already loaded, or a heavy cable, and 
suspending loads upon it. The added load will cause the 
cord to dip in the vicinity of the load. In general there 
will be a point on each side of the load, in the new curve, 
that will coincide with a point in the original curve, while 
the part between these points and the end supports will 
rise. By adjusting the length of the cord one of these 
points could be brought to any selected position. In the 
treatment of the arch the curve of equilibrium takes the 
place of the cord in the suspended system and responds to 
the shifting of the live load, rising where the other would 
dip, and vice versa. It is plain that any number of as- 
sumptions can be made as to the nodes or points in this 
curve which retain their original position. In accordance 
with the fourth of the premises given at the beginning of 
this article the node will be taken at such position as to 
make the curve of equilibrium to dip at one side of this 
node by the same amount as it rises at the other side, 
measured vertically. 

By assuming that the curve of ecv\\\\\\it\\im \gt ^«^^ 
and live had is the same as that lot t\ve d^^4 \Q^d ^ot«^ 
and that the two agree with the center Wtve oi ^rcJcv Vvw 
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also that the curve is a parabola, the bending moment in 
the arch can be determined anal3rtically in a manner to be 
shown presently. It is not meant that results obtained by 
assumptions that appear to be so loose as these are to be 
used in the final design of the arch. The assumptions af- 
ford a means of determining the position of live loads for 
the maximum effect on the arch, and supply a simple for- 
mula expressing this effect, the results of which are very 
close to the true results. The proper relation between span 
and rise, depth of arch ring and reinforcement can be 
studied by this means to an extent not approached by any 
graphical or other trial method. 

If the curve of equilibrium for dead load coincides with 
the central line of arch ring, bending on the arch ring 
is eliminated excepting for live load, and we are left free 
to investigate the effect of a concentrated load or uniform 
load covering part of the span with the arch as a simple 
curved line. 

In Fig. 2 A O B represents the curve of an arch shown 
in the position in which a parabola is generally consid- 
ered to be placed with respect to the axes of co-ordinates. 
For a concentrated load P, the triangle ^4 F B is an equilib- 
rium polygon. If the distances D C and F E are equal, 
this polygon is the one giving the minimum moment on 
the arch. The amount of this moment is v times the 
thrust in the polygon. The various relations shown in 
Fig. 2 may be deduced from the properties of a parabola. 
The moment on the arch may then be expressed in the 
following equation: 

^' 5(5-2^) ^^^ 

For the position of P, to give the maximum value to 
this moment, we equate the first differential coefficient of 
this expression to zero. The value of e thus fotmd is 
.3305". A concentrated load would then be placed two- 
tenths of the span length from one end of the span in 
order to give the maximum beti^m^ moxacox ww >aaft. ^ch 
ring, 

%^1 




Reaction- <|;tS 24142^55 
— 2.4142 Z — 



(O) 



LoQd Wperff 
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Substituting the above value of 5 in (4) we have 

M^ = .o6sPS^s) 
For two concentrations, as at (a) Fig. 3, the equation 
for the bending moment in the arch ring is 

For the maximum value of M^ we fmd by differentiating 
and equating to zero 

I9.3i«" — I&49 S/ + 4S"* = 2 Q (&r — JB*) 

The value of g is seen by this to depend upon that of Q. 
The following have been worked out: 

U Q= i/io S,g= .3085", Mt = .osiPS. 

If Q = 2/ioS,g=: ,^7S,M*= o^S. 

If = 3/10 S,g = .2675', if 1 = .Q3iP^. 

If = 4/io5',£rz=.248^,Af« = .025P5. (7) 

If be made zero, we find that g = .330S, whidi agrees 
with the value for a single load as previously found. If Q 
be made =z S — 2.4142 g, the largest value of Q that would 
bring both loads on the span, we find that s = ^2485*. 
Hence a greater value of Q need not be considered than 
this, which is four-tenths of S, 

For uniform load, as at (b). Fig. 3, the equation for the 
bending moment in the arch ring is 

' 2 5^ 5-2 g 

Differentiating this and equating to zero we obtain for 
the position to give the maximum moment on the arch 
jr = .2485'. Substituting in (8) we have^ 
Mt = . Glows' (g) 
This agrees with the last equation of (7), if P be made 
.4W, as it should. 

We thus see that the maximum effect of any live load 
in producing bending is obtained when the load covers 
four-tenths of the arch. 
The foregoing considers otv\7 \Vvt Vtvdvcv^ moment on 
the arch produced by the \we \o3lA, ^tv^ tvoX. >iJw5. n^tjpsi^ 
thrust due to the shifting pos\l\otv oi\Vve\o^^. \v\^^«^ 



fore applicable to the steel reinforcement only, as the 
steel is assumed to be stressed only by bending on the 
arch ring and not by direct load or thrust. For the posi- 
tion of live load to give the maximum effect on the con- 
crete we should derive an expression that will combine the 
extreme fiber stress due to bending and the unit load due 
to the thrust or direct compression. Taking the differ- 
ential coefficient of such expression and equating it to 
zero we would find the position of live load that will give 
the maximum effect on the concrete. The writer worked 
out the problem along these lines and found that the re- 
sulting equations involved R and D as well as S and Q. 
However, by assuming ratios between R and D both these 
terms could be eliminated. Using wide variations in the 
ratios of i? to D it was found that the values of £ that 
satftfied the equations were practically equal to those found 
by considering the bending moment alone. This is be- 
cause of the relatively greater effect of the bending mo- 
ment as compared with the thrust in producing stress. The 
equations expressing the maximum bending moments on 
the arch, as already given, will then be used both in dis- 
cussing the proportions of the arch ring and the reinforcing 
steel. 

This treatment of the reinforced concrete arch demands 
practically constant reinforcement near both top and bot- 
tom surfaces of the arch ring from end to end, with rods 
running into the abutment for anchorage. The reason for 
this uniform reinforcement is seen by an inspection of 
Fig. 4. In this figure the center line of arch is represented 
by the line A O B. The bending moment due to a single 
load rolling across the span is represented by the vertical 
distances from A O B to the curves A M N and Q R B, 
The bending moment due to uniform load advancing across 
the span is represented by the vertical distances from 
A O B to curves A T U 3ind Q V B. It is here seen that 
the bending moment is pretty generaWy d\sVt*^>aXfc^ vck. "Ceft. 
length of the arch, so that no part oi tVv^ ^^^ ^"^"^ ^' 
Jacking in reinforcement The bendms moTOffoX \^ ^'^ ^ 
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posite sign for load coming on from the right and from the 
left, showing the need of reinforcement near the top and 
bottom of arch ring from end to end of span. 

Taking tip first the steel reinforcement we will assume 
that iJ4 per cent of steel area is to be used, 5< of i per 
cent near the upper surface and the same amount near the 
bottom surface of the arch placed j4 D from the surface. 
Referring to the writer's article on beams and slabs, pub- 
lished in Concrete Engineering, Jan. 15 and Feb. i, 1907, 
it will be seen by equation (i) that for a reinforcement 
of i5{ per cent at the bottom of a slab the allowed bending 
moment for rolling loads is 88 d* per ft. width of slab, d 
being in inches. For fg of i per cent, as here assumed, the 
bending moment, to give the same stress on the steel, is 
44 d*. Equating this to the value of the maximum moment 
from uniform live load, as given in equation (9), and^- 
ducing the depth to feet, we have 

i^=6336Z>. (10) 

In the design of arches the following live loads will be 
taken as standard: 

100 lb. per sq. ft. for foot traffic and light vehicles. 

200 lb. per sq. ft. for heavy driving. 

500 lb. per sq. ft. for trolley traffic. 

1,000 lb. per sq. ft. for steam roads. 

The latter is the live load found by taking an axle load 
of 60,000 lb. uniformly distributed over a space 5 by 12 ft. 
The load of 500 lb. per sq. ft. is probably greater than any 
live load at present specified for trolley traffic, but the 
experience of steam railroads teaches that it is wise to 
anticipate heavier loading. It is especially so in a struc- 
ture of the permanence of a reinforced concrete arch and 
one which has so little possibility of being reinforced sub- 
sequent to its construction or used again for another loca- 
tion having lighter traffic. 

Reverting to equation (10) , \i we kl W =; xoo, 200, SOOb 
1,000, we Hnd 

80 D for light traffic. 
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^ = 56 /) for heavy traflic 

S = 26D for trolley traffic. 

S = 2SD for steam roads, (ii) 

These ratios of span to depth, while not intended for 
final use in design, are of use in fixing upon a close ap- 
proximation of the final proportions. The economical pro- 
portions can readily be studied by means of equation (lo). 
If more steel be used than iJ4 per cent, a less depth can 
be employed than that given by equations (ii). and if 
less steel, a greater depth is needed. Steel reinforcement 
is affected only by the live load, arid, as seen, is inde- 
pendent of the rise of the arch, except as the rise is gov- 
erned by the depth assumed. 

To take into account the effect of live load on the con- 
crete we will consider the arch as being loaded for 4-10 of 
the span, giving the moment as shown in equation (9). By 
the principles of mechanics, in a rectangle having a width 
B and depth D 

M^^SE^^MR or KaJ^^ 
6 6 D 

where M is the bending moment, K is the extreme fiber 

stress, and A is the area of the rectangle. But K A being 

the product of fiber stress and area may be called an 

equivalent direct stress, for if we divide this by the area 

we obtain the fiber stress. Applying this in equation (9). 

we have for an equivalent direct load L on the arch 

-=^ <■'- 

Under the same loading, from the expression for thrust 
as given at (&), Fig. (3), we find it to be 
^ A, IVS^ 

^=-iS- <"> 

We can now modify the derivation of equation (i) 
to include the effect of live load on a portion of the span 
only. The allowed thrust, instead of being taken at 36^00(1 
D to allow for a possible bending moiuetvX. ^vne. Vo vtx^-sB^- 
hrities, will be taken as 72,000 D, as we tvovj \v^n^ -a^ ^^^tCvvs 
bending moment, which is a large iactot vcv -^xo^v^^^^^ 
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equivalent direct stress as a component part of that thrust 
The second term on the right hand side of the equation 
just above (i) will now be the value in equation (13), and 
a new term will be added, namely, the value of L in 
equation (12). 

Hence we have, as an equation expressing the propor- 
tions necessary in an arch whose central line coincides with 
the curve of equilibrium for dead load, the maximum effect 
of live load being considered, the following: 

Both equations (i) and (14) should be made use of in 
finding the depth of an arch, and the depth that is the 
greater should be employed. For concentrated loads equa- 
tion (14) may be modified by altering the second and last 
terms on the right hand side in accordance with the par* 
ticular loading used. 

If for trial we make H = D, using the ratios in equa- 
tions (11), and solve equations (i) and (14), we find the 
values shown in Table A. The values in columns 2, 4, 6 
and 8 are found by equation (i), and those in columns 3, 
5, 7 and 9 are found by equation (14). The approximate 
agreement between these rises for each class of loading 
suggests that the percentage of steel reinforcement used, 
namely, 1% per cent of total area, is probably close to the 
economic and proper amount. As this is not far from the 
amount of steel used in many arches already built, there 
is a further suggestion in the table, namely, that the rises 
shown for the various classes of loading and different 
spans will probably give close to the right proportions. 

It is recommended that reinforcement of an arch be 
made with round rods running from end to end of span 
and for a distance of 50 diameters of rod into each abut- 
ment. They should be spliced, where they join, with turn- 
buckles. Rods should lie ji of the depth from both top and 
bottom surface of arch. Sharp curves should be avoided, 
especially in rods near the suti^ic^, iot ^vc^*^^ \w the steel 
fnay cause the rod to tear out a ^otXaotv ol >i?c«. ^<attfL\^\fc, 
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If rods are placed 2 diameters from the surface, the radios 
of curvature should not be less than about 80 diameters 
of rod. If rods are three diameters from surface, the 
radius of curvature should be not less than about 50 diam- 
eters of rod. This is to keep the shearing tmit on the con- 
crete covering the rod within safe limits. ^ 

There should be rods through the arch laid across the 
main rods and wired to the same, to tie the concrete to- 
gether in that direction and to distribute the load in a 
transverse direction. These may have 1-3 to 1-5 the area 
of the main reinforcing rods. 

In the abutment it is necessary to consider (i) the load 
per sq. ft. on the soil, (2) the stability against overturn- 
ing, (3) the stability against sliding. 

In Fig. I the principal forces acting on the abutment arc 
indicated in the parallelogram A B C D. In this parallelo- 
gram D C represents the force supplied by the arch itsdi 
This is the resultant of the total weight of arch, including 
the live load supported, and the horizontal thrust under full 
load. ' The force B C is the weight of concrete and earth 
lying directly above the base E F applied in the line of 
the resultant of these combined weights. A C is the re- 
sultant of these two. This latter line must pass within 
the middle third of the base E F, so as to insure a con- 
dition of zero tension at F. The maximum pressure on 
the base will then not exceed twice the average pressure 
from the total weight above given, considering this weight 
as distributed on the base E F, To this, however, is to be 
added a load per sq. ft. equal to the live load per sq. ft 
to allow for live load over the abutment. 

To provide against sliding, the direction oi A C should 
be such that its horizontal projection is not more than 
one-half of its vertical projection. This means that a co- 
efficient of sliding friction of one-half is assumed. 

The dimensions of the abutment are to be adjusted 

until the above conditions are satisfied. If the resultant 

pressure does not fall within the middle third of the base, 

the base must be extended away ixota >Xvt ^xOcv. K\^<Ri*^ 

^l5 



le vertical pressure on the soil is too great, the same 
•ctension should be made; or an offset may be made on 
le inner edge of abutment, if this does not cause the line 
F pressure to fall without the middle third of the new 
ise. If the inclination of the resultant A C is not steep 
lough to have a tangent of two, the abutment should be 
ade deeper. 

The above does not apply to a rock foundation. Where 
le abutment rests on rock and can be built so as to have 
bearing against a vertical rock surface to take the hori- 
)ntal thrust, it need not have mass enough to resist over- 
iming, for the rock surface can be relied upon to resist 
)rizontal forces. The inclination of the resultant pres- 
ire may, of course, be less, as sliding is also prevented 
r the rock. 

As a corollary to the foregoing it may be added that the 
ime general principles apply to stone arches or plain 
mcrete arches, except as they bear on the steel rein- 
)rcement. In such an arch, where the material will not 
ike tension, the resultant pressure must not fall outside 
f the middle third of the arch ring. 
Fig. 5 shows the conditions that will hold when the 
isultant falls at the edge of the middle third of the arch 
ng. Taking equation (14) we find that the first, third 
id fourth terms of the right hand side of that equation 
lual the dead load thrust, and the second term is the live 
•ad thrust when the live load covers 4-10 of the span 
om either end. The distance % R in Fig. 5 is the maxi- 
lum deviation from the arch ring, or v of Fig. 2, under 
le same loading. Making this substitution in the equa- 
on in Fig. s and reducing we have (ii D = H) 

r,__5.521 Z>2+.0067 WD ,,., 

This expresses the relation between the rise and the 
;pth of an arch needing no steel reinforcement. Itv ?.\3l<lVw 
1 arch we could allow an extreme fiber s\.te?»^ oi ApCk'^. 
T sq. in., or an average at the crown oi 200 W^. >3>»^^'^ 
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ill load. Following the derivation of eqiiatioti (i) we 
lay then write 

By trial it was found that using the ratios of 5* to D 
Iven in Table B the approximate agrreement in values of R 
ere found to exist. It is interesting to note also that 
lese values of R do not differ greatly from those in 
able A. 

It is to be observed that the arch of Table A is propor- 
oned on the assumption that the steel reinforcement is 
:ressed by any eccentric load on the arch ring. In thick 
rches especially reinforcement could rationally be dimin- 
hed by reducing the bending moment by the amount that 
le plain concrete would take. That is, in refining the 
dculations the distance v of Fig. 2 can be diminished by 
-6 of the depth of arch ring. 

For short spans of say 20 to 30 ft, arches do not seem 
> be appropriate. Flat slabs or straight beams and slabs 
ould seem to be more suitable. Horizontal thrust is then 
liminated, and the abutments may be much lighter. 



SHORT ARCH SPANS. 
ditor Concrete Engineering: 

Sir: In your issue of March i, Mr. Godfrey concludes 
n article on "The Design of Reinforced Concrete Arches," 
'ith the following statement: "For short spans of say 20 
> 30 ft., arches do not seem to be appropriate. Flat slabs 
r straight beams and slabs would seem to be more suit- 
ble. Horizontal thrust is then eliminated and the abut- 
lents may be much lighter." 

I am unable to discover any basis for such a conclusion. 
^Iie relations between arches and beams of short spans 
re the same as for arches and beams of longer spans. If, 
^en, a beam of 30 ft. is more desirable than an arch of 
^SLi span, why is not a beam of 150 it. sp^ixv tcvott ^<tivt- 
bJe than an arch of the same span. TYve oxvVv i^^LScxwais^fc 
'Terence between the two is in fornis and ^x^cuott -a^^ 
818 



E k space is to get an opening for water or passage. With 

so low a rise the arch would have to be on the top of high 

P abutments in order to get the opening necessary. Again 

i with so low a rise there would be a heavy thrust. High 

' abutments with a heavy thrust on top would be anything 

- but economical. 

5 I attempted to show in the first part of my paper that 

- it is not good engineering to depend on earth as exerting 
I an active horizontal pressure. It is well known that earth 

- settles away from any pressure brought upon it. What 
^ sort of conditions would result if a short arch of 20 ft. 
-: span settled away at the ends to the extent of only an 
tf mch at each end? It is especially true that earth fill 
3 is quite unstable. This is what would be encountered in 
^ the large majority of cases so near the top of an arch. 
:• Such would be totally unfit to take any horizontal thrust. 

- Mr. Luten says that the relation between arches and 
^ beams of short spans are the same as for arches and beams 
p: of longer spans. I do not see how he can sustain such an 
^ assertion. I do not think that he would attempt to make 
r or approve a beam of 150 ft of span, and I do not believe 

he would condemn a flat slab for a span of 5 ft. My 

table shows a much greater relative and actual rise in 

B arches of long spans. These greater rises not only allow 

- the clearance and opening necessary, but they also reduce 
the relative thrust and bring the points of its application 
down near the base of abutment. These are very im- 
portant differences in the relation between beams and 

I * arches in long and short spans. 

» Answering the latter part of his third paragraph I would 

cf say that the "arch" that exerts no horizontal thrust at all 

is not an arch at all. It is simply a curved beam. A simple 

5 truss span may be given any camber, even to a large frac- 

^ tion of the span, and supported on rollers at one end. It 

^ is still a simple span and in no sense an arch. So a steel 
g beam may be curved and given only ViOT\xon\a\ ^\>.'^^Qr5\.^. 

tr It Js only a curved beam. An arch must \ia\^ ^iVvTM^v xo \«. 

f an arcb, 
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There is a popular notion, bom of little lai6wledge, tkal 
an arch is the strongest form of construction. But an 
arch without abutments to take the thrust is not an ardi 
and is not strong. Independent of the effect of curving 
on the metal a curved I beam is not as strong, simplf 
supported, as a straight one. 

Edward Godfbey. 



CRITICISM OF MR. GODFREY'S ARTICLES ON 

ARCHES. 
Editor Concrete Engineering, 

In your issue of April i, 1907, I called attention to an 
erroneous statement in Mr. Godfre/s article, that short 
beams were more efficient than short arches and he replied 
with the remarkable argument that an arch proportioned 
for efficiency without considering the abutments, would 
require such heavy abutments that the beam would be 
more economical. 

Mr. Godfrey continues : "It is a popular notion bom of 
little knowledge that an arch is the strongest form of con- 
struction." It is quite true that this notion is born of little 
knowledge, for the most inexperienced stone mason learns 
it, but it is surprising that Mr. Godfrey fails to see it I 
have been moved to investigate his series of articles on 
arches and I find a most remarkable combination of unau- 
thorized assumptions, too numerous to be mentioned in one 
letter. I beg, however, to call your attention to a few on 
the first page of his article in your Feb. 15 issue. In 
(4) he states : "In the case of plain concrete arches it is 
conceded that the arch will be stable if an equilibrium poU 
ygon can be drawn, using any possible applied loading that 
will pass within the middle third of all joints." This 
statement should be "t*/ the proper equilibrium polygon for 
each arrangement of loading can be kept within the middle 
third." Otherwise it is unsound, and his accompanying 
statement in which he selects the equilibriutn polygon that 
gives the minimum moment, \% e<vM^>\v >a?RSQWKv^. '^^x •» 
arch hinged at the abutments tVvU XaAX^x ^.^^^axo^VSnti hc^' 



hold good only when there is a shortening of the span on 
striking centers, and every builder of a concrete arch 
knows that the arch settles and the span increases when 
the centers are removed. The assumption might prove 
good if there were great expansion of the concrete, in set- 
ting, but in all other cases it is not only baseless, but is 
actually on the side of danger. Many of Mr. Godfrey's 
conclusions will require modification because of this error. 

In (6) and (7) he states that "the office of the abut- 
ments as anchoring mediums for the reinforcing rods in 
the arch will be recognized," and in the next paragraph 
adds that "'the arch will be taken as hinged at the abut- 
ments." 

In (3) Mr. Godfrey says that "it is not good engineering 
to depend for stability on earth exerting an active hori- 
zontal pressure." It occurs to me that it is good en- 
gineering to make the base of a retaining wall sufficiently 
wide to resist the overturning action of this pressure. 
Perhaps Mr. Godfrey meant to say that the passive resist- 
ance of the earth should not be relied upon, but if so he 
failed to conform to that idea in his arch design, for he 
actually does neglect the active horizontal earth pressure. 
Yet every retaining wall proves that there is such a pres- 
sure. *It not only must be depended upon for stability, 
but if neglected it may cause the collapse of the arch. 
Moreover the passive resistance of earth may be relied on 
to a limited extent, as Mr. Godfrey himself shows, for his 
abutment design allows varying intensities of stress. 

Many of his assumptions are made to simplify his proc- 
ess regardless of consequences, and he labors to make 
himself and others believe that they are justifiable. 

Mr. Godfrey is wrong in saying that a curved beam is 
not as strong as a straight beam. The bending moments 
on the two beams are the same, and the moments of resist- 
ance are in favor of the curved beam as an analysis will 
readily show. If he will compare beams and arch^^ <ai^ 
the basis of waterway area he will stiW ftnd \JaaX >^^ "^"tOcw 
is the more efficiait 



He suggests that I would not approve a beam of 150 it 
span. Certainly not, but merely because of the cost. And 
this is exactly the reason that I urged against the short 
span beams. A beam of 150 ft. is quite feasible given 
sufficient depth and material, but it is exceedingly ineffi- 
cient as compared with an arch. For shorter spans the 
difference is not so marked, but it is nevertheless in hytx 
of the arch. 

I have not by any means uncovered all the erroneoos 
assumptions in Mr. Godfrey's article, and with 3rour pCP 
mission will conclude in a subsequent issue. 

Daniel B. Lutbn. 



MR. GODFREY'S REPLY TO THE FOREGOINa 
Editor Concrete Engineering. 

I beg to thank you for the opportunity to reply to Mr. 
Daniel Luton's second letter criticising my paper on ardics. 

In Mr. Luten's first paragraph he tries to read into my 
statements an absurdity that does not exist. It is per- 
fectly rational to design a beam entirely apart from the 
supporting walls or columns. Does Mr. Luten see any 
absurdity in following this with a statement that this beam 
requires walls or columns or other support? It is pe^ 
fectly rational to design an arch without any reference to 
what is going to support it and to offer the necessary hori- 
zontal thrust to make it act as an arch. Is it absurd or 
"remarkable" then to say that if economy in such an ardi 
demands a low rise, the supporting abutments must be very 
heavy because the thrust is great? 

Now an arch of small span could be made with a large 
rise in order to get the necessary waterway under it, and 
this large rise would permit of a small depth at crown be- 
cause the thrust would be relatively small. So far, so 
good. Theoretically such an arch would be economical be- 
cause of the small thickness, for perfectly balanced static 
loads. If such an arch be subjected to live load, because 
of the fact that it is oi sYvaWovi dt^vVv ^xvd \.V\al it has a { 
sharp curve, the equilibrium poV^s^^ ^o>A^ xt-a.^^^ «^»» 



away beyond the confines of the arch» and the bending mo- 
ment would be g^eat. An arch of shallow depth would 
offer but little resistance to bending moments, and the 
economy of the arch goes aglimmering. 

I have heard men express the opinion that camber in 
a girder or truss span is to prevent the span from dipping 
from a true horizontal line for fear that the strength will 
all be gone when the deflection exceeds the camber. 
Others a little better informed still think that camber is 
necessary to the strength of a truss span, when in fact 
it does not affect the strength in any manner, and is sim- 
ply to prevent a dip in the track. These notions are rudi- 
ments of misinformation from the days when structures 
were designed by judgment, or, in other words, guess. 
Are we to return to those days .and take our knowledge 
from "inexperienced stone masons," or are we to continue 
to analyze structures on the basis of principles of mechan- 
ics ? I would like to repeat my former assertion to give it 
emphasis. An arch without abutments to take the thrust 
is not an arch and is not strong. 

I would not have Mr. Luten or anyone else imagine for 
an instant that my treatment of an arch has anything of 
the exactness of the common treatment of steel structures. 
or that it is theoretically correct. The first paragraph of 
my paper sets this forth clearly. Assumptions are abso- 
lutely necessary, and a theoretically correct treatment of an 
ordinary stone or concrete arch is an impossibility. To 
say that my assumptions are unauthorized leaves me with 
nothing to reply. One is naturally timid about announcing 
himself as an authority. If the assumptions are declared 
to be unsound, that is a different matter. I shall reply 
from that standpoint. 

Mr. Luten's first attack upon my assumptions is rather 
upon the English with which one of them is clothed than 
upon the assumption itself. It is instructive to note that 
it is the proper equilibrium polygon that must be used^ 
that is, not one belonging to some other atcVv \>aa\. tsva^j V^^ 
laid out on the board, but the polygon and \oa^\3n%ViAa^^'^^ 
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to the arch under consideration. As I read literatnre on 
arches, the proper equilibrium polygon is arrived at bj t 
system of cut and try until a polygon is found that wifl 
fill the bill. Of course this method is based on authorized 
assumptions, and demands a drawing board and all of the 
necessary accoutrements to make it a first class guessing 
match. It would not do at all to ascertain beforehand, bf 
calculation, as could readily be done, where this proper 
polygon will probably pass. 

I cannot see how "each arrangement of loading^ is any 
more lucid than "any possible applied loading.** I made no 
attempt to go into the matter of explaining the well known 
process of determining the stability of an arch by drawing 
a polygon that will pass through certain points in the ardi, 
and then, if this fails to pass through the middle third of 
all joints, drawing another, and another, etc., until one is 
found that will pass through the middle third throuc^MNiL 
This is known to engineers, and if any others wish to fol- 
low that way, they can consult works on arches, where 
this process is fully set forth and recommended. Uy 
treatment of plain concrete arches is nothing more nor 
less than a systematic method of finding, analytically, how 
deep an arch should be in order to assure the equilibritHn 
polygon falling within the middle third. 

I will not discuss the soundness of this "authorized as- 
sumption" until Mr. Luten brings out something more un- 
derstandable than the last part of his second paragraph. I 
might state, however, that an arch that is designed to give 
a horizontal thrust against a vertical wall of yielding earth 
could not be expected to do anything else but settle and 
increase in span. This is the very thing I stated in my 
previous letter as the objection to an arch of low rise and 
small span. It is objectionable in an arch of any rise or 
span to depend upon a vertical wall of earth to take the 
thrust, because the earth will settle away, and the arch, 
to an unknown extent, becomes a beam. 

Jn Mr. Luten's third paTagTaLp\v Vve VT\t^ Vo xt-aA. ^Tuo^hfiC 
absurdity into my paper. It \s becaiu^ ^ vjO\ ^^Cv^gcv^ ^\^ 



needs reinforcement near the top and bottom from end to 
end of span that I would run the reinforcing rods into the 
abutment, otherwise there would be no reinforcement mitil 
a point was reached, some distance from the abutment, 
where the rods had sufficient embedment in the concrete 
to make them effective. It is because the abutment of an 
arch would not be suitable anchorage for a cantilever that 
it would not be suitable to hold the end of an arch fixed. 
Heavy abutments could be designed that would be suitable 
for taking the stress of a fixed ended arch, but their econ- 
omy is very doubtful. 

Down in Palos, Alabama, some years ago, I observed 
some large piers being constructed in earth that was 
"candy" to dig. These piers not only had vertical sides, 
but they were chamfered out so as to have a base broader 
than the section at the ground level. All of this excava- 
tion was done without a stick of a shore to keep the earth 
from caving in. Where was Mr. Luten's "active horizontal 
earth pressure?" It is not an unusual thing to see trench- 
ing done in earth with little or no bracing and to see earth 
standing in a high vertical wall for some time. The prin- 
cipal forces against a retaining wall are those due to the 
loosening action of rains or the expanding action of frost. 
These are wedging actions. They have no place whatever 
on the haunches of an arch, and they would be broken 
reeds to rely upon against the side of an abutment. I 
meant exactly what I said, and not what Mr. Luten thinks 
I ought to have meant The horizontal pressure of earth 
over the top of the arch may be neglected with perfect 
safety. The horizontal pressure of earth behind the abut- 
ment should be neglected for safety. 

Mr. Luten acknowledges that the bending moments of a 
curved and a straight beam are the same. It would be in- 
teresting to see the analysis that shows that putting an 
I-beam through a bulldozer and curving it in the glawe. ^1 
the web, increases its section modulus. T\v^ \^a&cpci ^\s5 
a carved beam is not as strong as a sttaiftYvX. otv^ \a \ie.c»»J^^^ 
the ffange stresses, which tend to go \u sti^^^^ \vnR», ^«^ 
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in a curved flange, induce secondary stresses. These 
stresses would tend to increase or decrease the curvatnre 
of the outstanding flanges, according as the stress is com- 
pression or tension. Curved flanges of a beam or girder 
are just as irrational and uneconomical as bowed cohmmi 
or tension members (bowed in one direction.) 

Mr. Luten says in this letter that the difference betweei 
arches and beams is not so marked in shorter spans. In 
his former letter he said: "The relation between arches 
and beams of short spans are the same as for ardies and 
beams of longer spans." Mr. Luten has more confidence in 
beams of reinforced concrete than I have. As an engineer 
I would condemn a beam of 150 ft span. Would Mr. Lutes 
condemn a slab of 6 ft. span? 

Edwabd GoiOTtn. 



The Design of Foundations. 

The requisites of a good foundation are : (i) The 
sure per sq. ft. on the soil must not exceed a certain safe 
limit. (2) The unit pressure on the entire foundation 
should be as near uniform as practicable. (3) The pres- 
sure should never be negative, that is, there should not be 
a tendency to lift the foundation which is in excess of its 
weight at any part. (4) The foundation must be suffi- 
ciently deep not to have the underlying soil disturbed. (5) 
The materials must be practically indestructible in their 
respective places. (6) The integrity of the foundation ft- 
self must be assured; that is, it must be capable of resist- 
ing the forces upon it. 

To provide for the first requisite the safe bearing power 
of the soil must be known. This is not determined by ex- 
periment so much as by experience. 

The pressures allowed by the New York Building G)de 
per sq. ft. on various soils are as follows : Soft clay, one 
ton; ordinary clay and sand together, in layers, wet and 
springy, two tons; loam, clay or fine sand, firm and dry, 
three tons; very firm, coarse s^tvd, ^W^ vt.'c^iNftV c^x hard 
day, four tons. The same buWdm^ co^e. ^a^% \n(t \.«&k 



being made to determine the bearing capacity in special 
cases. 

In Baker's Masonry Construction the following are given 
as the safe bearing power of soils in tons per sq. ft: 
Quicksand, alluvial soils, etc., 0.5 to i; sand, clean, dry. 
2 to 4; sand, compact and well cemented, 4 to 6; gravel 
and coarse sand, well cemented, 8 to 10; clay soft, i to a; 
clay in thick beds, moderately dry, 2 to 4; clay in thick 
beds, always dry, 4 to 6; rock, from 5 up. This lower 
value is for rock equal to poor brick masonry. 

In the case of hard rock the area of foundaticm may 
sometimes be determined by the strength of the foundation 
rather than that of the rock. Thus, if concrete is used in 
a pier with a bearing power of 15 tons per sq. ft., this sets 
the limit, though the rock may be capable of carrying a 
greater load. 

Instability in a foundation, as regards the bearing power 
of the soil, is exhibited in the sinking or settling of the su» 
perstructure. This may be the result either of compressi- 
bility of the soil or of lateral flow in it The unit loads 
above given are those that will generally give a structure 
with little or no settlement. On soils other than rock, or 
solid gravel, or hardpan a little settlement is usually ex- 
pected and sometimes allowed for in fixing the level of the 
floors. 

Compressible soils may have their bearing power in- 
creased (i) by ramming; (2) by driving in short piles to 
ccHnpact the soil by this means; (3) by driving in piles 
6 or 8 ft. and then withdrawing them and filling the holes 
with sand, slag, gravel, or concrete, well rammed in, or 
the holes may be made by driving a cast iron cone 20 or 50 
ft. into the soil and raimming the hole full of the materials 
named. The latter method was employed in the foundation 
of some of the buildings of the Paris Exposition, the ram- 
ming being done with a cast iron weight of i to i^ tons. 
(See Engineering News, Sept. 27, 1900.) 

The advantages of monolithic and Te\TdoTQ.t^ ^«oc«X^ 
over »II other forms of construction m ioutvdaXAOxvs ^x«. ^'wsiv 
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in structures resting on jrielding soils. The solid mass of 
concrete, as in a wall, tends to settle as a unit, and mu- 
formly, even though the pressure may not be quite tmiionD 
on the entire foundation. 

Lateral flow in the subsoil is especially troublesome io 
soils of a clayey nature or in sand that is saturated witk 
water. Quicksand is a saturated sand that flows very free- 
ly, but many saturated sands that would not be classed 
as quicksands are subject to this lateral flow; and foondi- 
tions upon such require the utmost care. A good precau- 
tion is to drive sheet piling just outside of the foundation 
so as to retain the sand or other soil, if flowing is antici- 
pated. This will greatly increase the bearing power. The 
tower of the Hamburg water works is about 290 ft high. 
It is built of brickwork and rests on a circular block of 
concrete 56 ft. in diameter and 11 ft. thick. This rests oi 
quicksand enclosed by sheet piling driven below the line of 
saturation of the River Elbe. The pressure is about a tons 
per sq. ft. on the quicksand. 

Much trouble is caused in the city of Chicago due to tiie 
flowing of the subsoil. In the down-town portions of tiiC 
city there is first a layer of about 13 ft of made grotmd, 
then 6 to 12 ft. of a hard clay, below which it a softer 
clay for about 60 or 80 ft. to rock or hardpan. In some 
places this clay becomes very hard towards the rock and 
contains large boulders. Before the days of tall buildings 
foundations in Chicago were generally laid on top of the 
crust of stiff, blue clay found about 13 feet below the smr- 
face. This was loaded with about i^ to 2 tons per sq. ft, 
and in order to get the necessary area in contact spread 
footings were employed. These are large pyramids that 
had to rest on top of the hard clay, as it was found that 
the bearing power was less if they penetrated into the day. 
Before building the Masonic Temple the soil was 
tested by a tank having an area of 2 sq. ft io 
contact with the soil. This was loaded until the 
pressure was 5,650 lb. pet «\. iv. \ti wife v^sx '-^ 
was placed on top of the batd da.7 ^^^ v»>qs5«x%\ 'Qda 



settlement was i 13-16 in. In a second test it was sup- 
ported at the bottom of a hole 2 ft 4 in. deep in the hard 
clay ; the settlement was 4% in. 

Some of the taller buildings were founded on these 
spread footings, but it was found that the entire crust 
was depressed by the great load. The settlement was great- 
er, though the unit pressure was the same as in smaller 
buildings. This was especially the case where any exca- 
vation was made below the crust in the neighborhood of 
these buildings. Excavation for the freight tunnels, which 
are about 40 ft. under ground, recently caused some tall 
buildings to settle and develop bad cracks on account of 
the flowing of the soil. 

The present methods of sinking foundations in Chicago 
will be described later. Even these cause some settlement 
in old buildings because of unavoidable spaces left around 
the lagging in the wells. 

Sometimes retaining walls are built around the site of 
a building below grade. This, however, is to prevent the 
flowing in of the soil, if excavation is made for a sub- 
basement 

The bearing power of gravel or other similar material 
may sometimes be greatly increased by the use of grout. 
Gravel not mixed with sand may readily be consolidated 
into a sort of concrete by forcing into the interstices cement 
grout. This has been done also where some sand was 
present in the gravel, by first pumping out some of the 
sand. The first method was employed in the foundation 
of a bridge over the Danube, near Ehingen, Wuerttemberg. 
Pipes having loosely inserted driving points were driven 
into the gravel at intervals of 18 or 20 in. By drawing 
the pipe up a few inches to clear the point grout could 
be pumped into the gravel. Then by successive withdrawals 
and pumpings a concrete was made of the natural gravel in 
place. The gravel was one which contained running water 
and little sand. This would not work \tv ^^iTvd ot Kxi ^"v*^ 
where macb sand ia present (See Eng, News, ^^seu ^ 
rgoj.) 
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By the same means a sort of cofferdam can be mtde i ■ ^ 
gravel by sinking the pipes arotind the site of the propoiei 
excavation and building up a wall inside of which d* 
cavation can be made. 

There is a process (patented Dec 8, 1891) for injedifli 
cement grout into quicksand in the making^ of a fcrandatroi 
in the same. It consists of (i) sinking pipes into tk 
sand, (2) pumping out the sand so as to leave a chunbci; 
(3) forcing cement grout into this chamber. (See Eni 
News, April 28, 1892; June 28, 1894; Oct. 16^ 1902.) 0« 
way to get out the sand is to use two pipes near togctlKr, 
forcing water into one while the water and sand are beifll 
pumped out of the other. 

In the foundation work of the Merrimac River bridge 
at Newburyport, Mass., cylindrical piers were stnik I9 
open dredging to a level where rock was indicated bj tbe 
borings, and the bottom was found to consist of bonldtfs 
in a stratum of coarse sand and gravel. The cylinders 
were then converted into pneumatic caissons, with air kda 
placed on top, and were loaded with pig iron. The water 
in them was then blown out. No rock ledge was fband 
within reach of steel probing rods 12 ft. long, and it was 
decided to use the boulders and gravel as the fotrndation 
A foot or more of water was allowed to rise in the cylinder, 
and Portland cement was mixed with it and kept well 
stirred. By increasing the air pressure this grout was 
forced out into the surrounding gravel and boulders. The 
mass was thus rendered stronger to receive the founda- 
tion. (See Engineering Record, Vol. 50, page 220.) 

When soil is deemed too soft to support the weight of 
a structure, piles are sometimes driven in. These support 
the weight either by virtue of their penetrating to hard 
bottom or by friction on the surrounding soil. Where a' 
substratum of rock can be reached, the piles should be 
driven to the same, and driving should cease as soon as 
this is reached. Further hammering may broom or split 
the pile or cause it to ia\\ by d\^«P^^ ^\v«ax ^tA >aBM& 
destroy its usefulness. Thett att N2.t\o>x& T>Aes. Voi ^ 



termining when sufficient hammering has been done. One 
rule allows a penetration not over i6 in. in the last ten 
blows of a 2,6oo-lb. hammer falling 15 ft. Another rule 
allows a penetration not over i in. in the last blow with 
a 2,ooo-lb. hammer falling 10 ft. Another allows a pene- 
tration not over 3 in. under a 2,000-lb. hammer falling 15 ft. 
for piles supported by friction only. One rule for piles 
driven with a steam hammer, the hammer of which weighs 
5,000 lb., requires that the piles will not move more than 
J4 in. to the blow, when driving is complete. 

By the New York Building Code piles intended to sustain 
a wall, pier, or post must be spaced not more than 36 or 
less than 29 in. in centers. They must be driven to a solid 
bearing if practicable to do so. Piles less than 20 ft. in 
length may be 5 in. at the small end and 10 in. at the butt. 
Piles more than 20 ft. in length must not be less than 12 
in. at the butt. The maximum load allowed per pile is 
20 tons. 

A rule quite general in Boston is to allow a safe load 
of 10 tons per pile when supported by friction. Piles 
reaching hard stratum may be loaded to 16 tons. (See 
Eng, News J February 5, 1903). 

Specifications for bridges in the city of Milwaukee allow 
a load of 12 tons on each pile. Piles must be not less 
than 14 in. at butt and 9 in. at small end and 55 ft. long, 
driven to hard bottom. The minimum spacing is 2 ft. on 
centers. Piles may be of pine, tamarack, or hemlock. 

The "Engineering News Formula" for the safe load on 
piles allows a load in tons equal to twice the weight of 
hammer in tons times fall in feet divided by one plus 
penetration of pile under last blow, in inches. 

To prevent the splitting of the head of a pile a steel ring 
about 3 in. wide and J4 in. or more thick and about the 
diameter of the head is laid on it and driven into the 
fibers with the hammer. This is pulled off by means of a 
tool for the purpose when the driving \s coiw5Xt\ftA., '^\vKt^ 
one piece of timber will not reach to lYve i^c^vt^^ ^t^'Osv^ -^ 
MS sawed off smd spliced by means oi a ^ow^ ^^^ ^"^^ 



straps of wood or iron. Piles are usually sharpened wift 
a blunt point. Sometimes steel straps are laid across the 
point two ways and spiked on, and sometimes cast iwi 
shoes are used to facilitate the penetration and to protect 
the pile. 

Timber piles in permanent structures should only be 
used where always wet. The piles arc usually sawed off it 
an even level, below low water line, and the earth is ex- 
cavated around them for 2 ft. or more. This is then filled 
with concrete and the pier footing of concrete laid upon 
the same. Care must be taken in laying masonry upon tbe 
concrete to see that it is set first. 

Cheap woods, such as spruce and hemlock, are generaQf 
used for piles completely under water, as they will last 
indefinitely if kept from contact with the air. These soft 
woods can be obtained in lengths from 20 to 50 ft and 
diameters 10 to 12 in. at the head. Hard pine piles can 
be obtained up to 75 or 80 ft. in length with diameters it 
the head of about 16 in. 

Concrete piles have recently come into extended use. 
These may be made by filling up with concrete the hole 
left by a pile of wood or metal. In some a sheet metal shell 
covering a removable wooden core is driven into the ground 
and then the core withdrawn and the shell filled with 
concrete. These are often tapered. They are generally 
of larger diameter than wooden piles. 

The following method was employed in some concrete 
pile work at Pittsburg in 1904. Steel tubes about 16 ia 
in diameter, of metal about ^ in. thick, having bullet 
shaped shoes loosely inserted in the ends and with wooden 
heads, were driven into the ground by means of pile 
drivers. Where the ground was hard, these shoes were of 
cast iron; and where sufficiently soft, they were of con- 
crete previously made and allowed to harden. When 
driven to the required depth, the tube was drawn up a 
little; and a rammer, made of long cast iron weight sns- 
pended on a rope, was let into tVit Vcv<\^«:. IV^ Vsssvq. 
Jeagth of the line supporting \h\s rwnnjKK wxnA Mk>Br 



dicate whether the shoe was In the proper place (not being 
drawn up by the tube) ; or, if a concrete shoe had been 
used, it would show whether it had remained whole and 
iiad not been jammed up into the tube. Concrete buckets 
nade of old house boilers were then filled and the concrete 
ieposited into the tubes through gates in the bottom of 
;hese buckets. After each bucketful had been deposited 
ind rammed the tube was drawn up a little further, the 
listance being gauged by a mark on the line suspending 
Jie rammer. The buckets were not let into the tube, but 
vere emptied at the upper end of the same. Parts of this 
)rocess are patented. 

Piles reinforced with steel are sometimes molded at the 
iite, and after setting and hardening are driven in the same 
nanner as wooden piles. A method of protecting the head 
>f such a pile in driving is described in Eng. News, De- 
rember 27, 1906. It consisted in a steel tube fitting over 
lie top of the pile and having a diaphragm against which 
m one side was a long wooden block to receive the blows 
md on the other side a short wooden block, and between 
his and the head of the pile a cushion of rope. 

The foundations of tall buildings in Chicago are now 
generally made on what might be called concrete piles, 
rhey vary, from 3 to 12 ft. in diameter and are sometimes 
:oo ft long or more, reaching down to hardpan or solid 
•Qck. The excavation is done by hand in depths of 4 or 
; ft. at a time. This circular hole is sheathed with vertical 
agging made of boards 2 or 3 in. thick planed radially on 
he edges and fitted tightly together. These are held in 
)lace by flat steel bands, segmental in shape and flanged 
>n the ends, bolted together to form a complete circle. 
Then the excavation is made another 4 or 5 ft, and this 
s also surrounded by lagging. At the bottom, if the pile 
s to rest on hardpan, the well is belled out to twice the 
liameter. The piles are generally loaded to about 20 tons 
>er sq. ft, and this would give a load of 5 tons per sq. ft 
jn the hardpan. The holes or weWs art ^\^^ V4>^ ^w^- 
ret^ well tamped, which should preie^^^A^ ^^^ ^^^ ^<2WTv 
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in buckets, so as not to separate the ingredients and thus 
impair the uniformity of the concrete. Sometimes the 
lagging is left in place, and sometimes it is removed u 
the concreting progresses. The concrete is best made of 
a mixture of i Portland cement to 2 sand to 4 brokCD 
stone or gravel. Sometimes 1 13 :5 concrete is used. Where 
a pocket of quicksand is encountered, it is apt to flow 
into the well and to make a change in the method of ex- 
cavation necessary. One method of meeting the difficulty 
is to use a steel cylinder, in segments bolted together, either 
allowing it to sink as the excavation progresses or forcing 
it down with jacks. This is not always successful, and 
resort must be had to the use of sheet piling driven from 
the surface through the stratum of quicksand. Thus a 
sort of cofferdam is made around the well inside of which 
excavation can be done without difficulty. When the sand 
is penetrated, the first described method, using short lag- 
ging, is resumed. Steel sheet piling is best for the purpose^ 
as it will penetrate further wthout injury, and it can be 
drawn and used again. 

The tops of these concrete shafts are capped with grillage 
beams or other means of distributing the load of the 
column uniformly over the concrete. 

The load allowed on concrete piles should not exceed 
20 tons per sq. ft. for those of large diameter. If there 
is any possibility of their acting as columns, as in the event 
of the surrounding earth being removed, the unit load 
should be less. Concrete is weak in columns, unless it is 
properly reinforced with steel. A better load on piles of 
small diameter is about 15 tons per sq. ft. 

Screw piles are sometimes made use of to distribute 
pressure and to anchor structures such as lighthouses, sig- 
nal towers, etc. They are made of a shaft of steel or cast 
iron and an auger shaped blade of about one turn. They 
are driven in by turning either by hand or other power. 
Screw piles for supporting parts of the tunel for the Penn- 
sylvania and Long Island "R. ^ mv^ex >3[^^ "S^-vjA^oa "^Iw^ 
are to be made of cast iron itv 7 ^^- stcx:\oT^'s>V^N\Ti%\ssi\^^ 



flanges at splice which take 4 i^ in. bolts and 12 steel 
dowels. The piles are 2^ in. outside diameter and of i}4 
in. metal, and the diameter of the screw is 4 ft. 8 in. They 
are spaced 15 ft. and aid in the support of a single track 
tunnel. (See Eng, News, Oct. 12, 1903.) 

The load coming upon the soil of a foundation or on a 
system of piles consists of the total dead load carried and 
some or all of the nominal live or superimposed load that 
the structure may be called upon to carry. In tall build- 
ings it is not necessary to include all of the live load, as 
the floors are never all fully loaded with the calculated 
capacity. The New York Building Code allows a reduc- 
tion in column loads of 5 per cent of the live load of 2 
floors (including the roof) ; 10 per cent of the live load of 
3 floors; 15 per cent of 4 floors; down to 50 per cent of 11 
floors, and 50 per cent reduction for any more than 11 
floors. 

In estimating the weight on a foundation part of which 
is permanently under water it is legitimate to deduct the 
buoyancy of the water for the part of the foundation that 
is below low water line. Thus in piers at Chicago and 
Milwaukee 62.5 lbs. per cu. ft. of masonry below water 
level may be deducted from the weight of piers. On the 
other hand this same deduction should be made in de- 
termining the stability of a partly submerged pier used as 
an anchor against uplift or horizontal forces. 

A brief description of the processes used in excavating 
for foundations will be in place here. The ordinary proc- 
ess of excavating for foundations where water is not en- 
countered is simple and the problems are few. Apart from 
digrging or blasting out the material and handling the 
same there is often the question of shoring up the sides 
against a cave-in. In a wide excavation in loose ground 
the shores should not be merely horizontal struts, but these 
stmts should be braced together diagoivaWv ^xA NttV^Ka5^ca 
to prevent displacement. Wedges or ^acVs* sViovA^ \it >asR.^ 
to give a firm bearing against the eaTt\v, ^ Vt V^ ^^^ 
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easier to prevent earth from sliding than to stop it when 
it has once loosened and started to slide. 

There is a process of excavating through flowing soib 
known as the freezing process. It is expensive and not 
used very much. It consists of forcing into the soil just 
outside of the opening to he made refrigerating pqies 
freezing the mass, excavating and then damming off the 
soil or building in the stone or concrete work. 

There are three methods of excavating for foundatioos 
in water. One is by making a cofferdam by driving sheet 
piling around the space to be excavated and digging oat 
the earth. The water is kept pumped out as the excava- 
tion proceeds. Wooden sheet piling, called Wakefield pil- 
ing, consists of boards spiked and bolted together in threes^ 
the middle one being set back to form a tongue at one 
side and a groove at the other. Steel sheet piling has been 
found to be very useful for cofferdam work. It has greater 
strength than wooden piling, and there is less leakagt 
The piles can be used repeatedly. Sometimes they mst 
together in the ground. A blow from the pile driver on 
the head of one pile will generally loosen the one to be 
drawn. 

A second method is called open dredging. This consists 
in dredging out the earth in the inside of a casing, which 
sinks as the earth is removed. The casing forms a shell 
for the pier, being filled with concrete when sunk to the de- 
sired depth. The shell has a uniform outside diameter and 
is tapered from the inside to a cutting edge. The dredging 
is done by means of steam shovels, or clam shell, orange 
peel or other bucket dredges. 

Hydraulic dredging, used in different methods of ex- 
cavation, is done by means of pumps. Where loose ma- 
terials are to be removed by pumping out, a jet of water 
agitating the materials will cause them to be drawn up 
by the pump. Jets of water may be used to advantage in 
open dredging to loosen the soW utv^ex \i)cvfi. oawCvck!^^ ^jdgp. 
Sometimes the cutting edge enco\ro.\.^x^ X^q^nMsi^ ^Vv^ 



the dredge will not remove, and it is necessary to send 
down divers to remove the same. 

By use of the open dredging process in the foundation 
of the Atchafalaya Bridge at Morgan City, La., the depth 
of foundation bed was made about 120 ft. below high water 
and 70 to 115 ft. below the silt or mud surface. The 
greatest depth attained by this method in a bridge 
foundation was reached in sinking the piers of the Hawkes- 
bury Bridge in Australia, namely, about 170 ft. below water 
or 126 ft. below the river bed. 

Concrete deposited in deep water, as in an excavation 
made by open dredging, is apt to have the cement washed 
out. To overcome this it may be. dropped through a tube 
or a tremie in as large loads as practicable. If put into 
jute bags, the cement will be retained; enough cement will 
ooze out of the meshes to cement the pieces together. 
Concrete mixed extra long or even retempered concrete, 
if it has not stood too long, is preferable to concrete in 
which the cement is too freshly mixed, where it is to be 
deposited in water. 

The other method of excavation is the pneumatic process. 
An airtight timber crib or caisson is made, having a space 
underneath large enough for men to work in, provided 
with a cutting edge around the periphery and supplied with 
air locks, etc., in the roof. This is placed in the position 
which the pier is to occupy and allowed to rest upon the 
ground. Men enter and leave through the air locks, and 
the excavated earth is hauled up in buckets through locks 
for the purpose. Air is continuously pumped in and it 
escapes below the cutting edge. Ordinarily this air pres- 
sure keeps the water out, but if the soil becomes dense or 
is clayey, the air pressure can often be reduced below the 
hydraulic head of the cutting edge, greatly to the benefit 
of the workmen. In such case the water that leaks in may 
be removed with an ejector. 

As the crib sinks the pier is built on \\., ^lA njVvwsv «cl^- 
abJe bottom is reached the working cYvambeT \s ^J^fc^ hiV^ 
concrete, 
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In the Brooklyn pier of the new East River Bridge a 
depth of 115 ft. below high water was reached by tke 
pneumatic process. In a bridge over the Barrow River io 
Ireland a depth of 127 ft. below high water was reached. 
In this work the air pressure used was 42 to 45 lb. at the 
maximum depth. (See Eng. News, Vol. 53, p. 607). 

In foundations for tall buildings in New York soom* 
times pneumatic caissons are required. These are pak 
under the individual columns or under two or more col- 
umns in a group. (See Eng. Record, Sept 3, 1904, for 
description of caissons under Trinity Building.) 

The second requisite of a good foundation, namely, * 
uniform unit pressure on the entire foundation, has special 
force in foundations on soft soil. On such soils thert 
will be some settlement, and if the unit pressure is greater 
at one point than another, settlement will be greater it 
that point. This condition of uniform pressure is effected 
by making the area in bearing on the soil in proportion to 
the load to be carried. A great part of the settlement of 
a building takes place during erection, and it is hence doe 
to the dead weight in greater measure than to the super- 
imposed weight. In any event, as only a part of the super- 
imposed load is on the floors continuously, the dead load 
must be taken as the prime factor in determining the size 
of footings. If the footings of all of the columns of a 
building were given areas in proportion to the total dead 
and live load to be carried, those carrying the walls would 
settle more than the interior columns. However, the areas 
of the footings for the interior columns should be based 
on the probable maximum load, so that the safe pressure 
on the soil^is not exceeded. 

Sometimes the density of the soil varies under different 
parts of a building. In such case the foundation shouki 
be proportioned so that the pressure will be in conformity 
to the bearing power of the soil at different parts. The 
leaning tower of Pisa seems to have acquired the lean 
which has made it famous bv \MafiNca ^^vCCvmil ^»cl v»S& of 
different densities. 



Eccentrically loaded piers resting on piles should have 
the center of gravity of the system of piles coinciding with 
that of the load as near as practicable. 

The third requisite, namely the maintenance of a posi- 
tive pressure on the soil at all parts, has special force as 
applied to foundations for high or narrow structures where 
the wind may cause tension or uplift on the windward side 
at the edge of foundation, also for anchorages of cantilever 
or suspension bridges. 

In order to have no tension on the extreme edge of a 
rectangle, the resultant of the vertical load and the hori- 
zontal force (as the wind load or pull of anchorage) must 
fall within the middle third of the base. In a circular sec- 
tion the resultant should fall within the middle quarter of 
the base. This is a condition which follows upon the 
theory of flexure. It does not mean that there is a factor 
of safety of three when the resultant falls within tiie 
middle third of the base. It simply means that this condi- 
tion must hold, if there is to be no tension and no tendency 
to rise, at any part of the base. In a material incapable 
of taking any tension, or nearly so, such as a wall resting 
on the soil, or a wall laid in lime mortar, there should be 
absolutely no tension or tendency to rise anywhere. Such 
tendency would be detrimental to the safety of the struc- 
ture, especially if it be a reversible condition, as, for ex- 
ample, in a tower where joints may tend to open on one 
side and then on the other, due to reversal of the wind. 
Of course it is true that one application of the wind load 
would not overturn the tower, if the resultant fell some- 
where between the middle third and the outer edge, as the 
resultant must fall without the base in order to overturn 
a body. But the racking will loosen the joints and tend 
ultimately to ruin the walls. In a foundation it is manifest 
that any such disturbance in the region of the main sup- 
porting medium of a structure would be harmful 

The condition requiring that the xe^MV^^ivX. \aJ\ mv^vet 

the middle third of the base may be aeexv itawk ^xvcjCb^rx 

stMndlpoiat^ namely, that of uniformly N?LrjVcv% -^x^^>a:t'^'' 
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Suppose the resottatit pressur e falls in the middle of tl 

base of a foundation as at (a)^ Fig. i. The reaciion 
the soil -v^'ill be uniform across the width of the base, 
represented by the row of short arrows. If the resultal 
of the pressure falls 1-3 of the base from the edge of ti 
same as at {b), the reaction will he greatest tn intenait 
at the edge nearest this resultant, and il is necessary 
the center of gravity of this reaction be on the Hne of th 
resultant. Again, if the reacting medium be yielding 
clastic, the pressure will vari'' uniformly from the maxl 
mum at the right edge of the base to a minimum at the Id 
edge. Only a triangle, as indicated in the figure, c 
fulfill these conditions* Hence the pressure varies in 
ztTO at the left edge to an intensity double the mean pr< 
sure at the right edge. 

If the resultant is closer to one edge than 1-3 of tlf 
base, and the variation of pressure is uniform^ one of t 
things must occur; either there will be tension on th 
farther edge, or the pressure will be zero for whatev^ 
width of base remains in excess of z^ l^^^ Fig- if at (c) 
A floating rectangular block supporting an eccentric 1* 
whose resultant, or center of gravity, falls closer than t 
of the width from the edge would be out of water for tJ 
width of block exceeding 3^, 

Fig. 2 shows the anchorage of a suspension bridge. T\ 
force -^ B is the pull on the cable; A C represents tl 
weight of the anchor pier^ applied at the center of gravil 
of the pier ; A D is the resultant. This latter force shod 
pass withm the middle third of the base 

Fig, 3 shows the pier for a trunnion bridge, such as 
bascule bridges of which a number are found in the cil 
of Milwaukee. The force A is the total dead load 
trunnion and approach girders* This will be at the centt 
of column supporting these loads, as the trunnion ^rdd 
are counterbalanced for dead load. The force 5 is d 
dead weight of the pier, allowance being made for tl 
buoyancy of the water C is the sum of the live load ovi 
hanging the pier. The resultant of all of these is in 
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equal to the sum of the three. Its position is found I9 I { 
taking moments, say around the edge of the pier. It ii 1 1 
preferable that this resultant fall within the middle M I 
of the base, but if the pier is founded on piles, they nv 1 1 
be driven closer on the side of the higher pressure^ tira 1 1 
allowing the resultant to fall closer to that edge. I [ 

In the foundation of a chimney or tower the same pris- 
ciples apply. The dead weight of the structure is one force 
always present, and the greatest possible wind load is to 
be combined with the same. The direction of this resok* 
ant must be such as to pass within the middle third ii 
the case of a rectangular base or within the middle guarter 
in the case of a circular base, that is, it must fall not over 
1-6 or 1-8 of the diameter of the bases respectively, froa 
the center. 

It is legitimate to allow somewhat greater pressure it 
the edge of a foundation than those given heretofore^ 
where the increase is due to the maximum wind load. Aa 
increase of 25 per cent over the unit regfularly allowed 
would be a reasonable allowance at the edge where tbe 
pressure is of maximum intensity. 

The fourth requisite would demand that foundations be 
made deep enough to be free from danger of undermining 
by abrasion from streams or drainage water, or by ex- 
cavation for foundations of adjacent structures. They 
should be deep enough to rest on soil not affected by frost 

Many failures of bridges have been due to the washing 
away of the soil beneath the piers. Gravel beds, upon I 
which piers often rest, could very often be cemented to 
advantage into one mass by the use of grout, as herdn- 
before described. Often the scouring action of the stream 
will carry away large stones of the piers themselves. These 
stones lose nearly half their weight when submerged, and 
are hence comparatively easy to move. This is a strong 
argument for solid concrete piers. 

A depth of 4 or 5 it. is suffidexvx. Vo x^asiv ^cAV xiot tf- 
fected by frost in temperate regKotvs. T\iv& V^ ^tc^ ^xmsq]^ 



for light foundations as for mill buildings, etc., where the 
(Oil is not made ground or fill. 

The fifth requisite of a good foundation, namely, that the 
naterials be practically indestructible in their respective 
»laces, can be assured only by using materials of known 
asting qualities. Brick should not be used in sea water. 
Vood should be used only where it will be always under 
^ater or always exposed to air only. Cement mortar and 
Oft lime mortar should be used in wet places, as lime 
lortar requires a long time to harden if kept wet. Steel 
laced in concrete is probably better not painted, as the 
oncrete will adhere better to the steel than to the paint 
nd is a better medium of protection than paint. 

The sixth requisite demands a foundation that is strong 
nough to do the work that it may be called upon to do. 
'he forces to be resisted may be (i) a downward force 
ue to the weight of the structure carried, (2) an upward 
Dree due to an uplift that may be exerted upon the foim- 
ation, (3) horizontal or overturning forces, (4) the up- 
rard reaction of the supporting soil. 

The base of a steel or cast iron column or a bridge bolster 
r shoe resting on stone or other masonry should have 
ufficient area in contact with the stone to prevent crush- 
ng.. It should be borne in mind that generally such 
lases do not have an ideal bearing, so that the unit em- 
)loyed should be low, that is, a large factor of safety 
liould be used It is true that building columns and some 
)ther bases are often set up a little above the surface of 
he stone or concrete and the space filled in with grout, but 
t is also true that bridge seats are very often placed directly 
)n the surface of the stone. The following are good units 
>f safe pressure to allow on various classes of masonry, 
n lb. per sq. in.: Brick masonry in lime mortar, 150; 
)rick masonry in cement mortar, 200; ordinary rubble 
nasonry, 200; good bridge masonry, 250; granite, 400. 

It is of great importance that the masotvrj ^v^x x^ji€\n\w^ 
I cast column base be a rigid mass utvdex tVe Xi^'s*^. '^'^^ 
^rjter observed a number of cast columiv \>3.'&^"& «»► xxisS^^ 
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piers that were split in two by the weight of the cohnBL 
The rubble appeared to sink under the center of the cohBU 
leaving the cast base supported on its edges. Not being 
suited to take such a heavy bending moment the cast tnse 
broke under the weight. The cap of a pedestal or pier 
taking a column should be a single stone, or, better, tlie 
entire pier should be a monolith of concrete. 

A large building in Pittsburg collapsed some ytxn 9fi 
on account of the fact that a brick wall between two boii' 
ings that were being thrown into one, was taken oat fv 
one story and replaced by columns about i6 ft apnt 
These columns were supported on the rubble wall, whidii 
being intended only to carry a continuous brick wall, wai 
unfit to carry the concentrated weight of the columni 
Spreading beams under these columns would doubtless have 
saved the building. 

Suppose in Fig. 4 the load on the column is 150,000 Ibi 
At 200 lb. per sq. in. on the rubble wall a flange area (rf 
beams of 750 sq. in. would be required. Assuming I-beaffl 
flanges 4 in. wide a length of 188 in. or 15 ft. 8 in. is 
needed. This will be made up of 2 beams 7 ft. 10 in. long. 
The pressure per lineal foot is 200 X 4 X 12 = 9,600 Ib^ 
and the span of the cantilever is 3 ft. 6 in. The bending 
moment is 705,600 in. lb. and the section modulus required 
at 16,000 lb. per sq. in. is 705,600 -r- 16,000 = 44.1. The 
size of I-beam required is then a 12 in. 40 lb. beano. As 
the flange width is more than 4 in., a revision of the cal- 
culations could be made using the 5^4 Jn. width of tins 
beam and trying again for the bending moment. 

Beams and rails are often imbedded in concrete foothigs 
and pedestals to distribute the pressure over a greater 
surface, the beams being used to give the resistance to 
bending which the concrete lacks. Rails are not economical 
for this purpose, unless they happen to be old rails on hand 
or purchasable at a much lower rate per lb. than I-beams. 
For the same weight of metal much greater rigidity can 
be obtained in light weight W^m^ >lV«». m x^^'i. •^?«. 
concrete, instead of being coutvU^ vi^ixj. \.o ^"ssa-sX VjRfc ^^ 
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is merely the medium to transmit the upward pressantl 
the soil into the beams, to hold them against buckling, as 
to protect them from rust. 

In Fig. 5 assume a load of 600,000 lb. on the coin 
shown. Allowing 250 lb. per sq. in. bearing on the » 
Crete this would require a bearing area in the flanges si 
the I-bcams of 2,400 sq. in., or, assuming the flange toi( 
6 in. wide, a total length of I-beam of 400 in. or 33 ft.4t 
This will be made up of 4 beams 8 ft. 4 in. long. 1^ 
upward pressure on the beam is 6 X 230 = 1,500 lb. ptf 
in. or 18,000 lb. per ft. of beam. The overhang of k 
cantilever is 3 ft. 654 in. and the maximum moment is | 
18.000x3.542x3.542x5^x12=1,355,000 in.-lb. Dividing tb 
by i6,ooa the extreme fiber stress allowed, we have hi 
a? the section modulus. The beams will therefore bt i 
in. I's 55 lb. per ft. (S = 88.4). 

A grillage of I-beams crossing at right angles to ad 
other as indicated in Fig. 6 is used to distribute the loai 
of a column over a rectangular concrete base. In cakoto" 
ing the bending moment on the beams the point of sit|- 
\K'Tt of the cantilever should not be taken as the ^ 
<^i the tiange of the beam above or the edge of the colmna 
l\:<c, but as some point where a good substantial support!^ 
:'..<>iirod, as indicated in Fig. 6, the span of the cantileiftr 
iK'irig /. 

It is sometimes necessary to place a column pedestal sa 
as not to project beyond the property line, where the col- 
umn center is located but a foot or so within the propcny 
lino. Xo form of footing will give effective bearing on tbc 
vv il lor a width more than three times the distance from 
the outside line of the footing to the center of the column, 
unless it be a cantilever balanced by interior loads. Can- 
tilevers are sometimes employed which are supported on 3 
pedost.ils within the property lines, and which in turn 
support .* iohnuus. I'igs. 7 and 8 illustrate cantilever sitp- 
piMts o\ \\\\\\ voliiuuis both for a narrow building, where 
the J vutt'ivle loluiuns may rest on the same set of can- 
nlever beams, .uui a building where an interior column 
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is utilized to take the uplift of the cantilever. The sptt 
of the cantilever beams is the distance from center of col- 
umn to the center of the group of supporting beams. The 
depth of cantilever beam should be selected with the 
length 5" in view, making it sufficient to prevent too grot 
deflection upward, say not shallower than i-ao of S. The 
cantilever may be composed of rolled beams or of i box 
girder. If below the surface of the ground or cellar flooc; 
the steel work should be protected by concrete. The box 
girder may be riveted to the side of the oolmnn or mr 
have interior diaphragm and stiffeners equivalent in am 
to the column, with the column resting on top. The 
I-beams should have separators or riveted diaphragms be- 
tween theuL 

The safe carrying power of masonry, according to the 
New York Building Code, is as follows, in tons per SQ. 
ft.: Brick in lime mortar, 8; brick in lime and cement 
mortar, 11.5; brick in cement mortar, 15; mbbk itt 
Portland cement mortar, 10; rubble in other than Fort- 
land cement mortar, 8; rubble in lime and cement mor- 
tar, 7; rubble in lime mortar, 5; Portland cement 000- 
crete, 15 ; other than Portland cement concrete, & 

These units are less than those given a few paragrapb 
preceding for colimms, etc., resting on masonry, as they 
should be. Those are for a load on only a portion of the 
top of a wall or pier, while these are for the entire will j 
or pier. 

While no general rule prevails for the load on high 
walls, diminishing the unit as the ratio of height to width 
increases, it is true that high walls not braced should not 
be loaded with the above limiting loads. Some such rule 
as this would be a safe basis upon which to proportion 
walls that are heavily loaded, namely; for walls whose 
height is 10 times the thickness, or less, use the units 
above given, and for walls whose height is 25 times the 
thickness, use 2-3 oi the same, vj^W?. Wl'w^etv 10 and 25 
times the thickness to have pTo^oxxKoTvax^ >mC\\.^ 'Wcw^sts. 



these limits. Walls more than 25 times their thickness in 
unsupported height are to be avoided. 

For an upward pull, such as the anchorage of a can- 
tilever or the uplift of the post of a railroad bent due to 
wind load, rods or bars should go down deep enough 
into the masonry to take a weight of the same 50 per cent 
in excess of the calculated uplift. If the masonry is brick 
or rubble, there should be a grillage of beams or rails so 
arranged that they would lift the necessary weight of 
masonry. For very heavy anchorages in concrete, grillages 
should also be provided. For a small uplift in concrete 
a grood sized washer plate is usually sufficient. The anchor 
bolts should have a square head, and the washer plate 
should have a small stop plate riveted on it to keep this 
liead from turning. Cast washers may be made with a 
recess in which the head of the bolt will fit. A split bolt 
and wedge should not, in general, be depended upon for 
anchorage against an uplift. The holding power of such 
a bolt is more or less uncertain, and the chances are 
many that the bolts will not all be properly set. 

These split bolts, passing into the masonry a foot or 
two, are commonly used for anchorage of stringers and 
girders and trusses of bridges where no uplift is counted 
upon. 

Columns for office buildings are not usually anchored. 
The cast steel or cast iron bases are generally left untooled 
on the bottom, and holes are cored in the bottom plate 
through which grout is poured after the base is leveled up. 
No anchor bolts of any kind should be close to the 
edge of a concrete wall or pier, as the driving may break 
out the concrete 

The stability of a masonry pier against horiontal or 
overturning forces is met largely by the weight of the 
. pier. Figs. 2 and 3 illustrate piers subject to such forces, 
and the remarks made in regard to these figures relate 
to provision for their stability, treating tVvt NW\L\c"aS. v^^'s*- 
sare on the soil only. In addition, li tVie ioxe^es ^t^ Votv- 
zoatal or have horizontal components, tYvcie V& ^tw\wp 
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against sliding to be considered. If we assume a coel- 
cient of friction of the pier on the soil as $4, we sbnii 
have a horizontal projection ^ of the vertical projectioi 
in the line of the resultant pressure. Any earth packel 
against the side of the pier will be an additional safe- 
guard against sliding. It is best in the case of a constancy 
exerted force not to depend upon earth exerting horizootd 
pressure against a vertical surface, as the force will teal 
to compact the earth and move the pier. 

In the case of a pier for a mill building colnmn or i 
crane runway column the horizontal forces due to tl« 
wind against the building or due to the thrust of the cnne 
are only occasionally exerted and very seldom to thdr 
full extent. It is safe in such cases to allow for sooe 
horizontal pressure exerted by the earth. 

To arrive at a means of finding approximately the ifr 
bility imparted by the lateral pressure of the earth, tab 
the case shown in Fig. 9. This represents a pole placed 
in the ground and subject to a lateral force. The wei||t 
here is negligible If we assume that the pole turns aboot 
a point 2-3 of the depth below the ground, the resistance 
of the earth will vary uniformly from this point down, 
and would vary uniformly from the same point up, W 
for the fact that this would make the maximum pressure 
occurring at the ground level. Because the lateral pres- 
sure in ordinary earth at the ground surface would be 
practically nil, it is taken as varying from zero at the 
ground to a maximum somewhere below the surface. This 
is arbitrarily taken at 1-3 of the depth from the surface. 
It is safe to say that well compacted soil will stand a 
lateral force, for a short time, a few feet below the snr- 
face, of 500 lb. per sq. ft. and about twice this amotmt 
at a depth of 5 or 6 ft. below the surface, all without ap- 
preciable settlement. Now if P be assumed as constant, Q 
will depend in amount upon F, as it must be the diflPcr- 
ence between P and F. ¥ot ^ stnaJX lott^ ^v F "waA «. bag 
lever arm L, Q will approaeVv ecvaaX\V>j ^*\V^^ P. ^^^ss^*^ 



approximate moment of stability in ft.-ltx about a section 
at the force P will be 

^=600X-^X-|-XAX^=92A2^ 

Thus a pole i ft. in diameter, 30 ft. above the ground 
and 6 ft. in the ground would stand 3»3SO ft.-lb. or a force 
of 105 lb. horizontally at the top. If the ground is hard 
and rocky or if there is a pavement around the pole, it 
will stand much more than this. 

The moment of stability of a column and pier due to 
their weight is equal to the product of the total weight 
(under the condition of maximum horizontal pressure) 
and 1-6 of the base. 

To take an example, suppose a column supporting a 
crane runway is anchored to a pier 6 ft. deep and S ft 
by 4 ft. in plan. The pier on account of its being planted 
in the ground will have a moment of stability 2 ft. below 
the ground line of 92 X 36 X 4 = i3i25o ft-lb. On ac- 
count of its weight (taking the weight of the pier as i%fiO0 
lb. and the minimum load on the column under the condi- 
tion considered as 10,000 lb) a moment of stability of 
28,000X1=28,000 ft.-lb. at the base of pier. At a height 
of 20 ft. above the grotmd the former moment would al- 
low a force of 13,250-4-22 = 602 lb. and the latter would 
allow 28,000 -H 26 = i/>8o lb. A total thrust of 1,682 lb. 
could be exerted at this height In general 2 columns of 
a runway will be acted upon by the sudden stopping of a 
load carried by the crane. The coefficient of sliding friction 
is usually taken as 1-5. The load on the trolley could 
then be 2 X 5 X 1,682 = 16,820 lb. This pier would then 
do for about an 8 ton crane runway. In a similar manner 
the stability of a mill building column against wind loads 
may be worked out. No rigid analysis has been attempted 
of the forces in Fig. 9, but simply a rough approximation 
of the stability imparted to a post or pier planted in earth 
which is tamped around it 

The aiiilowed slope on sl concrete iootin^, suO^ ^& ccCcvrx 
>/ the two forms shown in Fig. 10, may \it mN^^>i!\«?!«^ 
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as follows : The bending mdment under the edge o( wall, 
at 5" tons per sq. ft. upward pressure of soil is 
20005 ^ P« 

The resisting moment, at 40 lb. per sq. in. safe modtiliis 
of transverse strength is 40 A* -r- 6, both on a rectangle h 
in. deep and i in. wide. Equating these we find the fol- 
lowing to be very nearly true: 

Thus for a pressure on the soil of 2 tons per ft the 
depth of the footings should be 14 times the projection 
beyond the wall. For a 4 ton earth pressure the depth 
should be 2 times the projection. 

In a brick footing no reliance can be placed upon tensile 
strength of the mortar in the vertical joints, bnt inde- 
pendent of this there is a tensile strength in a brick wall 
derived from the bonding of the bricks. The friction of 
each brick against the upper and lower adjacent tiers r^ 
sists the tendency to draw it out of place. Assume the 
coefficient of friction to be }4. If the earth pressure at 
the base of the footing is i ton per sq. ft. there will be 
1-9 of this pressure on the top and on the bottom of the 
half of a brick. Hence 1-9 of 2,000 lb. will be required 
to pull out a brick. This on 16 sq. in. (the section of a 
brick longitudinally) is 14 lb. per sq. in. Allowing a factor 
of safety of 5 to cover irregular bonding we have an al- 
lowed tension of 3 lb. per sq. in. Using these values as 
above for the concrete footing we find 

h = 3'73P- 
Since the allowed tension on the brick footing is directly 
proportional to the earth pressure, this relation will hold 
true for any other earth pressure. It requires good bond- 
ing of brick work to distribute the load on a spread founda- 
tion, even with the small spread that this formula would 
give. 

From the standpoint of the allowed shear on the con- , 
Crete, using Fig. 10, the amoutvl ol vTes^>vct otv >^vfc v^^\^- ' 
tion for an earth pressure oi 1 \otv v^t ^^\. V\.. \% lyjKft^ 
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The area in shear is 144 h sq. in. Allowing 40 lb. per sq. 
in. we have 5,760 h = 2,000 p, or 
h = .3SP- 

Sometimes the upward pressure of the soil is resisted 
by needle beams under a wall, of old rails or I-beams. 
In Fig. II assume the upward pressure of the soil as a 
tons per sq. ft. and the imbedded beams spaced i^ ft 
apart. This upward pressure will be the same as a vertical 
downward load on the beams, which will be cantilevers 
having an overhanging of 3 ft. The middle distance of I 
ft. 6 in. is taken less than the width of the wall, as some 
space is required for bearing. The bending moment OD 
each beam is i^ X 4,oooX 3 X ^^= 27,000 ft.-lb. or 
324,000 in.-lb. The value of the section modulus required 
is 324,000 -f- 16,000 = 20.25. The section modulus of a xo 
in. I-beam 25 lb. is 24.4, hence this size of beam would be 
used. It would take 4 55 lb. rails or 73.3 lb. per ft to give 
the same stiffness. 

Reinforced concrete slabs are now much used in place 
of the needle beams shown in Fig. 11. Fig. 12 shows a 
slab of the kind referred to. We have seen that in order 
to have a proper shearing area we should have for every 
ton of earth pressure a depth h equal to .35 p, or if 5 be 
the pressure of the soil in tons per sq. ft, 

* = .35^^ (0 

If we use square rods for the reinforcement, and place 
them as indicated in the figure, we should have the rod im- 
bedded for so diameters, or ^ = sod. Allowing 12,500 lb. 
per sq. in. on the steel, and remembering that the amomit 
of stress in the concrete must be the same as that on tbe 
steel, we have for a section x in. wide and h in. deep. 

24 
Substituting for h its value, .35 pS, we have M = 3099 p 
d*S in.-lb. From the soil pressure of S tons per sq. ft 
we have 

144 ^ 



Equating these two values of M and using for P its 
value sod we have 

X = 8.93 d, or, say, 9 d. 

It is thus seen that for any upward pressure the same 
rods would be used in a given projection p. These rods 
would have a diameter 1-50 of this projection and be spaced 
9 times their diameter apart. For different earth pressures 
the height h would vary as per equation (i). 

The foregoing does not take account of the stress on 
the concrete, but it will be found by trial that the depth 
of slab required for any earth pressure above about H ton 
per sq. ft. would give concrete enough to keep the stress 
on the same within safe limits. 

In a square slab supporting a column similar reinforce- 
ment can be used. The slab should be surmounted by a 
plinth or block of concrete upon which the column rests. 
The depth of the slab should be governed by the upward 
pressure of the soil on all of the area of slab outside of 
this plinth, allowing a unit in shear (on the section that 
would be sheared if this plinth should sink into the soil) 
of 40 lb. per sq. in. Rods should all pass under this plinth ; 
that is, there should be 4 sets, 2 parallel to the sides of the 
slab and 2 diagonally. Rods parallel to the sides of the 
slab lying toward the edges and not under the plinth 
would be of little or no use. They will only serve to in- 
tensify the stress on the rods at right angles to themselves 
that do lie under the upper block or plinth. The use of 
rods at right angles to each other spaced uniformly both 
ways is a common but irrational method of reinforcement. 



Shear of Concrete and Its Bearings on 
the Design of Beams. 

The unit shearing strength of concrete is between i and 
2 times its unit tensile strength for pt^ct\cA ^\\\^<5%"t's» \^ 
the design of beams. 

In making this assertion the writer aw^ecA^^e.^ ^^ ^^^ 
bat it is a broad statement. He reaUzes tVv^.V ^^. ^^ ^'^ "^ 
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sertion that will be contradicted. It is not for the mere 
purpose of raising a controversy that this seeming dogma 
is put at the head of this article. If the statement is right, 
it should be given a very prominent place in every work on 
the subject of reinforced or plain concrete design. If it is 
wrong, it is the duty of anyone who can show it to be 
wrong to give a sound reason therefor. 

Recently some tests on the shearing strength of concrete 
were made at the Engineering Experiment Station of the 
University of Illinois, under the direction of Professor 
Arthur N. Talbot. These tests have been given a wide 
publicity. Rightly interpreted they are very valuaUe. 
Wrongly interpreted they may lead to another crop ol dis- 
astrous failures in reinforced concrete construction. The 
tests referred to appear to show that concrete has a shear- 
ing strength nearly equal to, and in some cases in excess d, 
the compressive strength per sq. in. In other words, they 
lead to the conclusion that the strength of concrete in 
simple shear is 8 or lo times its strength in tension. 

In making these tests special efforts were made to dim- 
inate every other stress except simple shear. In the writ- 
er's opinion the very means employed introduced elements 
that to a large extent diminish the value of the tests as 
helps in design Reference will be made to these features 
of the tests later. Professor Talbot states that the tests 
are open to objection. It is the objectionable features 
that the writer wishes to emphasize. 

It is not questioned that the results of the tests give 
close to the true value of shear in concrete in the strait- 
ened conditions in which the concrete of the tests was 
placed. An attempt will be made, however, to show that the 
"laboratory" feature of the tests was so intensified by 
eliminating the beam action, that the results are apt to be 
very misleading if applied to design. The unit stress al- 
lowed in shear on concrete by various building codes is in 
the neighborhood of iV> ot «p \\i. ^^t ^. m. Now if the 
material has a shearing sttetvgXVv oi \,w» Vi 2.f»Ki ^. -^ 
sq. in., it is a waste oi malerVaY axv^ ^xv t^^wimv^ \Jccsa$« 



to allow only 50 lb. in design. It would not be surprising 
if a class of designers should rise up and call for a raising 
of this low unit to a fair factor of safety based on the 
high units determined by these tests, especially in view of 
the high authority from which they emanate. It would 
further, not be surprising if the work turned out by these 
same designers should lead to added work for coroners. 

One feature of this discussion concerns the difference in 
the shearing strength of concrete: (i) when in tension 
at right angles with the plane of shear; (2) when under 
no stress whatever at right angles with the plane of 
shear, but free to move in that direction; (3) when un- 
der no stress at right angles with the plane of shear, but 
confined so that any motion would induce such stress ; (4) 
when under compression at right angles with the plane of 
shear. 

It is plain that under condition (i) failure would occur 
the most readily, and under condition (4) it would be least 
liable to occur. In fact there would be a large apparent 
shearing strength between 2 concrete surfaces completely 
severed, if these surfaces were forced together by a com- 
pressive stress, due to the mere friction of the surfaces. 
This element would be completely lacking in (i), and a 
small tensile stress, coupled with a shearing action, would 
cause failure. 

Now the conditions in the tests referred to ag^ree closely 
with (3) and approach (4), while the conditions in actual 
beams in a building agree nominally with (2) but approach 
(l). This latter is due to the tendency of a slab to shrink 
between beams and of a beam to shrink between columns, 
^ving an initial tension throughout the beam or slab. One 
set of tests was made by punching out a cylindrical piece 
from a concrete plate or slab. Now if this cylindrical 
piece had been a separate piece cast in a hole in the plate, 
with no bond whatever, but merely fitting stvM^Vj vcv 'Ccw^ 
hole, it would take much force to push \l om\, 'W^ ^^^^\- 
eat but false shearing strength would be veiv cotv%\^^^^^^- 
nia would come under the head of condiWoti. ^^^ , ^o-^e^ 
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but the actual shearing strength would be zero. Molded 
in one piece a concrete plate would then have an apparent 
shearing strength which would be the sum of what actual 
shearing strength the concrete possesses and this false 
shearing strength that might be said to be due to the 
crowding of the material This would be true in- 
dependent of shrinking in the concrete. As an illns- 
tration of the effect of the crowding of the material it 
requires more force to punch a hole in a steel plate when 
the clearance between the die and punch is small than 
when it is larger, this in spite of the fact that steel is 
stronger in tension than in shear. 

Shrinking of the concrete block from which the piece 
is punched adds a new element of apparent shearing 
strength in that it grips the "punching'' and adds, to the 2 
other elements that go to make up the force necessary 
to push it out, that of friction on its sides. That more 
load was required to force out a punching in a block that 
was reinforced with straight rods arranged in a square 
around the tested portion, and still more when hoops were 
used, is strong evidence of the effect of crowding of the 
material or of the compression that will be induced normal 
to the shearing surface by the mere action of the material 
under the shearing test. It takes a strong pull, sometimes, 
to draw the cork out of a bottle. There is no element of 
shear in it, but if this friction were combined with a small 
shearing strength, the sum would be an apparent shearing 
strength of no small value. 

In another set of tests constrained beams were used 
These beams were so short that but little in the way ol 
beam stresses could be expected, especially because the 
edge of the load and the edge of the support were almost 
vertically over each other. But the induced stresses ol 
(3) would be very clearly a possibility in these tests. The 
crowding of the material would add a false element to the 
apparent shearing sUengtVi vfVvkVv viould be of unknovi 
^alue. 

The features of these Usts \Vi?X twi^et >(iBfc %.\n^b»&i»^ 



of their results to design tiot only questionable but dan* 
gerous are these: (a) The test speciments do not resem- 
ble anything in which concrete is used practically, (b) 
The loads applied on the specimens, instead of being flexi- 
ble and taking the shape of the deflecting part, were in 
themselves rigid for the entire extent of their bearing on 
the concrete, (c) There is scarcely any case in practice 
where shear, pure and simple, is exerted on any part of a 
structure in concrete. This last is emphasized in the futile 
attempts to manufacture a condition where simple shear 
occurs. In view of the fact that simple shearing action is 
not a structural possibility, it is not clear why strenuous 
attempts should be made to approach it in test specimens. 
Concrete is unlike steel in that it is 5 or 10 times as 
strong in compression as it is in tension, whereas structural 
«teel is about equally strong in either. Steel is little af- 
fected in its shearing strength by the simultaneous occur- 
rence of tension or compression. The principles of design 
employed in steel beams and girders must therefore be 
modified before they can be applied to the design of rein- 
forced concrete beams. 

Concrete is further quite different from wood, in that 
the latter, while it possesses great tensile strength in the 
direction of the grain, and large compressive strength in 
the opposite direction, has very little tensile strength at 
right angles to the grain. The shearing strength of wood 
in a direction parallel to the grain is small, because of the 
little tensile strength normal to the grain. If wood were 
tightly held together with tension bands, its apparent 
shearing strength parallel to the grain would be largely 
increased. 

About the only common structural material that con- 
crete resembles is cast iron. The tensile strength of the 
latter in all directions is only a fraction of its compressive 
strength. The practical value of cast iron in shear is 
comparatively small because of its 'we^ktves's* m Vetssstfapcw.. 
9nd yet, no <kmbt, in a restrained beaittv oi ^ox\. «^«5^ j 
bfoek of cast iron would resist a Vi\g\v ^Yvwcmv. ^Vt'« 
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The term "practical shearing strength" is here used not only 
to distinguish from the theoretical but also from ideal. 

It is next to impossible to eliminate tensile stresses in 
concrete beams and slabs, and shear failures will be ac- 
companied in general by tension failures. They will be 
50 closely associated together that it will scarcely be pos- 
sible to separate them. In fact shear and tension must 
be considered as generally acting together in beams. A 
practical working unit stress for shear in beams should 
take into account the ever present tension. Building ordi- 
nances rightly prescribe low units for shear. Reinforcement 
of beams against shearing stresses, as very often practiced, 
is not rational. 

In Fig. I we have a simple beam uniformly loaded. The 
load in this case is of course flexible and will take the 
shape of the deflected beam The shear increases from 
the center of beam to the support. Herein is this beam 
essentially diflferent from a test beam in which the load 
is a rigid block the length of the beam and in which the 
shear is all confined in a narrow space between the edge 
of the block and the edge of the support. The beam in 
Fig. I represents actual conditions. 

The load between B and F can be assumed as carried 
on the surfaces AB and FG, CD represents 5^ of this load 
This may be resolved into CE and ED. ED is the shear 
along the surface AB, CE is tension on the same surface. 
The critical point in the strength of this beam is the ten- 
sion on the surface AB, If this tension becomes too great 
on this section the beam will fail. It is, of course, a ten- 
sion failure, but in practice it is interpreted as a failure 
in shear. In considering the design of a beam it is held to 
be weak in shear in a section near the ends, because of 
the known tendency of beams to fail in a line approxi- 
mating AB, 

In order to find the value of the angle X to give the 
tension on A B 2l maximum, a.ss\xm^ ^ ^^^^iOr. ^Wi^m i-io 
o£ the clear opening, as sVioviti *m ^\^- v .^sisqsxi^ ^^v\ 
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FIG. 1. SIMPLE BEAM UNIFORMLY 
LOADED. 
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FIG. 2. COMPOSITE SKETCH SHOWING 
CRACKS IN BEAMS. 
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FIG. 3. SHOWING SEVERAL METHODS 
OF REINFORCING BEAM FOR SHEAR, 
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width of beam of i ft. From the trigonometric relations 
we find 

C £ = C D cos X. 

Bute D = wL (54 — i-io cot X). 

Hence C E= (54— i-io cot X) wL cos X. 

If we divide this value of C £ by the length A B (equal 
area of section in tension), we have 

Unit tension on ^4 B = (5 sin jr cos x — cos* x) w. 

Taking the differential coefficient of this expression for 
the unit tension and equating the zero we obtain, after r^ 
ducing 

5 cos 2 X =: — sin 2 jr. 

From which we have 

jr = 50 deg. 40 min. 

This is the angle which gives a maximum tension on 
the section A B, From this we have a unit tension of 
2.05 w. 

The end shear worked out in the ordinary way, is 5 w. 
Thus in this case the unit strength of the beam in simple 
shear is for practical purposes 2^4 times its tensile strength. 
It would, in fact, be less than this, because the shear D E 
in Fig. I is acting at the same time, and shear acting in 
conjunction with tension will lessen the tensile value. 

Using Merriman's formula for combined shear and ten- 
sion, in which the resultant unit tension equals }4 of 
the direct unit tension plus the square root of the sum 
of the square of the unit shear and H of the square 
of the direct unit tension, we find for this case a result- 
ant unit tension of 3.73 w. Comparing this with the 
unit shear found in the ordinary way (the reaction of 
beam -r- area of vertical section, or 5 w), we find that the 
unit strength is for practical purposes x 1-3 times the ten- 
sile strength. 

If, instead of making the depth i-io of the span, it he 

made 1-20 of the span, we find after a process similar to the 

above, 10 cos 2 ;r = — sin 2 jr, or jr = 47 deg. 51 min. 

The unit tension is found to bt /^.^^ w. The unit shear, 

found in the ordinary way, *\s 10 w. 'tt.t.T^Rfe \>^^ xxkx ^'ssai- 



ing strength is, for practical purposes, about 2% times the 
unit tensile strength, or about i% times, when reduced for 
combined shear and tension. Most beams will be found 
to be between i-io and 1-20 of the span in depth. It would 
be found that in beams less than 1-20 of the span in depth 
this apparent shearing strength approaches closer to the 
tensile strength, but it is in deep beams where the shear- 
ing strength plays the most important part. As pointed 
out in an article in this journal, published Jan. 15, 1907, 
the critical depth of beam from the standpoint of shear is 
I -10 of the span and over. The capacity of a shallow beam 
in bending is not sufficient for it to carry load enough to 
tax its capacity in shear. 

Other forces are of course at work in the beam, and 
these may tend to alter the line of failure, so that it would 
not coincide with A B m the figure. Tension in the lower 
part of the beam begins to make itself felt a little away 
from the support. In beams where the bottom reinforcing 
rods stop at the support, and therefore lack anchorage, the 
combination of this flange tension and the diagonal tension 
may reach a maximum a short distance from the support. 
If a beam is continuous or restrained at the support, there 
will be compression at the bottom of beam near the sup- 
port, and this too will tend to make the line of failure or 
weakness some distance away from the support. 

Fig. 2 is a composite sketch showing the cracks in a set 
of 10 beams tested by the writer. The diagonal cracks are 
very plainly characteristic and show clearly the weakness 
of reinforced concrete beams in this respect. These beams 
were reinforced with straight horizontal rods near the 
bottom and with rods across the support to take the con- 
tinuous action. They were also reinforced with so-called 
shear bars, that is, small vertical bars or rods strung along 
the reinforcing rods 

In "Proceedings of the American Society for Testing 
Materials," Vol. IV, p. 498, Prof. F. E. Turneaure de- 
scribes some test beams which were 6x6 \tv. ^xA 60 \cv. >sw 
span, reinforced with stirrups, spaced 3 vci. ^^^"^^ ^^ 

364 



page 507 Prof. Turncaure says: "In but a few cases was 
the failure free from the influence of shearing stresses, bat 
the rupture usually occurring outside of the load and on 
a diagonal line." The stirrups referred to are supposed 
to reinforce the beam for shear. As will be noted, these 
test beams were of a depth i-io of the span. They were 
therefore of a depth where shearing stresses begin to pby 
an important part. 

Another characteristic in the behavior of the beams rep- 
resented in Fig. 2 is the horizontal crack just above the 
reinforcing rod These beams were too narrow and were 
consequently lacking in shearing strength, in a plane just 
above the rods, to take the horizontal shear or the grip- 
ping force of the rods. This corresponds to horizontai 
shear in the web of a girder, the stress that the flange rivets 
must convey from web to flange. The beams of which this 
sketch is a composite were designed as T-beams, induding 
in their calculation the floor slab. Thus the lower part of 
the beam did not have enough concrete to take care of the 
stresses in the steel. When it is considered that the load 
upon the beams was only that which the designer intended 
should be the safe carrying capacity, the T-beam is seen 
to be weak on account of a narrow stem that does not 
contain enough concrete to take the horizontal shear above 
the rods. Some of these beams, under the test load, showed 
only vertical cracks starting at the bottom of the beam and 
taking in the reinforcing rod. One beam had 16 of these 
cracks in its length, another evidence of the weakness of a 
T-beam. 

The shearing stress just above a horizontal rod in a 
reinforced concrete beam does not have the assistance of 
any initial compression to relieve the effect on the concrete. 
There is, further, not any crowding of the material to make 
failure less liable. Reinforcement with short diagonal or 
vertical rods either attached to the horizontal rods or 
looped over them, could only take this shear by localizing 

or concentrating the stress al iVi^s^ to^ ^xA mVt^>a£vc!^\ 

new element of weakness. 



It is a remarkable fact that if we apply Merriman's for- 
mula for combined shear and tension and make the tension 
zero, we find that the tensile unit stress due to shear alone 
is equal to the shearing unit stress. It would follow, then, 
that in the case of horizontal shear above reinforcing rods 
the shearing strength is equal to the tensile strength of con- 
crete. In the light of this fact a T-beam having horizontal 
rods, with its narrow stem and large percentage of steel, 
is a most absurd and inefficient, as well as unscientifici 
form of construction. 

Fig. 3 shows several ways of reinforceing a beam for 
shear. That shown at (a) is faulty on account of the sharp 
bend in the reinforcing rod (the one bent up toward the 
support). Failure could occur on the diagonal line by 
simply pulling a short length of rod out of the concrete. 
At (^) and (c) failure could occur by the pulling out of a 
short end of one of the "shear rods." Explanation of how 
these shear rods act to reinforce a beam in shear seems to 
be lacking in technical literature. A rod, to be effective 
in taking stress, must either be anchored at the end by 
a nut and washer, or some equally effective means, or must 
be buried in concrete for some distance beyond its point 
of usefulness. It is conceded that a mesh of overlapping 
rods will be some aid in resisting shearing stresses. As an 
economic proposition, however, this means of reinforce- 
ment is a failure. 

A steel rod in shear, that is, shear in the steel, stress at 
right angles to the axis of the rod, is an absurdity. Con- 
crete would not stand the side force of a rod against it 
that is stressed in shear to anything like a reasonable safe 
value in the steel. 

In Bulletin No. 12 of the Illinois Engineering Experiment 
Station the results of some tests on T-beams are given, 
which illustrate shear reinforcement with vertical rods. In 
the beams the tests of which are there described all of the 
portion of the beam in shear, namely, the wvd X-Vivt^ 'iX «m2cl 
end, is reinforced with }4 in. U bars 6 \tv. ^'^^^x.. 'Vorx^ >!^ 
tboutj2PoixL of Yz in. corrugated bats \ti iV^ s\:vtT>\^'s» ^^-^^^ 
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in a beam of lo ft. si>an. This steel would weigh 14 tb. If 
the 4 H-in. plain round rods found in one beam were carved 
up and run through a washer plate at ends of span, 2 nuts 
on each end of each rod and 2 washer plates 5-16 in. tfaid 
and 7 in. by 5 in. would not weigh as much as these stir- 
rups. Further, these parts would not be of special sted. 
Such a detail would give a positive and scientific proviskn 
against shear. In a line of continuous beams rods carred 
up add scarcely any length or cost. Commenting on these 
tests it is significant to note that the unit shears given by 
Professor Talbot as existing at first diagonal crack mn 
from 180 lb. to 302 lb. per sq. in. In the writer's opinioD 
these show where the concrete failed in shear, or tenstoo 
due to shearing action. After this failure of the concrete 
the stirrups were brought into play, as it would be generally 
necessary for some "give" to take place in the concrete l»- 
fore the U bars would have a working bearing on the hori- 
zontal reinforcing bars. This is equivalent to reinforcing 
a detail in steel work with a bent plate that will come into 
action after the main detail fails or slips. Of course a 
beam is stronger with a system of shear bars in close spac- 
ing than it would be without. The writer believes, however, 
that shear bars are neither an economic nor a scientific 
method of reinforcing a beam. 

None of the tests in Bulletin No. 12 failed by shear, and 
some of them stood double the load required to give the 
first diagonal crack due to shear. It is a precarious sort 
of construction, however, that entails a system of cradcs 
in the concrete before it can be brought into play. A load 
that would produce the first crack in the concrete woold 
not be a safe load on a beam. If a given load causes cracks 
in a beam it can scarcely be said to be in any better case 
under a great number of repetitions of that load, than is 
a member subjected repeatedly to stresses nearly equal to 
the elastic limit. We know that the latter would cvcntn- 
ally cause failure. 

It IS common to hear t\ve sT^^eccv cil VvsirwxQtiiejX \scJ(X<sb^ 
ffange rods and vertical or di^igotv^V ^V«a.x xo^"^ ^t^J^kr.^ 



as a truss system and to hear comparisons made with a 
steel Pratt truss or a wooden and steel Howe truss. Now, 
since, as stated, the shear rod must have anchorage of some 
sort outside of the point where it can take any stress, we 
can represent these so-called Howe or Pratt trusses as 
shown in Fig. 4 at (a) and (b) respectively. The heavy 
lines represent the compression members, or in other words, 
the concrete acting in compression. The light lines repre- 
sent the tension members, or the shear rods. These are 
good from the point where they are attached to the rod 
to the point beyond which they have an efficient anchorage. 
It does not take much imagination to see what would 
happen to a truss on the lines of either of these. And yet 
these are true representations of just what we find in rein- 
forced concrete design as used in practice and as sanctioned 
in some of the best works we have on the subject. These 
abbreviated tension members must of necessity be aided by 
tension in the concrete, the most unreliable factor in its 
strength. 

Fig. 3 at (rf), shows a beam reinforced for shear in a 
manner that is rational and meets all requirements. If this 
beam were cracked, the rod could not pull out because of 
the anchorage. If the beam be one in a continuous line, 
the rod could pass into the next span for anchorage, acting 
in that span at the same time as reinforcement for the top 
flange to take the stress due to continuity. This sort of 
reinforcement is needed in beams less than i-io of the span 
in depth. 

To return to a discussion of the tests made at the Uni- 
versity of Illinois. There are some features about the re- 
sults of these tests that it is instructive to note. Average 
values do not count for much where there is a wide range 
of results. For example, if there is a difference of 100 per 
cent between the lowest and the highest result, and if the 
mean is midway between these, a design made on the basis 
of the mean value with a factor of safety oi ^ h«iX\ \>aN^ 
a factor of safety of less than 3 on the baisKs oi >i>cv^ \cr«^'sX 
value. Often there is a difference oi sev^taV \v>xcAt^^ "^^'^ 
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cent in the result of tests on such uncertainties as bending 
and shear in wood, shear in concrete, etc Designs on the 
basis of mean values may thus have a factor of safety that 
is half fictitious, for the lowest value is as apt to be found 
in the finished structure as the highest or as the mean. 

Among the punching tests on plain plates there is one ^ 

that shows a shearing strength, at first crack, of 142 lb. on ^ 
1 :3 :6 concrete. One test on i :2 14 concrete shows 213 ft. 

per sq. in. at first crack. One recessed block of 1:3:6 con- ^ 
Crete shows 258 lb. per sq. in. at first crack, and one of 

1 :2 :4 concrete shows 332 lb. One reinforced recessed blod ^ 

of 1:3:6 concrete shows 496 lb. per sq. in. at first crack P^^ 

and one of i :2 14 concrete shows 668 lb. One restrained ^ 
beam of i :2 '.4 concrete shows 7^3 lb. per sq. in. at first 



th 



shearing strength found. It may be true that all of these *< 
low values were the result of tensile stresses due to beam 
action. If this is true in a test where every effort is node 
to eliminate beam action, how can anything else be ex- (^ 
pected in practice? ^ 

Turning now to the ratio between ultimate shear and 
ultimate compression we find it to be as low as .37 for plain 
punched plates, .39 for recessed blocks, .67 for reinforced 
recess blocks, and .44 for restrained beams. In some tests 
the apparent ultimate shearing strength was more than the 
ultimate compressive strength. This wide variation shows 
the uncertainty in shearing strength of concrete, to which 
reference has heretofore been made. 

A fair average value for tension in 1:2:4 concrete is 
about 200 lb. per sq. in. Using i 1-3 times this as a basis 
for shear 40 lb. and 50 lb. per sq. in. are seen to represent 
factors of safety about 6 and 5 respectively. These factors 
are not any too large, in view of the uncertainty exhibited 
in concrete in shear and tension, for use in the design of 
beams. 



The Design of Reinforced Concrete 
Columns. 

The strength of a plain concrete column is largely deter- 
mined by the shearing strength of the concrete. In Fig. i, 
at (a), is shown a column carrying a load P. If this be re- 
solved into C B and C A, the latter will be compression on 
the surface M N and the former will be shear on the same 
surface. The angle y to make the unit shear on M N a. 
maximum will be 45 deg. and the intensity of that unit 
shear is just half the unit compression on the column. Two 
planes of failure may meet as at (b), forming a wedge. 
The point of the wedge may be crushed, or the wedge may 
act to split the column. This bulging or splitting action 
is a common failure in wooden columns, on account of the 
weakness of wood in shear. It is also a typical form of 
failure in concrete columns. The wedges or cones may 
form at the ends and split or bulge the entire column. At 
(r) is shown the futility of reinforcement with longitudinal 
rods of small diameter. These will bend if the column 
bulges, and will be of little use. In cubes under test the 
cones will meet, either apex to apex or base to base, and 




Pia 1. SHOWING BULGING ACTION IN 
COLUMN. 

only comers will be flaked or spaviled o^ X^v ^^ ^«a^i 
ieBving the core in compression; hence iVve laJXac^ c\ "t^- 
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lying on tests on cubes to determine the compressive 
strength of plain concrete shafts or columns. 

In laboratory tests, plain concrete columns of 5 or lo 
diameters in length will sustain moderately hi£^ compres- 
sive stresses. This is because of the centric application of 
the load. The shearing strength of concrete in a plane 
which is at the same time subject to compression is very 
much greater than if there is tension instead of compres- 
sion, acting on that plane ; it is also greater than if there is 
no stress normal to the surface. The friction between the 
surfaces due to the compressive strength adds an apparent 
shearing strength to the actual shearing strength of the 
concrete. It is also true that columns reinforced with lon- 
gitudinal rods, in laboratory tests, sometimes show mod- 
erately high compressive strength. This may also be at- 
tributed to the fact that the load is applied exactly in the 
center of the column. 

Only a small shifting of the load on a plain concrete col- 
umn, or one reinforced with longitudinal rods, is necessary 
to bring into play the weakness of the concrete. When the 
center of gravity of the applied load on a square column ii 
more than 1-6 of the diameter from the center, or whea 
that on a circular column is more than H of the diameter 
from the center, there will be tension on the extreme fiber 
of the column. The shearing strength, which is the crit- 
ical factor in the strength of the column, is immediately 
weakened when the compression is removed and both shear 
and compression become of double intensity on the other 
side of the column. The bulging action illustrated in Fifr 
I will be augmented by eccentric loading. 

Eccentric loading of columns in buildings is the rule and 
not the exception. In tests it is the rule to apply loads 
centrally. It is of utmost importance that reinforced con- 
crete columns be made capable of resisting eccentric loading 
or flexure. 

Concrete columns with longitudinal rods embedded ia 
them are not efficient and at^ tvol i^Xloual design, for the 
following reasons: 



(i) The column is a composite of steel and concrete, 
and not a true reinforced concrete column, as the steel must 
be chiefly in compression. 

(2) There is no way to determine, even approximately, 
the respective amounts of the load that the steel and the 
concrete will bear. The use of the moduli of elasticity of 
the two materials is no aid, on account of the fact that the 
concrete tends to shrink and shorten, leaving the steel rods 
longer than the normal unstressed concrete. 

(3) If the rods are near the surface of the concrete, 
they can more easily break out under the bowing action of 
direct compression or the bulging action of diagonal shear. 

(4) If the rods are near the center of column, they will 
be of no aid to resist flexural stresses due to horizontal 
forces or to eccentric loading. 

(5) Longitudinal rods offer little or no resistance to 
longitudinal splitting or bulging of the column. 

(6) The rods cannot take diagonal shear without over- 
stressing the concrete. 

The assumption that they can take shear, in amounts of 
anywhere near the capacity of steel to carry shear, is sim- 
ply untenable and absurd, in spite of recognition in build- 
ing codes and regfulations. If, for example, we assume a 
shear of 12,000 lb. in a rod i in. sq., there must, of neces- 
sity, be a bending moment in the rod. Now the square rod, 
at 24,000 lb. extreme fiber stress, would take a bending 
moment of 4,000 in.-lb. The lever arm of the 12,000 lb. 
would then have to be only 1-3 of an in. The force of 
12,000 lb. applied on the side of a square rod in a length 
of 1-3 of an in., or on several times this length, is beyond 
the power of concrete to withstand. 

(7) A plane of cleavage, especially if it be a sloping 
one, such as a joint left where pouring of concrete ceases 
for a while, will leave a weak section and vitiate to a large 
extent the factor of safety. 

Comparison of a reinforced concrete column with a steel 
column as a basis of design is misleading, \>^c^>\%^ cA ^^ 
fact that steel is very strong in tension and iVv^x^iox^ ca^v^^^^ 
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of resisting bending stresses. Cast iron columns were for- 
merly proportioned on the basis of 11,300 lb. per sq. in. 
(reduced for length). Full size tests made some years ago 
(see Eng. Record, June 11, 1898) showed this miit to be 
too high and that a proper unit is about 7,600 lb., reduced 
for length of column. The compressive strength of cast 
iron in short blocks is about 100,000 lb. per sq. in., but 00 
account of the low tensile strength, and consequent lot 
shearing strength, the safe unit in columns has but a remote 
relation to the compressive strength in short test pieces 
An exactly similar condition exists in columns of plain con- 
crete or of concrete that is not reinforced, with a view of 
relieving it of all tensile strains and of excessive shearing 
strains. 

Practical experience has proven the inability of concrete 
columns in which small rods are embedded to carry heavy 
loads. The practical experience referred to is the failorei 
of buildings that have recently occurred. 

When a small section of a building falls, the failure may 
be attributed to a local cause, generally a fault or defect 
in the beams. When a general collapse of a large sectiai 
of a building occurs, it is probable that the failure is due to 
weakness in the columns. If one beaon fails, it ought not 
to bring down with it much of the rest of the structure. 
When a column fails, it lets down a large section of the 
floor; and if the other columns have the same weakness 
they will follow. The great weight falling on lower floors 
will overload these by the shock and add to the extent of 
the failure. 

In a failure that occurred some years ago, the reinforced 
concrete roof of a large building fell in on account of the 
concrete not having set before the forms were removed. 
The weather was very cold, and the concrete froze instead 
of setting. This great weight falling did not affect the 
floors below and did not affect the columns supporting 
them. The columns had steel spirals and longitudinal rods 
wired to them. The beams and gitdets, ^Vv'^^ xvox. vdsal ift { 
design, had rods across the suppoiU \o \Sfe >^cv^m v<^<e^^. 
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Recently two large buildings being constructed exhibited 
such serious weakness that large sections of them col- 
lapsed. The columns of these buildings were made of con- 
crete with some longitudinal rods through them. The safe 
strength of such columns cannot be said to be intimately 
related to the compressive strength of concrete in cubes; 
and yet the unit compression, in some cases, for dead load 
alone, was in the neighborhood of % of the ultimate com- 
pressive strength of concrete cubes. Compare the ulti- 
mate strength of cast iron with the unit used in a properly 
designed column. 

Square concrete columns in which longitudinal rods are 
placed near the corners, and these rods tied together by 
straight rods or bands, are a step in the right direction. 
These horizontal ties will resist the bursting or bulging 
tendency of the load; but as this tendency is in all direc- 
tions, it will act to make the square formed by these ties 
into a circle. The outward force at the side of the square 
is not adequately resisted. The metal is not economically 
disposed. It is somewhat analogous to a square vessel con- 
taining a liquid. A round or cylindrical vessel will require 
much less metal and will be more rigid. 

It follows, then, that rational design of reinforced con- 
crete columns demands not only longitudinal reinforce- 
ment to take flexural stresses, but circular reinforcement 
to take the bursting or bulging forces due to diagonal 
shear. Columns so designed have proven under test to be 
the strongest of all known forms of reinforced concrete 
columns. 

A steel cylinder filled with concrete would meet the re- 
quirements most completely. Concrete will stand very 
great pressure thus confined, even to the extent of being 
forced out of shape and still retaining its adhesion. Col- 
umns so designed, however, do not seem to be suitable for 
ordinary construction. 

Flat bands in hoops or in a coil, having a diam&t<^ic 

somewhat less than the column, so that tVv^v -w*^ V^^ ^>»- 

rounded by concrete, in conjunction wilVi Yoxv^VCvx^vm^ ^o\^ 
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would seem to be a near approach to the cylinder filled wttfa 
concrete. Concrete, however, will not grip flat bands as 
it will round and square rods and will not adhere as wdl 
to them. There will be the tendency of the concrete to 
break off outside of the bands, especially if the space Ix- 
tween bands is small. Columns thus reinforced will Hia 
very heavy loads. 

A practical objection to bands for reinforcing hoops or 
spirals is that it is more diiRcult to puddle the concrete 
around theon and make it fill the voids outside of the bands. 
Another objection is the greater liability of concrete to 
break off the flat bar under the heat of a fire and thus ex- 
pose the steel to the heat. Bands would have to be welded 
and a weld in steel is more or less of an uncertainty. 

A good and efficient column is made by reinforcmg i 
round or an octagonal column with a coil made of a square 
rod and with 8 longitudinal square rods wired to the sane^ 
just inside of the coil. The purpose of the longitudinal 
rods is to take flexural stresses, that is, to relieve the con- 
crete of longitudinal tensile stresses due to any side force 
or any tendency to bow at the middle of the height of the 
column. The steel thus used is rationally employed, as it 
takes tension that would otherwise come on the concrete. 
These steel rods should not be counted upon to take any of 
the direct load of the column, because of the fact that tests 
show that such rods alone in a concrete column offer little 
or no assistance to the concrete. 

When a concrete column is under compression, its length 
is diminished and its diameter is increased somewhat The 
steel coils come into play by this tendency of the cohuDfl 
to increase in diameter and are therefore in tension. 

In a series of tests made by M. Considere, hooped con- 
crete prisms showed very high compressive strengths 
They further showed a regularity in the matter of breaking: 
Plain concrete prisms broke suddenly, whereas hooped 
prisms would hold together after partial failure had oc- 
cured and would sustain greal \o3i^s Vcv >Jm& ^scstv^^vimu The 
immense advantage of tlv^s toM^Vitvt^s m ^ cx:\mtkql\^^v6^ 



nanifest, and it is the strongest argument for hooped col- 
inins. It is plain that partial failure in a cqlumn with only 
►mall longitudinal rods in it would be a matter of very 
lerious moment. The possibility of shrinkage cracks in 
roncrete must always be kept in mind. Longitudinal rods 
n a column offer no safeguard whatever against such 
Tacks, whereas in columns reinforced with a spiral or 
loops in addition to longitudinal rods, cracks are of no 
lerious consequence. 

Tests made at the Watertown Arsenal in 1906 on col- 
imns 10 to 12 in. in diameter and 8 ft. in height, corrobo- 
■ate the results of the tests made by Considere. They show, 
n general, that as hoops approach each other the ultimate 
trength of the column is very greatly increased. 

A basis for determining the size of the rods in the coil 
s found in analogy of the column to a tube containing a 
iquid under pressure. The stress in the rod corresponds 
O the annular tension in the walls of the tube. Under the 
iltimate pressure the concrete would be in a disintegrated 
tate and would resemble sand. In this condition it would 
ixert a lateral pressure, but not a pressure equal to that 
txerted by a liquid under the same force. M. Considere 
bund that the lateral pressure was 10-48 of that of the 
ongitudinal pressure in disintegrated concrete and in sand. 

If, at failure, there is a lateral unit pressure correspond- 
ng to 10-48 of the compression in the direction of the axis 
ii the column, we can assume that the same relation holds 
rue under safe loads. Whether or not it does hold true is 
>f little consequence, so long as it is certain that this as- 
umed stress in the steel is not exceeded, it is a sound basis 
or finding the size of coil for the following reason: 

Suppose we have a column which, under tests, has dis- 
ntegrated so as to be practically like sand in the matter of 
xerting lateral pressure. The lateral unit pressure will 
»e 10-48 of the unit compression, and this, on rods strained 
o their ultimate usefulness (the elastic \\m\\., ^-s* wswaJ^jj 
onceded in reinforced concrete work') , viow\^ ^\n^ ^ ^^'^-' 
iion where the concrete and steel are cotvivsXexvVX^ v^^^Qx- 
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tioned. Now, if a factor of safety be applied, both to the 
stress in rods and the compression in concrete, the consis- 
tency of the design is maintained, though the actual stress 
in the steel is not thereby definitely determined. Suppose 
that it were known that the rods in some construction were 
not stressed much until 9-10 of the ultimate load were upon 
it, and that they then suddenly received their load. We 
would not have a consistent design unless the ultimate 
strength of the rods corresponds with the ultimate strength 
of the structure, in spite of the fact that the actual stress 
in the rods under a safe load on the structure may be small 
and indeterminate. It is conceivable that in a reinforced 
concrete beam the concrete, in some cases, takes nearly all 
of the tension up to its ultimate strength, and that in the 
case of stress above its ultimate strength the stress at the 
crack is imparted to the steel in its entirety. This may be 
the explanation of the fact that beams sometimes show no 
cracks on the tension side under stresses which, if con- 
centrated in the reinforcing steel, represent elongations 
that would overtax the integrity of the concrete. Granting 
for the sake of argument that this is the case and that 
under safe loads, with perfect concrete, the steel is under 
very little stress, and that the concrete in tension is doing 
practically all of the work; it can by no means be con- 
strued as warrant for proportioning the steel for this ideal 
condition. Laboratory tests, both on beams and columns, 
lead to conclusions such as this, because of the ideal con- 
ditions that prevail in the manufacture and testing of speci- 
mens. 

Practical design must take into account actual conditions 
in practical construction and practical defects that are liable 
to be incorporated in a structure. 

In a hooped column or one reinforced with a spiral, a 
condition may exist that is analogous to that just postu- 
lated of a beam. It is therefore in reason to proportion 
the steel in a column as t\ioMg,Vv It took all of the tensile I 
stress tending to bulge or buT?X tV^ c.c\>asKcv, vol'^ -as* ^«t \ 
proportion the steel in a teiniotce^ totvct^Xs. X^^cro. Vi >:&». 



all of the tensile stresses that might come on the concrete. 

An assumption, such as that made in a recent work on 
reinforced concrete, namely, that a column has a compres- 
sive strength due to the strength of the concrete alone in 
:ompression, and another compressive strength due to the 
hoops or spirals, is untenable. Both of these supposed 
joint strengths would break down at once. They are sim- 
E>ly different phases of the same thing. The plain concrete 
done would be weak as a column, and the hoops or spiral 
ilone would be absolutely useless as a column. The hoops 
supply what the concrete needs to hold it together. The 
roncrete between the hoops is simply plain concrete. No 
quality is imparted, by the reinforcement, to the concrete 
between the coils that it does not possess in short blocks 
OT discs. Hence a proper unit load would be a safe value 
for compression on short prisms of plain concrete. If the 
roncrete be the standard i :2 14 concrete generally used in 
reinforced concrete work, a proper unit in compression 
i¥Ould be between 500 and 600 lb. per sq. in. 

It is true that in columns where the hoops are spaced 
:lose together the compressive strength of columns under 
test runs up to 5,000 and 6,000 lb. per sq. in., just as thin 
discs of concrete would show correspondingly high unit 
strength. Close spacing of hoops, however, entails prac- 
tical difficulties in puddling the concrete around the bars, 
ind the almost continuous cylinder of metal forms a cleav- 
ige surface from which the concrete is apt to break away. 
This last might result from ordinary changes of tempor- 
iture, and would be a strong probability in the case of a 
ire. 

In the work on reinforced concrete above referred to, 
the author, while finding a compressive strength in a set of 
[cose hoops, or a flimsy coil, apart from that of the con- 
:rete which they are intended to reinforce, and in addition 
to the strength of that concrete, shows his lack of confi- 
ience in his formula by throttling his unit \^Vae. -^v^ "ww 
mipirical constant that almost cuts it m VvaXi. 

Jf wc assume a safe load of 550 \b. p^t scv vcu ^t\^ 
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lateral pressure of 10-48 of this in intensity, we have 1 
basis for the determination of the tension on a coiL Let 
the pitch of the coil be ^ of the diameter of the colmno 
and let 

D = diameter of column in inches; 

d = diameter of square steel rod in the coil, in inches. 

Equating the equivalent fluid pressure on the rod to ib 
tension at 12,500 lb. per sq. in., we have 

fi50xi5.X^X^=12,500rf« 



Solving we find 



42 



If we make the diameter of the coil % of that of the 
column, and the diameter of the square rod of which the 
coil is made 1-40 of the diameter of the column, we shall 
have close to 12,500 lb. per sq. in. on the steel. 

For the 8 rods which run the length of the column we 
may assume the same lateral pressure and proportion the 
rods to take that pressure. Assuming that they would act 
to resist the outward pressure of the disintegrated concrete, 
at the ultimate strength of the column, we can make the 
rods of a diameter that they would take the stresses in 
bending, at a safe unit, due to a lateral pressure io-4Sof 
550 or 115 lb. per sq. in. The outward force per inch in 
the length of rod is 115 X ;r X ^ -i- 8. The clear span is 
% oi D less 1-40 D = i-io of D, As the rods are fixed 
ended, the bending moment is 1-12 of w /*, or 

Equating this to 

I2500d'' -r- 6 

the resisting moment of a square rod of a diameter d^ we 
obtain 

d'=5. 
As this is close to 1-4O oi tVv«: ^\^.m^\ftT ^\ VJttfe ^Votoai,^ 



may use the same size of square rods as that used in the 
coil. 

It is recommended, therefore, that reinforced concrete 
columns be made round or octagonal and that the entire 
area of the circle or octagon be considered as taking the 
load; also that the reinforcement be made of a coil of 
^uare steel rods of a diameter one-fortieth that of the 
:olumn; also that just inside of this coil eight rods of the 
jame diameter be wired to the coil. At the end of a coil 
:he rod should lap a half a circle, as this would be about 55 
liameters. 

The unit of 550 lb. sq. in. would be used for lengths up 
:o 10 diameters. Between 10 and 25 diameters the allowed 
init pressure would be found by the following formula: 

/=670— 12-^ 

vhere p = allowed pressure per sq. in., 

/ = length in inches. 

D = diameter in inches. 

Columns more slender than 1-25 of their length should 
>e avoided. The same reinforcement should be used in 
ill columns of a given diameter, so that flexural and ec- 
:entric stresses will be taken care of in long columns. 

The practice of using such units as 1,000 lb. per sq. in. 
>n concrete in columns is fraught with great danger. Lab- 
oratory tests on carefully prepared specimens under pcr- 
ectly central loading are not proper criteria for the de- 
ign of columns that have to take eccentric loads and in 
ddition have to resist the wind loads tending to sway a 
uilding. A quality in columns that is very essential, es- 
€cially in high buildings, is toughness. High buildings 
>f 12 to IS or more stories require very large columns in 
fie lower stories, at units that are proper for concrete; 
ence some other kind of column may better be employed 
or the stories where very heavy loads ^ixe c3JtT\^^. K. 
jitable column would be of steel latticed otv Vno ^\^^"^ 
d Hllcd and surrounded with concrete. SucVv ^ ^c\>3:tosv 
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Another kind of steel column coul 
gles set back to back, but separates 
concrete beams and girders can pa 
gles could be connected by batten ] 
a column, while it is objectionable 
on accotmt of having no web to t 
part of the column to another, wo 
if it were completely surrounded w 

Steel columns such as those refei 
into reinforced concrete columns 1 
the latter to pass down over the 
tance. 

For a unit load on a steel colum 
with concrete a value much highei 
column of the same section coul 
Units between 14,000 and 16,000 lb 
be excessive, if the diameter of tli 
less than a tenth or a twelfth o 
division of the load between the 
is not to be recommended becau 
of determining how much each wil 



Design of Dams and Use of Concrete 
Therein. 

Structures for the impounding of water are among the 
coldest of engineering works. The forces acting upon dams 
^re in many ways among the simplest and most easily de- 
"^ermined. It is a sad commentary on modern engineering 
"^o say that some of the worst calamities in which man was 
^ causal agency have been the result of the overthrow 
CDf structures whose stability is a matter of the most 
^emcntary calculation and the forces against which are 
completely determinate. 

The writer makes this preface to the present article in 
order to emphasize a factor that he believes to be the 
^rause of many failures of dams, and because in all tech- 
siical literature there is scarcely a mention made of this 
factor. The factor referred to is none other than the 
floating or buo3rant power of the impounded water. An 
ofHiand answer to this would be that water will not tend 
"^o float anything not submerged. It is practically im- 
X>ossible to seal the up-stream side of a dam against the 
Admission of water under the dam, and the thinnest sheet 
of water, entering the finest crevice, exerts the same up- 
lifting tendency on the under side of a dam that would 
l>e exerted in a large crack. Even if this upward pressure 
^n the under side of the dam be diminished uniformly to 
arero at the down-stream edge of the dam, where the water 
emerges, the effect of the pressure on the stability of the 
dam is the same as though the pressure of the full head 
■^^ere maintained for the entire width of the dam. It is 
tTue that this pressure can be diminished by under-drainage, 
l>tit this would be apt to waste much water, and it is seldom 
i*csorted to. 

Much has been said of the suction exerted on the down 
stream face of a dam when water is spilling over it, in 
attempted explanation of failures. It is a dangerous theory 
*liat magnifies non-essentials and ovetXooV^ ^•s.^wvKSs^^. 
Inhere is a small negative pressure under Wve \^V\xv^ ^^^ 
o/ water, probably amounting to as muclv as ^ stxoxv^^^^^ 



in some cases, or even, in large dams, to a foot or two of 
water on a portion of the face. But it has never been 
shown that this negative pressure actually equals the drop 
of the water head from the level of the main body to a 
point vertically over the crest of dam. Now it is this 
head of the main body of the water that should be used 
in proportioning the dam; and, as the hydrostatic pressure 
on the back of the dam is measured by the head at the 
crest, there is this margin of the difference between these 
two heads that will be ample to cover both the negative 
pressure on the face and the effect of the small flow in 
the main body. The effect of the flow is to add pressure 
on the back of the dam above that which would be pro- 
duced by the static head just over the crest, but, as only 
the upper strata of the water are in motion, the water has 
a velocity head or dynamic head only to a very limited 
degree. 

Impact of water on a dam is another element whose im- 
portance is probably overestimated. For a large body of 
water to impinge on the back of a dam it would have to 
advance with a front nearly vertical into an empty reser- 
voir. This would not even be approached except by the 
failure of a dam at a higher elevation. Floods have the 
natural effect of increasing the head and the static pressure 
on the back of the dam, and if the maximum level of water 
is known and the dam designed therefor, there should be 
no more fear of a dam failing than of a railroad bridge 
failing when it receives its full calculated maximum load. 
The foregoing is not written to show that the design of 
dams is the simplest of operations. There are many dif- 
ficult problems in connection with their design, especially 
in such construction as earth dams and rubble dams. The 
greatest problem, however, is generally to come within the 
appropriation, and too often this is done by ignoring the 
most potent factor opposing the stability of the dam. 

In the design of dams the factor of safety, with whidi U 

we are familiar in other blanches of designing, has scarcely L 

any meaning, at least as tesax^^ sXaJcJOCxVj ^'gjixTcsx. wer- h 

burning. With those sUuclutes vjVi^t^ \Jsv^ i^sXapt ^\ «&!&\[\ 



^ 



)lays an important part there can not be said to be a point 
^here a structure ceases to be safe and becomes unsafe 
)r vice versa. In stability against overturning, however, 
here is a distinct line on one side of which a structure is 
>table and on the other side of which it is unstable. There 
s a popular notion, owing its existence to public school 
'philosophy," that an object cannot be overturned until 
he center of gravity falls without the base. This is quite 
rue of miniature objects, but a great wall of stone stood 
ipon its comer would be disintegrated by the heavy pres- 
;ure on that corner. With all possible external pressures 
:onsidered and thf resultant of these pressures and the 
veight of the dam falling within or at the edge of the 
niddle third of the base, the dam will be stable. If the 
esultant pressure falls without the middle third of the 
lase, the dam will not be stable, as it will have a tensile 
»r uplifting force sufficient to overcome its own weight at 
he upstream edge whenever the extreme condition is 
cached. This rocking of the structure 'is a distinct con- 
lition of instability. Opening of the joints on the up 
tream side of the dam is a menace to its stability, because 
t allows water at high pressure to get beneath the masonry. 
This water acts as a wedge to penetrate further. If the 
lam is not calculated to resist this lifting or buoyant pres- 
ure, its stability is seen to depend upon the sealing of the 
pper face against the admission of the water. Leaking 
►f reservoirs is too common an occurrence to need any 
mphasis. That dams should be built, as they sometimes 
re, whose stability depends upon their watertightness, 
eems incredible, unless it is the result of ignorance. This 
itter assumption is probably not far from the truth in 
lew of the paucity of information in technical works on 
tie subject heretofore alluded to. 

Barring dams that are built in the form of arches, that 
i, with a horizontal curve in plan, dams are usually built 
f a few general shapes. As the weight of water is uni- 
omdy about 62.5 lb. per cubic foot and tVvaX. oi xaaL^wvt^ 
I generally about 150 lb, per cubic ioot, ix. \^ ^ ^\m^^ 
atter to determine a ratio of base to a Vvci^VvX. >iicv^^- ^"^ 
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resist all possible water pressure, tt is also a simple 
matter to try any dam of known dimensions and see 
whether this ratio obtains. 

In order to judge of the stability of a dam of ordinary 
cross section the ratio of depth to height will be de- 
termined for a dam of rectangular cross section capable 
of resisting only the horizontal pressure against the wetted 
face, neglecting in this calculation the pressure on the un- 
der side of the rectangle. 

The unit pressure of water in every direction is the same 
at a given depth, and in amount is equal to the weight of 
a column or prism of water whose cross section is unity 
and whose length is the depth below the free surface of the 
water. Another principle of the pressure of fluids is that 
it is normal to the surface against which it is exerted 
The determination of the stability of a dam amounts, there- 
fore, to finding its ability to resist easily determined forces. 
Assuming w to be the weight per cubic foot of water, the 
horizontal pressure per square foot on a vertical wall at 
a depth h below the surface of water is wh. The pressure 
increase directly as the depth, so that the triangle of Fig. 
I represents the forces acting upon the wall or dam. The 
center of gravity of this pressure is one-third of the height 
from the base, and the amount, for one foot of length of 
the dam, is the area of the shaded triangle, or wfc*-T-2. 
The overturning moment about the base of dam is 



2 3 6 

This moment must be resisted by the weight of the dam, 
and in order that there be no tension on the masonry the 
resultant of the horizontal force and the weight of the 
dam must fall within the middle third of the base. The 
lever arm of the weight of the wall must therefore not 
exceed one-sixth of the base. The moment of stability 
for one foot of length of the dam is then Wb'h -^ 6, where 
ff^ is the weight per cubic loot oi the masonry. Equating 

the overturning moment and \Vve momwvx o\. ^\.^^^, ^nd 

solving we have 




FIG. 1. 



FIG. 2. 





FIG. 8. 



FIG. 4. 
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Using 150 and 62.5 as the wdghts per cnbic foot of 
masonry and water l e sp c cii tdy we find that the base should 
b^ /jS times the height. 

A dam jnst capaUe at any horizantal section of resistiiig 
the static pressure of water whose saiiace is at the level 
of the top of the dam wonld he tnangolar in section. In 
Fig. 2 we have for the equation b e t wee n the overtnniiiig 
moment and the moment of stability the following: 

6 6 

From wluch we have 

X* w 
Hence the width of the dam at the base should be about I 
.65 times the height. This is seen to be the same as for ; 
the rectangular wall, though the amount of masonry is 
only one-half as great The reason that the moment of | 
stability of the triangular wall is as great as that of the i 
rectangular wall is because the center of gravity of the ' 
triangle that is cut away is directly over the center of 
moments. 

A dam would of course not come to a point at the top \ 
but would have some width. Masonry added to increase 
the width at the top is well placed, as it increases the mo- { 
mcnt of stability. A form of cross section very often 
used has the down stream face curved, as in Fig. 3. This 
docs not waste masonry in the third of the base where 
weight docs not count for anything in stability. This toe 
of the dam must, however, be strong enough to resist the 
forces induced by the tendency to overturn. 

Turning now to a consideration of the proportions of a 
dam that will resist not only the horizontal pressure of 
the water but also the upward pressure from beneath, we 
have 2L representation in Fig. \ of the forces acting on such 
a c/am. We might assume tVv^X. iVv^ ^x^^^^wxt q\ ^(^^vb N^^tat 
OTcath the dam graduaWy d\m\tv\s\ve^ ^^ \\. ^^xVs. \\.% mV 



toward the toe of the dam. The lower shaded triangle 
would represent the upward forces against the base of the 
dam. It will be seen that the moment of a rectangle of 
altitude wh about the center of moments is the same as that 
of the triangle shown, hence it is immaterial whether or -not 
we assume a diminution of pressure. 

The total overturning moment equated to the moment 
of stability gives us. 

w(h' + b^)=:Wb^. 

Using the same weights as before for water and masonry 
we have 

^» _ 5 
A« 7 

The width of the dam at its base should therefore be. 
about .85 times the height Of course making the cross 
section of the shape shown in Fig. 3 will increase the 
moment of stability, and the base need not be quite so wide. 
On the other hand if a height of water greater than the 
crest of the dam is anticipated, as is very often the case, 
the above relation would not be sufficient 

This ratio of height to base is derived merely to show 
what should be the approximate relation for a solid masonry 
dam capable of resisting all of the possible forces against 
it. There are not many dams that have a width of base 
.85 of their altitude and there are not many that are so 
thoroughly underdrained as to make this width unnecessary. 
A builder may take long chances on the probability of an 
office building or a highway bridge never receiving its 
load and be comparatively safe. But the pressure of water 
is something sure and determinate, and the integrity of 
a dam is something that ought not to be trifled with. 

If the slope of a solid dam be made on the upstream face, 
while the pressure of the water will act partially to pre- 
vent overturning, the moment of stability of the masonry 
is neutralized. As the water is of less weight than the 
masonry, the resultant stability is greatly diminished. If 
the slope of the upstream face were m^idt A?b ^^^^ '^^ 
resultant pressure of the water would iaW ^X. \>cvt ^^%^ "^^ 
'he middle third. Such a dam. tViotou^VvVv wtv^^x^x-jAXtfA 
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would not need to depend upon the weight of the masonry 
for its stability. If the amount of masonry can be reduced 
by arching and the use of buttresses or counterforts, an 
economic dam may result In case reinforced concrete 
slabs are used the reinforcing should be with round rods 
with nuts and washers on the ends and spliced with sleeve 
nuts, so as to reduce to a minimum dependence upon ad- 
hesion or bond. A good form of reinforcement is a com- 
bination of round rods and angles with holes punched in 
them to receive the rods and act as bearing plates or 
washers. Rods should have two nuts, one to bear against 
each side of the metal. Rods should also be used trans- 
verse with the main rods of the slabs, so as to tie the con- 
crete together in every direction. At the counterforts or 
walls supporting the slabs there should be angles through 
which the rods pass and to which also rods reinforcing 
the counterforts may connect This tying together of the 
entire structure adds greatly to its stability and safety 
and lessens the probability of extended failure, if a local 
weakness develops. The deep slabs that would be required 
in large dams should have a set of rods near the tension 
side of slab similar to the horizontal rods in beams and 
a set of rods that curve up about at the quarter points; 
these are to take the shear and the continuous beam stresses 
of the slab. All of these rods should pass through angles. 
The entire system of steel reinforcement should be as 
rigidly braced and held in place as possible before con- 
crete is placed, so that the placing of concrete will not 
displace the parts. 

The reason that adhesion or bond should not be relied 
upon in a reinforced concrete dam is because water under 
pressure lessens the gripping power of the concrete. 

A reinforced concrete dam could be made with a vertical 
slab against the water sustained by counterforts or bnt- 
tresses on the down stream side. 

A dam must be stable against sliding on its foundatioa 
If the foundation of the dam is in rock, notches should be 
cut in thQ rock so that sWpieim^ ^*^\ >a^ ^x««««!&Rji by the 
Tock itself. In general depeti^exvce. ^wi\^ TksA. \«. '^ass^^ 



upon a wall of earth to prevent slipping or a notch in an 
earth foundation because of the compressibility of earth. 
Assuming a coefficient of sliding friction of the masonry. 
on the earth of ^, the dam would be stable against sliding 
if its weight were twice the horizontal pressure of the 
water. Using the same unit weights as before, it will be 
seen t^ a simple calculation that a rectangular dam whose 
weight is twice the horizontal pressure of the water would 
have a width of .42 times its height A triangular dam 
would have a width or base .83 times its altitude. If water 
works its way under the dam, it will lubricate the surface 
upon which sliding takes place. The sliding out of large 
chunks of masonry in dams that have failed would indicate 
that this is a mode of failure to be looked for and guarded 
against That such a failure may not take place locally it 
is important that dams be made of monolithic concrete 
and not of blocks of stone. It is also important that some 
steel reinforcement be used, even in solid dams, to tie 
the concrete together. Where in the foundation of a dam 
the principal bearing surfaces against the earth are made 
normal to the resultant pressure, sliding is practically elim- 
inated, and settling would cause a uniform movement of 
the dam of a nature similar to the vertical settlement of 
a structure. These foundations must be deep enough not 
to cause upheaval of the earth due to the lateral pressure- 
In a dam with counterforts or buttresses inclined shafts 
could be made use of as foundations for the counterforts 
or buttresses to take the inclined resultant of the pressure. 
Being separated from the curtain wall in contact with the 
water these would not be subject to the buoyancy or the 
lubricating action of the water under high pressure. 

Anchor bolts in the natural rock to tie a dam down 
against uplift should be used with caution. A bolt dropped 
in a drilled hole and grouted is not the best kind of anchor. 
If steel bolts are to be used as anchors, it is better to ex- 
cavate expanding holes in the rock and fill these with con- 
~ Crete around bolts suspended in them. 

Arched dams are sometimes made, -wVvx^ VaN^ >5a«« 
abutments in the rock on each bank oi tVve ^U^^xa- ^"^^^ 
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dams arc, of coorsc; comrez on the up str e am side. The 
water acts as a horizontal load on the ardi. The carve 
of the dam in any horizontal section should he the arc cf 
a circle, as this i^ the shape of a cnnre of eiimlibrituii for 
a uniform load normal to the extrados of an arch. The 
pressure around the arch at any giYcn depth h is 62^ kR 
per foot in the height of dam, where k = depth bdow snr- 
face of water and R = radios of arch in feeL The ard 
could not he a true reinforced concrete ardi, because the 
load is a constant one, and there is no bending moment 
to resist It should, however, be tied together with rods 
runing horizontal and vertical to prevent the concrete from 
cracking. The unit compression on the concrete (which 
should be 1:2 ^ concrete of Portland cement and good 
sand and stone) should not exceed 200 or 500 lb. per sq. 
in., because the concrete is in compression over the entire 
surface, and there is no reinforcement against diagonal 
shear. Steel should not be counted upon to take any of 
the compression of the arch. 
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The Design of Reinforced Concrete 
Chimneys. 

There are several problems that enter into the design 
of reinforced concrete chimneys, which are not usually 
found in text books on mechanics of materials. These 
will be taken up as a preface to this article. 

One of these problems concerns the position of the line 
of pressure on a hollow rectangular column of elastic ma- 
terial in order to produce only compression on the material. 
The rectangular column will be taken as one having out- 
side dimensions b and d and inside dimensions b' and d'. 
A central load P on such a column will produce a tmit 
compression K as per the following equation: 
K=:P-i-(bd — b'd') (I) 

If the load P be shifted a distance jr in a direction par- 
allel to the side d, remaining central in the rectangle in 
the other direction, it will produce bending in the column 
in addition to the direct stress. The eccentric load P may 
be considered as replaced by a central load P and a couple 
each of whose forces is P, one being located at the shifted 
position of the load P and the other being at the center 
of the column but opposite in direction from the other 
central load, thus neutralizing it. The effect on the column 
is then a couple which will produce a bending moment P.v 
and a direct central load P. The moment will give ten- 
sion along one edge of the rectangle and compression along 
the other edge with uniform variation between. The sec- 
tion modulus of the hollow rectangle is (bd* — b'd**)-T-6d. 
Hence the extreme fiber stress K' due to the moment 
Px is 

K'=:(6 Pxd)^(bd''-^b'd'*) (2) 

When K = K', there will be a condition of no stress at 
one edge of the rectangle and an extreme fiber stress at 
the opposite edge equal in intensity to double the unit 
compression due to the direct load P. 

For any given rectangle the value oi x tk»j \ifc. Vjpos^^ 
by equating K and K' of «quations (,1"^ ^tv^ ^"^^ x^'sj^- 
tJvely and solving. This value oi x vi*\\\ ^n^ ^iJ^fc '^"^'^'^^'' 
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of a load that will give the condition named in the last 
paragraph. A load placed anywhere within a distance x 
from the center of column will produce only compression 
in the column. In ^ hollow square column or chimney 
whose external and internal diameters are d and d* re- 
spectively we find 

;r=((r + 0--6d (3) 
The resultant pressure on the section of a hollow 
square chimney should then fall within this distance x of 
the center. 

When d' = o, that Is, when the section of the column 
is rectangular, x is one-sixth of d. This is the familiar 
proposition that the center of pressure in a rectangle must 
fall within the middle third of the base in order not to 
produce tension on the extreme fiber. When d'-=-d, 
X = 1/3 d, showing that when the thickness of the shell is 
snfall compared with the diameter the resultant may ap- 
proach a point one-third of the diameter from the center 
without producing tension on any part of the shaft. 

In a hollow circle whose external and internal diameters 
are D and D* respectively, we find by a similar operation 

When D' -=0, x=z%D, which shows that the center of 
pressure must fall within the middle quarter of the diam- 
eter of a solid circular shaft in order not to produce ten- 
sion on the extreme fiber. When D' approaches equality 
with D, X approaches % of D, showing that in a thin shell 
the resultant may fall within 54 oi the diameter from the 
center without producing tension on any part of the section. 
Another problem that has a bearing on the design of 
chimneys is that by which the stress may be found in a 
system of rods disposed in a circle when subject to a 
bending moment acting on the circle. This will be solved 
through the medium of a thin tube in bending, which is 
still another problem useful in the soVwViotv o^ ^N.x^^'Sftj^ vb^ 
chimneys. The moment of inertia oi a \.v^>t ^^ ca^sx^ax 
shell whose thickness is t, and radms R,\jo\>[v vo.V^^^^^'^' 
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w /?* t, and the section modulus is therefore tt 1^ t If 
we let /C= extreme fiber stress on the tube in pounds 
per square inch and M the moment on the same in inch- 
pounds, we have 

M^Kwiet (5) 
(Af may be in ft.-lbs., K in pounds per square foot, and 
R and t in feet) 

Suppose now that the tubular shell is replaced with a 
system of rods equally spaced and disposed in a circle. Let 
n = number of rods. Then 2 ir R-r-n is the space from 
rod to rod. The rod that is located at the point of max- 
imum extreme fiber stress can be considered as taking the 
stress that would come on the shell in an area equal to 
the spacing of rods by thickness of shell, or 2 «- R t-^n. 
The stress on this rod is then 2 vR K t-^n. Substitut- 
ing the value of K out of equation (5) in this we have 
for the stress 5 on the rod receiving the maximum stress 
S = 2M-irRn (6) 

Equation (6) is remarkable. It is derived, as observed, 
only to be a close approximation for a comparatively large 
number of rods arranged in a circle. By trial it will be 
found to be exactly true for 12 rods, 8 rods, 6 rods, 4 
rods, and probably for any even number of rods above 
these numbers. This equation could be used in finding the 
maximum pull on the anchor bolts of a steel stack. It 
could be used in finding the stress on the bolts of a pipe 
coupling under bending. It could be used in finding the 
stress on the rivets in the circular seam of a riveted pipe 
under bending, as in the case where the pipe spans an 
opening. 

Another problem that will need to be solved concerns 
the extreme fiber stress on a hollow circular section under 
bending. The formula for this case is 

M = .0982 (D* r- D'*) K -^ D (7) 

The calculations on a reinforced concrete chimney or 
stack involve the determination, of the compression on the 
concrete or the dimensions neeess>2LT>j Vo Vs«^ ^"ax. tw«^\^- 
siott within certain limits, lYve wxiXi^^^e^ %Xfe^ \^Qji»x^\Si 



elieve the concrete of all tension, and the base necessary 
o give the required stability against the wind. 

In the stack shown in Fig. 2 it is desired to investigate 
he stability and to determine the amount of steel neces- 
sary to reinforce the concrete. The areas and weights 
ire found to be as follows: 
Area upper section, 829 sq. in. = 5.76 sq. ft. 
Area middle section, 1021 sq. in. = 7.09 sq. ft. 
Area outer shell, lower section, 1583 sq. in. = 11.00 sq. ft. 
Area inner shell, lower section, 1021 sq. in. = 7.09 sq. ft 
Weights at ISO lb. per cu. ft. : 

Upper section 25,900 

Middle section 3i»900 

Outer shell, lower section 66,000 

Inner shell, lower section 42,500 

Plinth, base 33>700 

Frustum, base 78,800 

Total weight of stack 278,800 

The moment of stability of the stack is 278,800 times 
one-sixth of the width of the base, or 697,000 ft.-lb. (The 
added weight due to the thickening up at section K K is 
omitted here to simplify the calculations.) 

The wind loads (at 40 lb. per sq. ft. on one-half the 
projection of the cylinder) are as follows: 

Upper section, 40 X ^ X 5-83 X 30 = 3»5oo lb. 

Middle section, 40 X J4 X 583 X 30 = 3.500 lb. 

Lower section, 40 X /^ X 7^^ X 40 = 6,000. lb. 

The load on the upper section is applied 85 ft. above the 
ground, that on the middle section is applied 55 ft. above 
the ground, and that on the lower section is applied 20 ft. 
above the ground. The wind moments at the ground 
level are 

3,500 X 85 = 297,500 
3,500 X 55 = 192,500 

6,000 X 20 = I20/X)0 



Total 6x0,000 i\..-\b. 

At the base of the foundation there wVlVifc ;aA^e.e^^» "n^^ 
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moment i3vooo X 5 = 6^000^ imkiQg the t«iCal 67SOOO ft-lk 
This is less than the moment of stabOity preriously foowL 
Hence the stack is stable against the wind. 

The area of the base is 225 sq. ft Dividing this into 
the total weight fomid abore we find a pressure on the 
soil of 1,240 lb. per sq. ft When the wind load is a^ilied, 
the pressure on the soil on the leeward edge is almost 
double this amount (It would be just doubled if the 
overturning moment just equaled the moment of stability.) 
A pressure of 2400 lb. per sq. ft. is very low for ordinary 
soil. 

At the section X X the weight of the stack is 25,900 lb. 
and the compression due to dead weight is 31 lb. per sq. 
in. The wind moment at this section is 3,500 X 15 = 52,500 
ft. -lb. The concrete is able to resist a certain part of this 
without suflfering any tension on the extreme fiber. The 
distance from the center that the resultant pressure may 
fall to give this condition of no tension is the value of x 
in equation (4). Solving for the section XX' we find 1 
is 1.30 ft. Hence (taking moments about a point x feet 
from the center of stack) the moment of stability of the 
stack, without relying upon the steel, is 25,900X1-30= 
33,700 ft.-lb. This leaves 18^00 ft.-lb. to be taken by the 
steel. 

At section Y Y the wind moment is 3,500 X 45 + 3»5oo 
X 15 = 210,000 ft.-lb. The value of jr is 1.27 ft, and the 
moment of stability of the concrete is 57^00 X 1.27 = 73,400 
ft.-lb. This leaves 136,600 ft.-lb. to be taken by the steel 

At section ZZ the wind moment, previously found, is 
610,000 ft.-lb. The value of jr is 1.64 ft and the moment 
of stability of the concrete is 123,800 X 1.64 = 203,000 ft-lb. 
This leaves 407,000 ft.-lb. to be taken by the steel 

For the steel reinforcement we will take the neutral 
axis in the center of the shaft in all cases and allow the 
concrete to take whatever compression develops. The 
critical point is then the outermost rod on the tension side. 
The tension on this rod \s ioutvd by e^jiation (6). Or 
assuming a size of rod tVie tvum\i^T o\ xo^^ Ttojiw^^xscsiXfc 
d by the same equation. 



Assuming that ^-in. round rods will be used vertically. 
At 12,500 lb. per sq. in. the permissible tension on one rod 
is 7,520 lb. Keeping these rods 3 in. from the outer sur- 
face of the stack, the radius of their circle is 3.5 ft. Sub- 
stituting in equation (6) we have 7,520 = 2 X 407,000 -r: 
3.5 n, from which n = 3i bars. 

At section Y Y, using the same bars and 2 ft. 9 in. for 
the radius, we have 7,520 = 2 X 136,600 -7- 2.75 n, from 
which n = 13. 

If 32 bars be used in the lower section, half of them 
may be dropped at section Y Y. 

At section X X but little steel is required. There should 
be some rods, however, to prevent the cracking of the 
concrete. Eight of the ^-in. rods could be continued lo 
the top of chimney, or smaller rods could be used, say 16 
half-inch round rods lapping those of the section below. 
Another method would be to run four of the ^-in. rods 
the full length and to use smaller rods between these to 
tie the concrete together. 

The 3^-in. rods should have anchorage in the founda- 
tion; preferably by a circular angle punched to receive 
them, or by anchor plates. Two nuts on the end of each 
rod would insure a bearing on the metal. Where rods 
join, they should be threaded and have sleeve-nut splices. 

In the horizontal direction rods in circles should be 
placed about every 20 or 30 in., their ends being lapped 
a foot or more. These rods could be Yz in. square. They 
should be wired to the vertical rods. 

Around openings in the side additional rods are needed 
for reinforcement, also possibly a thickening of the con- 
crete. 

Where the diameter of the outer shell changes there is 
a weak section. The bend in the rods induces horizontal 
thrust, and there is shear on the concrete because of the 
change in direction of the line of pressure. It is recom- 
mended that the bends in rods be made in the thickened 
portion of the shell and that curved angles b^ >is.^^ ^ 
these bends to stiffen the concrete, as sVio^nw vsv ^*n%- V 
The inner sb^U needs rP^s both venk^W^ ^xv.^Vv^^^'^'^ 
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to keep the concrete from cracking. This itmer shd! is 
kept separate from the outer shell, except near the bottom, 
where the air space is sometimes filled in. The purpose 
is to allow free expansion and contraction of the highlf 
heated part. The amount of steel used to reinforce coih 
crete where there is no calculable stress is usually made 
from 1-500 to i-iooo of the area of concrete. 

The compressive stress on the concrete is another matter 
for investigation. Z Z is the critical section; other sec- 
tions will be found to have considerable less unit stress. 
The compression from dead load is 78 lb. per sq. in. By 
equation (7), using 610,000 for M, we find an extreme 
fiber stress of SSfioo lb. per sq. ft. or 235 lb. per sq. in 
This makes the maximum compression at this section 313 
lb. per sq. in., which is about right Concrete in such 
case should not be subject to the usual allowable compres- 
sive unit of 500 lb., because it is not confined on one side, 
as in the case of beams and slabs. This concrete is more 
in the nature of a column. The hoop reinforcement does 
not have the efficiency in this case that it has in a hooped 
column. As a check on the compressive stress on the con- 
crete we may use the same moment in equation (S) and 
the mean value of R, or 3.5. The result is 220 lb. per 
sq. in. as compared with 235 lb. found by the more exact 
method. 

The design of the chimney would be simplified and im- 
proved, from a structural standpoint, if the offset in the 
outer shell could be avoided. 

For the outer shell of this chimney the concrete used 
should be a 1 :2 14 mixture with small sized broken stone 
of good quality. The inner shell should be a concrete that 
will resist a moderately high heat. No limestone should 
be used in this part. Small gravel and sand or trap and 
sand would be suitable. 

If sand alone is used with the cement such mixtures as 
1:7 or 8 should not be employed. The voids in sand are 
too great to be filled with this small proportion of cement 
About 4 or 5 parts of sand to one of cement ought to be 



e limiting nitSo^ and eren this ratio should- only be used 

ith a very coarse sand. 

The spread of the footing of this chimney is not enough 

\ require much if any reinforcement in the concrete. It 

ould, however, be desirable to have some rods laid par- 

Uel to each side and some laid diagonally in both di- 

^ions. 
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shell of very long radius, the stressei 
roof are capable of more exact det 
analysis of these stresses is compai 

The stresses in a conical covering 
on a circular tank will first be consid 
covering such as that shown in Fi| 
above the line AB be represented by 
solved into two components, namel; 
cone not capable of taking any be 
pression and tension may resist both 
of forces. (The cone is somewhat 
tube under external pressure so thi 
relatively small it may be in a sU 
librium.) The component T will gi^ 
direction of an element of the con< 
H, being continuous around a circl 
acts like external pressure on a cyli 
pression also. 

The total amount of T is found by 
j,_ Wmr 

The area upon which this force 



The force H in Fig. i is resisted by hoop compression 
in horizontal planes. The force T is cumulative and 
reaches the value in equation (i) only at the foot of the 
slope mr. The force H is resisted by rings or hoops of 
stress distributed along the entire surface of the cone, 
that is; these rings make up the cone. In order to arrive 
at the amount of this hoop compression we observe that 
each ring is in effect an element of a cylinder under ex-^, 
temal pressure. It is well known that the tension or com- 
pression on the shell of a cylinder due to a radial pres- 
sure, outward or inward, of any given intensity is equal 
to the amount of that pressure on a radius. In other 
words the tension, or compression on the ring or hoop is 
equal to the total pressure around the circumference di- 
vided by 2 TT . Therefore H divided by 2 -: is equal to the 
stress on an element mr of the cone. But H z= Wr -^ h, 
and the total compression along the element mr is 

This compression is not uniformly distributed along the 
element, but varies in intensity. In order to find the value 
3f K, for the case where the weight is only that of the 
:one itself, we will substitute for W the weight of the 
:one above the section AB, or w m n t^ t, where 
» = weight per ca ft. of the material of the shell other 
iimensions being in feet. Then 

Ar=^^ (4) 

The unit compression at any section is found by sub- 
stituting in (3) an element of the weight of the cone and 
lividing by an element of the area. Letting P represent 
his unit compression we find 

P=^ (6) 

If in equation (2) we substitute for fV the weight of a 
onical shell whose radius is r, or tt t^ m w t, we shall 
lave 
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We see from equations (5) and (6) that the thickness 
of the conical shell does not enter in the determination 
of the unit stress in a cone supporting its own weight only 
(in a shell where the volume is sensibly equal to the area 
of the median cone by the thickness). It may also be 
shown by equating C and P in equations (5) and (6) 
that when m equals the square root of 2, the intensity 
of stress in both directions is the same. This is true 
when the angle of the element of the cone with the hori- 
zontal is 45 deg. 

The thickness of concrete in the cone is determined 
by other considerations than the weight of the shell itself. 
A uniform load, such as a snow load uniformly distributed 
would not add much stress. The weight of a man on the 
roof of a tank or snow load on one-half only are possi- 
bilities that must be considered. These scarcely admit 
of calculation. Hence a simple cone without ribs would be 
designed largely by judgment. A thickness of shell of 4 in. 
for a tank 15 ft. in diameter and 6 in. for a tank 25 ft. in 
diameter would probably meet the requirements. Steel 
Tods in circles around the cone and rods down the slope 
would be valuable to insure the integrity of the roof and 
to guard against shrinkage cracks. If any man holes are 
to be left in the roof, the concrete around the openings 
should be reinforced with steel rods. The circular and 
sloping rods in the conical covering are not true reinforc- 
ing rods, because they would not take tension. There is 
no basis for finding their size for the same reason. 

At the foot of the slope, if the cone is supported on ver- 
tical walls, there is a tension which is equal to the total 
compression exerted on a vertical section from the apex 
to tiie foot of the slope, that is, the sum of all of the 
hoop compression in the horizontal rings. The amount of 
this is found by equation (3) by substituting R for r. For 
example, given a tank 15 ft. in diameter, with m =^ iji, 
the concrete being 4 ia thick, and h = 5.63 ft. The weight 
of the concrete in the conical roof is ii>oao Vc^%.^ ^ "v^ 
Ihs. per cu. ft, A snow load at 30 \bs. ^« Vqtvi.^'qXs^' 
^uare foot would wreigh 5,300 lbs. \3sva% \^^P^ ^^^ ^ 
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weight of bottom of tank and liquid contents. This must 
be resisted by concrete, and there should be area enough 
of concrete close to this comer to take the compression 
at about 200 lbs. per sq. in. It is of course uncertain 
jtist how much of the walls and bottom may be included 
.in the ring at the junction to take this compression. A 
fan* proportion would include twice the thickness of wall 
ftp the side and twice the thickness of bottom down the 
slope. Then the concrete over the supporting wall should 
be thickened as shown in Fig. i. 

A dome may be analyzed in a manner somewhat sim- 
ilar to a conical covering. In the dome, as in the conical 
roof, a thin shell will support uniform load by tensile and 
compressive stresses alone, though if the thickness is rel- 
atively small the equilibrium will be unstable. 

If the dome is segmental, as at (a) Fig. 2, and parabolic 
in section, a portion having a base whose radius is r will 
have stresses at the foot of the slope (in the direction of the 
slope) corresponding to those in a cone whose altitude is 
h, the cone being tangent to the dome. Because of the 
fact that it is a property of a parabola the altitude of the 
cone will be twice that of the dome, as indicated. It is to 
be remembered that n is not a constant in this 
case, as in the case of the cone. For the 
weight of the dome itself the superficial area is very 
close to the area of a circle whose radius is the chord 
m'r. (The area of a segment of a spherical sur- 
face is exactly equal to the area of a circle whose radius 
is this chord of one-half of the arc.) The volume is then 
equal to the product of this area and the thickness /. For 
a segmental dome, as shown at (a), reinforcement is 
needed over the supporting wall in the shape of a steel 
hoop to take the thrust. Assuming a dome 20 ft. in diam- 
eter and 5 ia thick, we find a weight of 22,800 lbs. and 
a snow load of 9,400 lbs. If the dome has a rise of 4 ft. 
at the center, |j = 8. Substituting in eq. (3) we find 
ii:=: 6^400 lbs. At 10,000 lbs. per sq. m. lS[vv& ^wc^xiW x^- 
gtdre a {§-m. round rod. 

The drcuhr stresses (at other secl\ans Oaaxv ^vt«K5^ 
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The tinit intensity of this hoop compression is found by 
differentiating the value of K' in eq. (ii) and dividing 
liy R t dx, which is the differential increment to the area. 
The result is a unit compression P' as per the following 
equation. 

P'^Rwfcos X— L '\ ( 12) 

\ cos x-^\ J 

By examination of equation (12) it will be seen that 
for jr = o the intensity of stress is j^ R w, which is the 
eame as that of the thrust, found by equation (9), at the 
crown of dome. As this is positive the stress is com- 
pression. When ^ = 90 deg., P' = ( — Rzv), which is also 
the same in intensity as the thrust found by equation (9), 
over the sui^orting wall. As this stress is negative it is 
tension. When cos ^ = }/^ (|/5 — i), P' = o. This is 
true when x = $1 deg.-49 min. There is thus a point where 
the intensity of the hoop stress is zero. Above this point 
the hoop stresses are compression and below it they are 
tension. Where compressive stresses occur, no steel rein- 
forcement would be demanded for these stresses alone. 
Where tensile stresses occur, steel reinforcement would be 
required in a concrete dome. The tension on steel rein- 
forcement wduld be found by solving eq. (12) for the 
unit stress at any point and multiplying this by the area 
of concrete surrounding a rod. In a dome 30 ft. in diam- 
eter and 6 in. thick at a section close to the supporting 
wall the unit stress = iJze; or 15 X 150 = 2,250 lbs. If we 
assume rods one foot apart, one rod would be surrounded 
by 54 sq. ft. of concrete and have a stress of only 1,125 lbs. 

There is no thrust to take at the springing of this dome, 
as in the cone or segmental dome, as the sides start verti- 
cal. In the cone and segmental dome there is a hoop stress 
at the base or springing which just balances the compres- 
sive hoop stresses along the vertical section through the 
axis. In the hemispherical dome this equality or balanc- 
ing of horizontal forces is accomplished, as explained under 
equation (i2>, by positive and negative hoo^ sXxe.^*^^*^ ^siV^wM^ 
the meridiaJL 

In a segmental or hemispherical taijlk AaoVLOCi ^Co*" 
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stresses for the weight of the bottom alone will be equal 
in intensity to those found for the dome but reversed in 
sign. The tmit stress in the direction of the meridian is 
found by the following equation. 

c.=^-:§^ (13) 

where d = unit tension at point S, Fig. 2 at (r), «/ = wt 
per cu. ft. of liquid, ly = average depth of liquid in 
MLSQN. 

The unit stress in horizontal rings may be found by die 
following equation. 



p^^^D'-^^ (U) 



where Pi = unit tension at point S, and Z>" = depth of 
liquid to point S, 

The depth D' is found by adding to the altitude of the 
cylinder MNSL the average altitude of the spherical 
segment N QS. The average altitude of the segment of 
a sphere lies between 2/3 and Yz of the altitude; thgt is, 
the volume will lie between 2/3 and J4 of the volume of a 
cylinder of the same base and altitude. When the angle 
X approaches zero, the coefficient is one-half, which is the 
exact coefficient for a paraboloid, and a flat circular arc 
approaches coincidence with a parabola. When jr = 3odeg., 
the coefficient is .512; when ^ = 45deg., it is .529; when 
;r = 60 deg., it is .556. For ^ = 90 deg., or when the seg- 
ment is a complete hemisphere, the coefficient is 2/3. 

To reduce tension in the concrete, as found by equations 
(13) and (14) to tension in steel reinforcing rods, multi- 
ply the unit values there found by the assumed spacing 
of rods times the thickness of concrete. 

In a ribbed dome, that is a dome supported l>y a sys- ' 
tem of arched ribs meeting in a circle or regular polygon 
at the top, each rib is like the half of an arch. Between 
the ribs the covering may be a slab of reinforced concrete. 
This slab would be designed according to the methods of 
design used for floor slabs. Ks \\vt \TvcXvKa>CvyDL ^\ ^<t ^ { 
to the horizontal increases, iVit ^os^^^vc^ ol ^axTT^l.^ 
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snow load decreases, and the effect of the weight of the 
slab itself in producing bending diminishes. The compo- 
nent of the dead weight that produces bending in the slab 
is the weight times the cosine of the angle made with the 
horizontal. For the stress in the rib lay a rib out to scale 
and estimate the weight carried at points at intervals 
along its length. Take moments of these several loads and 
the reaction at the foot of rib around the upper end of the 
rib. This moment divided by the vertical distance from 
upper end to foot of rib will give the horizontal thrust. 
From these forces construct the equilibrium polygon. (See 
similar operation and construction farther on in the case 
of filter vaults.) This equilibrium polygon will give the 
direct stress in the rib and will give the bending moment 
at any section. For the latter, where the equilibrium poly- 
gon departs from the center line of the rib, the bending 
moment is equal to the product of the force in the poly- 
gon and the distance from the center of the rib to the 
force, measured perpendicular to the force. 

A form of vault much used for filter covers consists of 
a system of groined arches carried by square posts or 
piers, spaced equal distances in both directions. These 
arches spring in four directions from the piers. At the 
piers the arches are of course the width of the pier, and 
at this section they are thickened vertically. Midway 
between the piers the width of concrete arch is equal to the 
distance center to center of piers. The concrete is usually 
plain, and the vaults are covered with three feet or so of 
earth. Some such vaults are described in Engineering 
News, November 8, 1906, and Engineering Record, May 
ig, December IS, December 22, 1906, April 27, 1907. 

The load to be carried consists principally of the dead 
weight. Allowance should also be made for the superim- 
posed load of teams driving over the ground. In this in- 
vestigation only the dead load will be calculated. The live 
load could be considered as a uniform load of 100 or 200 
lbs. per sq. ft., since the deep earth fill serves to dUtc\h\sl^ 
weU the live load. 
Fig, 3 shows a. section of a filter \a.u\V V^^jica VNvtoNwgsv 
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a pier and the outside wall or abutment. This illustrates 
the various points to be considered, namely, the pier, the 
half of one of the groined arches, the half arch springing 
from the outer wall, and the outer wall or abutment. The 
distance c. to c. of piers is 15 ft. The span of arch is the 
distance from face to face of piers or from face of pier 
to inner face of outer wall; this is 13 ft. 2 in. Half of 
this is divided into 10 equal parts, and the weights of con- 
crete and earth in each part are calculated. These weights 
are shown in Fig. 3; those on the left side of the center 
are for the half of a groined arch, and those on the right 
side are for the half barrel arch. 

By taking moments around the center of arch at crown, 
using the applied loads to the left and the reaction 24,200 
lbs., and dividing the moment thus found by the rise, 
I ft 1 1 54 in., we obtain the horizontal thrust, H, or 48,500 
lbs. The rise of the arch is the vertical distance from 
the center line of arch ring at springing (center point' of 
line QS) and the center of arch at crown. With this 
thrust H and the several vertical loads the stress diagram 
to the left is drawn. By drawing lines parallel to these 
rays the equilibrium polygon beginning at R is constructed 
for the left half. By calculating the horizontal thrust 
from the bending moment at center of arch it is assured 
that the equilibrium polygon will pass through the center 
line of the arch ring at the crown. It is seen that this 
polygon lies within the middle third of the arch ring 
throughout. Hence the arch will be stable, if the unit 
stress is not too great. 

The thrust for the half arch to the right must be the 
same as that to the left, but, as the load is more, the rise 
must be greater. The rise in this case was found by first 
laying out a trial arch and estimating the weight and 
finding the moment. Dividing this moment by the known 
thrust gave the rise to agree with the calculated loads. 
By another trial a rise and moment were found that agreed 
with the thrust. The equilibrium polygon iot lVs\% Vsa\^ 
arch IS found as for the other. It a\so ^aWs m^\^^ <^^ ^'^ 
middle third of the arch. In all cases tW cwxNe.^ \o\ ^-^^ 
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and bottom of the arches were made arcs of circles. It wiH 
be seen that the equilibrium polygons almost coincide with 
arcs of circles. The unit compression on the arch is seen 
to be only about lOO lbs. per sq. in. 

The thrust of the several arches against the piers must 
balance. No part can be taken by the piers. If the arches 
are not loaded alike, the additional thrust must be absorbed 
in the arches themselves. For this there is a sorphis 
strength imparted by the horizontal stiffness. The pier 
will then be in simple compression. The load is about loo^- 
000 lbs., and, as the area is 484 sq. in., the unit compression 
is a little more than 200 lbs. per sq. in. This is not exces- 
sive for a pier of this length, not reinforced, if made of 
good 1:2:4 concrete, when the pier is not subject to any 
side forces. If live load is to be provided for, however, 
the pier should be made larger, so that there will be no 
more than about 200 lbs. per sq. in. in compression. 

On the wall the forces are the 72,000 lbs. due to the 
arch, acting on 15 ft of wall, the weight of 15 ft. of 
ABDEFG in concrete, and the weight of 15 ft of JGFLK 
in earth. The moments of these should balance about C, 
which is 1-3 of AB from B. If the moment of the con- 
crete and earth is not sufficient to balance that of the 
72,000 lbs., the wall should be made wider at the base. 
With the dimensions shown the moments were found to 
balance about C. Only the part of the earth load to the 
left of CK is taken, because that to the right does not 
increase the stability of the wall (considering its weight 
alone). It cannot be said to decrease the stability, hence 
it is neglected. If water is in the filter, not balanced by 
saturated earth outside, its horizontal pressure should also 
be considered as a force against the wall. 

In the construction of these vaults the forms should 
be kept under two or three rows of vaults beyond any 
that may have the forms removed, in order to make sure 
that the thrust will be taken and the columns relieved from 
taking any of it 
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Adhesion, of concrete to 

steel, 127, 128, 215. 220. 
Aggrregates, 39-43. 
Anchor bolts. 350. 
Anchored rods, 75. 192, 247. 

248. 
Anchorage, suspension 

bridge. 341. 
Arch. 

abutments, 315. 322, 323. 

bridges, cost of — . 153. 

154. 

centering. 421-429. 
Arches, 

—13-16, 298-327. 410-413. 

418-421, 441. 

design of reinforced con- 
crete, 298-327. 

proportions of — , 814, 

standard loading, 311. 
Arch spans, short. 318-321. 
Asphaltum. cost of — , 108. 

Battered abutments. 145. 
Beam, formulas, 188. 276. 
Beams. 

and girders, 144. 

and slabs, design of — , 

182-204. 214. 216. 225. 274- 

298. 
Beam, test, 11. 
Bearing, 

power of soils, .328. 

power of masonry, 344. 
Blocks, concrete, 82. 83, 91, 

138. 
Box culverts, 143. 432. 
Brick. 

cost of — , 158. 

stack, cost of — , 157. 
Bridges, cost per unit, 152, 

155. 
Briquette, form of — . 178. 
Broken stone, 40. 

weight of — , 42. 

Bronze, cost of — , 158. 
Buildings, cost per unit, 

153, 154. 
Cast iron, 

columns, 146, 373. 

cost of — , 158. 
Cast members, 83. 
Cement, 20-33. 

cost of — . 159. 

natural, 20, 170. 

nature of — , 26-33. 

Portland. 20. 171. 



Puzzolan. 21, 26. 

Slag. 20. «:,t 

specific gravity. 23, 24, ' 

173, 174. 

specifications. 168-181. 

soundness, 22, 25, 180. 

weight of — , 22. 
Cement skin, to remove, 99- 

101. 
Cement tests. 47. 49, 50. 
Chicago foundations, 334, 

335. 
Chimneys, design of—, 392- 

400. 
Cinder, concrete, 78, 141, 

191. 
Cinders, 43. 
Cisterns, 144. 
Clay, cost of — » 159. 
Coefficient of expansion, 

128. 
Coloring surfaces. 101. 
Columns and wall footings. 

209-211. 216. 
Columns, design of. 6. 211- 

214, 230-238, 273. 370-881. 
Column. 

formulas. 213. 214. 179, 

380. 

test, 5. 
Compression on concrete^ 6, 

119-123. 
Concrete, 57-69. 

cost of 159. 

consistency of, 61-66, 260, 

261. 

compressive strength, 119- 

124. 

mixing, 54, 55, 56, 60, 61. 

tensile strength, 124. 

weight of-—, 141. 

blocks, 82. 83. 91. 188. 

cubes, tests on — , 119-128, 

in freezing weather. 88, 

89. 

in high temperature, 89, 

130. 

in place, 86. 

in polluted water. 8b. 

pavements. 86, 87, 103, 

104. 

piles, 84. 333, 334. 

—steel beams and slabflr 

182-214. 

under water, 84, 85, 90, 

338. 
Conical coverings, etc., de- 
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)f— , 401-413. 
cy of volume, 180. 
Qus beams, 280-282. 
ous rods, 262,. 272, 

tion and expansion, 

tor's guaranty, 259. 

of walls, 146. 
cost of — t 159. 
ted steel, cost of — , 
56. 

itimating, 148-167. 
J, 432. 

dust, tests, 49, 60. 
I, 143, 433-435, 437-r 

up rods, 192, 272. 

>f— , 159. 

, 442. 

.7, 382-391. 

>n of beams, 125. 

)f beams, 195, 199, 

ition of steel, 266. 
i:., design of — , 401- 

e, 141. 
8. 

►f— , 160. 

ulic, 337. 

338. 

of concrete, 91. 

'usher^ 42, 49, 50. 

ent, 148. 

ing cost, 148-167. 

ing, 336-339. 

ing, cost of — , 160. 

on and contraction, 

62. 

)f safety, 222, 383. 

f, 161. 
147. 

cost of — , 161. 
overs, 410-413. 
s of cemeiit, 174. 
ig Concrete Sur- 

93-110, 146. 
)fing tests, 130. 
listant, 129. 
)ne, cost of — , 161. 
ite theories, 11, 12, 
6-289. 
rs, 265. 

rt. 146. 

measuring deflec- 

256, 257. 
s, 
reed concrete, 9, 209, 



210, 216. 224. 225, 36S- 

356. 

with steel beams, 345-348. 
Forms, 

cost of — , 161. 

for concrete work, 110- 

118. 
Foundations, design of — , 

327-356. 
Freezing, effect on concrete, 

51, 52. 
Freight, cost of — , 150. 
French drain, cost of — , 161. 
Fuel, cost of — , 161. 
Galvanizing, cost of — , 156. 
Gang for mixing, 149. 
General notes, 141-148. 
Gravel, 39, 42, 129, 137. 

cost of — , 161. 

weight of — , 42. 
Grip of concrete on steel, 

128, 186, 264, 271. 
Grout, 56, 57. 

Handling and placing con- 
crete, 76-88. 
Hauling, cost of — , 151. 
Heating ingredients, 53. 
High steel in concrete, 70, 

184. 
Hire of plant, 151, 156. 
Holes for pipes and wires, 

145. 
Hooping, 

in chimneys, 7. 

in columns, 212, 213, 273, 

374-379. 
Ice tanks, 138. 
Inspection of work, 69, 259. 
Insulation, with concrete, 

138. 
Joining to old concrete, 82. 
Zkead, cost of, 161. 
Lime, 33-35. 

cost of — , 161. 
Limiting, 

depth of beams, 190, 273. 

278. 

size of rods, 186, 205. 
Longitudinal reinforcement 

in columns, 5, 75, 212, 213. 

371-374. 
Macadam pavement, cost of 

— , 151, 163. 
Manure, action on concrete*, 

50. 
Masonry, 

cost of-^, 161. 

strength of — , 349. 
Maximum, capacity of 

beams, 191. 207. 
Measuring ingredients. 67, 

68. 
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Mineral wool, etmt of—. 

162. 
Mixing, 

cement. 178. 

concrete. &4-66, 60. 61. 

cost of — b 149. 
Modulus of elasticity. 71. 

126. 127. 
Moldinsr cement. 179. 
Molds for test. 178. 
Mortar, 44-57. 

finish. 96. 

strencth of cement— 46. 47. 49, 60 

stren^h of lime— 44. 
Vatural cement, specifica- 
tions. 170. 
Needle beams, 856. 
Neutral axis. 187. 198. 206. 

222. 270. 
Notes on general deslf?n and 

construction. 141-148. 
Oil, effect on concrete. 61. 
Paint, cost of — , 162. 
Painting, cost of — , 166. 
Paper, 98. 

Partitions, reinforced con- 
crete. 183. 
Pavements. 86. 87. 102-106. 
Paving, cost of — , 162-164. 
Percentage of steel. 188, 

195. 198. 200. 206. 
Permeability of concrete. 

134-137. 
Piers. 350-352. 414-417. 
Pile protection. 148. 444 
Piles. 

bearing power of, 332. 335. 

concrete, 84. 333, 334. 

cost of — , 164. 

screw, 335. 
Piling, cost of—. 164. 
Pipe, 

concrete, 442. 

cost of — , 165. 
Plastering, 107, 108. 
Portland cement specifica- 
tions, 171. 
Practical tests, 204, 2C0. 
Preservation of steel, 128. 

264. 
Properties of concrete. 118- 

141. 
Quantities, 

for concrete, 66. 

for mortar, 47, 48. 
Bailing, 

cost of — , 165. 

detail, 441, 443, 444. 
Railroads, cost of — per mile. 

158. 
Reinforced Concrete Columns and 

Footings, The I>esigii of—, 204- 

214, 219, 228, 224. 
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indielfakias.aSS^TI. 
Retaining walls. 17, 2tS- 

265. 
Retempered concrete. Si 

76. 
Rivets, cost of driving. 16( 
Rods, sharp bends In—, 1 

75. 248, 2f6, 267. 
Roofing, cost of — , 156, IIS. 
Sand. 86-88. 

blasting, cost of — , 165. 

oost of — , 165. 
Salt in concrete, 52. 
Sampling cement, 173. 
Sawdust in concrete. 108. 
Seawater, concrete In—, 189. 

140. 
Seeding, cost of — , 165. 
Segmental floor arches, 266 
Setting and hardening o: 

concrete. 88-93. 
Sewer pipe, cost of, 166. 
Shaft hangers, 146. 
Sharp bends in rods, 9, 75, 

248. 266. 267. 
Shear failures, 205, 216, 221. 

863. 364. 
Shear in concrete, 126. 18S. 

356-370. 
Shearing tests, 357-360. 867. 
Shear in steel, 7. 268. 866. 
Shrinkage of concrete, 14, 

185, 228, 829. 
Shrubs, oost of — , 165. 
Slag, 43. 

cement. 25. 26. 
Slender columns, 146, 380. 
Sodding, cost of — , 165. 
Specifications for cement 

168-181. 
Specific gravity of cement, 

23. 24, 173, 174. 
Stair supports, 144. 
Standard concrete. 183, 261. 
Standard sand, 177. 
Steel columns in concrete. 

146, 381. 
Steel, 

cost of — , 165. 

for reinforced concrete, 

70-76. 

stack, cost of — , 156. 
Stirrups, 190. 215. 366. 
Stone, 

broken, weight of — , 42 

cost of — , 166. 

facings. 94, 95. 
Storage of tests, 179. 
Sulphur in pipe cement, 27. 

Surface, 
cracks. 90. 
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9a-U0. 146. 
of concrete field. 4- 

143, 405, 409. 
St of—, 166. 
paper, cost of — , 166. 
s, 8. 207. 218. 223. 
291-298. 

gth of cement, 180. 

of concrete, 186, 
S69. 

interpretation of — . 

3St of—, 166. 
construction, 133. 

tting. 176. 

move forms, 92, 263. 

r, cost of — , 166. 

erse strength of con- 

, 126. 

Qrtingr, cost of — , 166. 

)Ck, 40, 129, 138. 

g wood, cost of — , 

cost of — , 166. 

3ted, cost of — , 157. 
3rced concrete, 8, 
cost of—, 167. 



timber, cost of — , 157. 
Tunnels, 430, 431, 436. 
Unit compression. 6, 7, 124. 

125, 183, 213, 275, 301, 

816, 349, 374. 378. 380. 

399. 
Unit tension in steel, 18, 70, 

184, 186, 187, 209, ^45, 

268, 275, 355, 379. 398. 
Unity in steel, 10, 262. 
Uses of concrete, 147. 
▼aults, etc., design of — , 

401-413. 
Vertical pipes, 145. 
Viaduct bents in concrete, 8. 
Voids, measuring, 59. 
Water, 

for cement, 176. 

for concrete, 54, 66, 89. 

for mortar, 49. 
Waterproof, 

concrete, 134-137. 

plaster. 147. 
Whitewash, 148. 
Wire cables in concrete, 74. 
Wood, 

beams and posts of — , 114. 

cost of — , 167. 

comparison with concrete. 

5. 7. 
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ixpedition for Contractors 

I in I he completion oJ important work, is made 
possible by the promptness with which we 
can sliip from oirr bijr new warehouse 

I Everything Needful 
in Contractors' Equipment 

Particularly : 

Ransome CoiKrele Mixing: ai^^l Handling* 
Mairtiinery: Twisted Steel Bars (or Re- 
iiiforcetl Concreic Conslruction ; Hoisting 
Entwines; Conveying Machinery ; Clam Shell 
or Orange Peel Bnckets ; Hydraulic and 
Dredging Pumps ; Locomotive Cranes ; 
Steam Shovels : Excavators ; Concrete 
Hoists and Buckets; Dump Cars; Steel 
Sheet Piling; Troy Wagons; etd etc. 

/hat is YOUR urgent need right NOW ? Write us 

ir prices and valuable Handbook of Information. 
EST OUR EXPEDITION. 

'I 

William B. Hough Company 

DMDNOCK BUILOIHG CHICAGO^ ILC. 

k : 



The 

Railroad 

Gazett^ 



ritvw 



ills, 



Contains each week the bcft aind latest infor- 
raatba on all brenches of RallroBd En> 
iioeerio^ — the beat engravings, ncwa 
and diacuwion*. Everyone who desirea 
to keep informed on thii branch of pro- 
fe$9ioii3.) wgrk should read it, 

WEEKLY— Subscription, $3 yesirly to 
Onited Stales and Mexico; Canads, $6; 
Torci^n, $8. 5ai»|ile Copy Free. 

RiULROAD BOOKS. Send lor CaCi- 
logae. 

ADVERTlSmG RA.TE5 on application. 



New York, 83 Fultoo Street 
Chicago, Old Coloey Buildiag ''tWj 
London, Qtieen Anne's Chambers 



11. 



[RIAL WIRE ROPE TRAMWAYS 

MANUFACTURED BY 

i-eschen iSa Sons Rope Co., St. Louis, Mo. 



m- 



ir*y. 



ik>n 



Bcouomical trftQJSportation *f material eiich as Ore, 
Coal, Stone, Earth, Sandj ROck and Timber, from on* 
place to another. 

I^w coat of pper&tion; small cspcp^e for maintenance^ 
not afre<5!ed by the elements; free from surface traffic; 
built in a dtr^l^ht linc^ requires nO' cutB, filla, Inidges or 
winding detours. 

Can be aucceJifi fully operated over distances varyl^^ 
from d few hundred feet to practically any length beyontT 
The I.ESCHEN CO, S PATENT AUTOMATIC Wire 
Rope Tramway btiilt for the Fenn-Wyoming: Copper Co., 
Encampment, Wyoming, ^e IC milesi long. 

This may vary from a f^w tons to one hundred tons per 
hour, and io eiccess of this amount in many cases. 

If inclination is sufficient ancl the loads descend, the 
ttamway will operate by force due to gravity, th* sur- 
plus poi¥er being controlled by brakes. Power, when 
ueceifsary, is applied at either termtnal station. 

Double Rope Tramway^Single Rope Tramway— Two- 
Bucket Tramway, 

This in most economical type both in cost of operation 
and nmintesance. Carriers travel on independent track 
ropes, are propelled and controlled bv endless tradlioa 
rope; towers support cable at interval detJCnciing ijpon 
contour of eround, average spRcing being 300 feet. 
LESCHEN CO/S PATENT AUTOMATIC Tramway is 
an automatic type of the double rope system in which 
but one operator is required. 

Endless wire rope to which carriers are positively at- 
tached: buckets loaded by Mechanical l^oader; towers 
support cable at intervals, speed about 150 feet p*;r min- 
ute. Not recommend e(i for beayy capacity or long 
lengths. 

Two carriers are used each traveling backward and for- 
ward on a track rope* A light endtesa tra^ftion rope 
used for propelling the carriers. This is bimplest and 
least cjtpensWe s^^stem when line is short ana contour 
of ground favomole. 

Train way route should be surveyed in straight line coa- 
nedling terminal points. Anglt^s in hori^outal plane to 
be avoided. If angle is absolutely necessary an extra 
station is required at angle point. 

The A, LKSCHEN & SONS ROPE COMPANY will 
furnish estimates of cost upon receipt of profile of line 
and definite data as to capacity per hour, class of 
material to be handled, weight of material per cubic 
foQti and terminal requirefuenta* 

An Appro^mate Estimate can be glven^ if prolEilels not 
procurable, upon receipt of the data mentioned. 




date lumkihed by A. LISCHEH & SONS ROPE CO., St. Uu|«, Ito. 
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PATENT FLATTENED STRAND WIRE 




A-f5x28) 0-(fl2E25) CHSx^) fy 

HOISTING ROPES HAULAGE ROP 

With the view of Inercftainff the wesriiijf surface of wii 
thereby prolotiging the Jife of the ttjpe, A.» I^e^hen 8t Sons Ro 
had, on the inarket for many yeara a patent flattj?ne*l strand Vi 
which they are sole makers. The niuHtirations gfivea above ah 
iieqtlons the construction of this style of roiie* Tliesc fiatt* 
wire TO PCS a re Jiiad e in va rioiis gmdes of mate rmL Th e satisfa 
wire ropes have given justl£es the miinufatturers* claim for 
over any wire rope ma nu fact u red. The accompanying: illufltTB 
the comparative wearing surface between patent mttetted Stre 
ronnd or ordinary condtmetion of wire rope^ 





PATEftT FLATTENED STRAND HOUND STRA 

TJP'e gi^'e herewith Table of Weights, Bteftking StrainSj J 
Eia, oommeaciiig with the highest grade s 

-'HERCULES * PATENT FUTTEKED STRAND. 



HOISTlNt^ 



NAULAOC 



H-9 



2» 

49 
60 

71 

137 

225 
2S5 



S*!.SS, 



5* 



67 
B4 
124 

211 



I 

£5 



S5 
It 

5» 

&8 



hi 



'ja^ 



11^ 
80 

sa 

80 



.44 

,7^ 
IM 
IM 

4,00 

7.&0 
9.25 



purpose of giving these list prices is to aive an idea of Ci 
me, 



A, LESCHEN 4 SONS ROPE CO. 

&OLC MANLfFACTUftERS 

PATENT FLATTENED STRAND WIRE ROPES 



CRUCIBLE CAST STEEL 
HOrSTING ROPE 



SPECIAL STEEL 
HOISTING ROPE 



1 


iJ^ 


1 


II 

2^ 


mi 


K 


1^^ 


if' 


.44 

.73 


24 


21 


1.00 


30 


ao 


1.35 


^^A 


»» 


l.MO 


50 


47 


2.30 


^K 


&6 


2.60 


n 


6S 


S.40 


. 8ft 


81 


4.00 


»6 


^ 


4.75 


m 


109 


&M 


i« 


140 


7,60 


182 


176 


9.25 




HAUUQE RQ?t 



HAUUGE RQPE 



10 

14 



55 
45 
M 



.44 

1.00 

1.35 
1,80 
2.30 
2.aa 



Ai 

too 

L3fi 
1.80 
2.30 

2.m 



I 



5 
9 
14 

®0 
27 
36 
46 
54 



II 
14 

18 
27 
3S 
45 
54 



These ropes are made of the beat 
ruclltle iteft] wire, combialng la a 
llfh degree dufftiUty aod tensile 
iren^h. 



Aj the name indicates, thfa mpe 
is m&dc from a specUl grade of 
siteel, cotnbiaingr hle:h tetmlle 
strength witti flexiblirty, without a 
tendfrticy to britllenesa. 



PATENT FUTTENED STRAND SWEDES IRON 



HOISTING 



II 



1 



21 
26 
34 
4^ 
5» 

S2 
104 
120 
152 



an 



4 
6 

13 
17 
21 
28 
U 
40 
45 
64 
6d 
75 



I 

li 



III 



,38 
,57 
.S3 

1,10 

i.sa 

2.00 
2.&0 
3.00 
3.65 
4,15 
5.00 
6.30 



HAULAGE 



II 



I 



1 



ml 


I 


4% ' 


-3» 


7 


.60 


10 


.«7 


l^% 


1.20 


13 


l.fiS 


22^ 


2.00 


27 


2.50 




N 



Ml 

^1 



■p ^v 




'^9@& 


GALVANIZED <^jl 




ri'iMUrVl 


IRON ^^Ih 




^^' 


WIRE ROPE ^M 
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FOR DERRICKS. ETC. 1 


6 STRANDS. 7 \*TRES 1 


1^ a 


J 


1 . 


, _g 






SJ 


U 


!tl 


1 


V 5 iSffl 

£9 B OS 


1 

1 


< 


II 

p a 

3 


III 

1^ 


1^ 




1^ 


11= 

< 


1. 

1^ 


^ll| 
i^ 


a 


3 


6 


6.00 




12 


50 


1 


3 


1,44 


14 


51 


1| 


H 


4.85 


44 


11 


44 


i 


2} 


1.21 


12 


6i 




m 


H 


4.40 


41 


lOJ 


40 


H 


2* 


1,00 


10 


6 




M 


5 


4.00 


38 


10 


36 


} 


2J 


0.81 


9 


4i 




li 


4i 


3.60 


35 


9i 


32 


1 


2 


0,64 


8 


^ 




lA 


4J 


3^5 


31 


9 


29 


A 


li 


0.49 


7 


^ 




H 


4i 


^.90 


27 


8i 


20 


i 


li 


0.36 


6 


3 




H 


4 


2.55 


24 


8 


23 


I'j 


u 


0.25 


5 


2i 




lA 


3i 


2.25 


21 


7i 


20 


1 


u 


0.20 


4 


2} 




14 


3i 


1,95 


IS 


6J 


IS 


W 


1 


0.16 


3J 


2 




lA 


31 


1.70 


16 


6 


15 












5 STRANDS. 7 WIRES 1 


/l 


i 0.123 


3 


li 


la 


A 


1 Ib.otis 


2t 


■•] 


1 


i 


t 0.O90 


21 


ij 


o.m 


A 


} D.040 


^ 


■»J 


6 STRAKDS, 12 WTRBS ■ 


2 


6 


6J30| 




12 


50 


H 


4i 


2,90 


29 


Si 




1} 


5* 


4.S5 


46 


11 


44 


U 


4 


2,55 


25 


8 




ni 


5} 


4.40 


43 


lOi 


40 


lA 


3J 


2J25 


22 


71 




H 


6 


4.00 


40 


10 


36 


li 


3* 


1.95 


19 


Oi 




1* 


4i 


3.60 


37 


9J 


32 


iiV 


3t 


1,70 


17 


8 




h\ 


4i 


3.25 


33 


S 


29 




3 


1,44 


15 


8| 


^ 
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ABLE SHOWING BREAKING STRAINS, WEIGHTS, | 


mCES, ETC., OF ROUND STRAND WIRE 


ROPES 


HOISTtlMG AND HAULAGE 








H. LESCHEN 4 SONS ROPE CO-, ST. LourS, Mo. 


HOISTING ROPE^-6 Strands. 19 Wire* 


1 

< 


Broakipg Strain 
Tons 0/2,000 lbs. 


1 Mimmumsiee 
1 of 
I>n)m in Feet 


I,lfit Prices p*r Foot 
{ in CenU 


M 
J 

1 


:s 


1 


1 


1 


i 


1 
1 


tn u 


1 


j 


5 


1 


■1 


J3 

1 


1 
1 


9;86 


2W 


222 


190 


SKH 


95 


134 


SJ^I^^ 


i.* 


IS 


1 
262 


210 


175 


250 


140 


2^5 


a. 


233 


IS£2 


IM 


208 


78 


12 


e>^H 


12 


13 


22fl 


170 


142 


200 


117 


2^ 


d.30 191 


1« 


124 


165 


62 


11 


s' g 


11 


12 


ISI 


134 


111 


150 


92 


2 


4S5 


1S7 


112 


36 


l'« 


4B 


9 




Q 


10 


166 


llfi 


g3 


135 


80 


15* 


4Jfi 


128 


err 


84 


m 


42 


*>^ 


s^ 


%% 


126 


SI 


74 


IWi 


€3 


IH 


3^ 


113 


84 


72 


» 


36 


8 


5?4^0^ 


fl 


i% 


109 


eo 


fi6 


as 


57 


IK 


3. 


06 


72 


62 


&2 


51 


7K 


sk'sj^ 


7K 


7 


90 


m 


56 , 


77 


48 


IM 


2.45 


7fi 


58 


50 


67 


26 


7 


i ' 


7 


6K 


71 JS 


55 


46 


68 


40 


114 


2. 


m 


49 


42 


56 


21 


€ 


^K|4>^ 


' 


6'' 


mi 


45 


88 


52 


33 \% 


LISS 


BO 


3Q 


34 


44 


17 


4 


4 


6p; 


49 


36 


SO 


4a 


26 1 


1J» 


36 


30 


26 


34 


13 


3K 


3H 


4>i^?4' 


39 


ae 


23 


34 


20 


% 


,8^ 


2fi 


22W 


^ 


>hV 


4 


3 


3 


4 


4 


a> 


aa 


le 


M 


16 


% 


,62 


ao 


IflAjl^A 


18 


6A 


3H2J^[2J4 


m 


3>^! 


22^ 


16>* 


14 


19 


12 


% 


,&0 


17 


12^ 


11 


HX 


5y^ 


3-1^ 


I^. 


3 


2?i" 


20 


14 


la 


36 


10 


^ 


.3» 


m 


lOA 


s^ 


HA 


i^' 


mi% 


IK 


2f^ 


2}4 


lOJi 


123^ 


11 


14 


OS 


H 


.130 


10 


^A 


ejt 


3.85 


a^' 


^w% 


IK 


25* 


2 J 


15 


UK 


10 


13 


07>^ 


A 


.22 


' 


5^ 


5 


1.5&2^ 


2 1 


1 


2 


IH 


n?^ 


11 


mi 


n% 


07 


% 


.15 




Mo 


3A 


^Wiy. ?^^ 


1% 


^ 





ifP^ 


09K 


I'^KI 


^A 


ft 


.10 ' 





2^ 


2A 


3i^J \>6|?^ 1 


i 


10^1 


0^ 


12 ofljd 


K 



t '• HEKCUI^ES " made from a specially dmwn and patented steel, 
ilch is made eatclusively for A. Lcacben Sl Sons Rope Co., Sole Mi1tK;t*. ' 
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TABLE— Continued 
SHOWING BREAKIN6 STRAINS, WEIGHTS, PRK 
ETC., OF ROUND STRAND WIRE ROPES 

FOR 

HOISTtNG AND HAULAGE 

MANUFACTURCP BY 
A. LESCHEN 4 SONS ROPC CO,, ST. LotJIS, M( 

HAUI^AGE ROPE-« Strand*. T Wirw 



u 

> 
< 



Breaking Strain 

in 
Tons of 2,0OD lt». 



Mioi^mum size ' 

of 
Drum in Feet 






S| M I tS 



I^ist Prices p< 
Foot in Qtnti 



i}4 

1% 

1 

% 
H 
H 
% 
A 

% 



3.55 

LS§ 
1.20 
,^ 

.^ 

.30 

.22 

,15 

.12.1 



74 



l333^ 



^^H: 31 



, 18,4 

18>i;l6.1 
, .,,,.'12.3 

7.50 
i.l» 



24, 



10 
5^ 



sHfeKio 



IB L?5 



M E»l 






15.3 21. 
13,2 |17, 
10.6 ;14. 
8,1 lU 



34. 

29, 
21 

3a 

12. ^6 & 5 6 73^135 

9.3 J5jj4>^IH5^ 
7.* j5 ^ L S 6 ' 



0.6 
4.8 
3.4 
2.S 



8.55 
3,r>5 




^ |2B 

20 
17 
14 



25 
13^20 



7Ji 

e 



7>iii 
s 



3 



B>^ 4H 



I 



I *'HERCUI,ES" made from a specially drawn and patented 
which ift made exclusively for A. I^eschen & Sona Rope Co.. Sole M 
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55^ 



2 1^ 
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5i^ 
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M 

3 

O 
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< 
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ROBERT W. HUNT 4 CO. 

ENGINEERS 

BUREAU OF INSPECTION, TESTS 
AND CONSULTATION 




I 



Thorouiilily ecfuipped Chemical and Pbya 
Laboratories maiDtained at 

Chicago, New York, San Francisco { Londoi 

Inspection and tests of Rails and Fasteain^] 
Locomotives, Cars, Pipe, Bridges, BuUdin^ 
Machinery and 2nd band equipment. 

Examination and reports on existing strncturei 

m Reviews of metal and concrete*steeI construclij 

■ CniCAGO : 1121 The Rookery 

■ NEW YOBK : PITTSBURG : 
H 90 Wett Street MonoiigaheU Sick BqUi 

^^^ LONDON : Norfdk Houae« CannoQ Streetp £. C. 

^^r MONTREAL: SAN FRANCISCO 

^^^ Boftrd of Tri^e Building 425 Wishiagloa Si 

H 
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Godfrey's Tables 

[Structural Engineering. Book One] 

This book is a compilation of tables and data for 
use in structural desiirningr. About one-third of it is 
collected from manufacturer's hand*books and includes 
such data as the properties of rolled sections, standards 
for bolts and rivets, eyebar tables, fractions to decimals, 
and other tables common to many books and indespen- 
sable to the designer. Besides the foregroing there is 
more new matter in the book than in 'any other simi- 
lar book published. There is scarcely a problem in struc- 
tural designini? or detailing in which this book will not 
be found useful. 

The book contains more than 200 pages. Following 
is a list of the contents: Decimals of a foot and inch. 
Properties and useful dimensions of beams, channels, 
angles, zees, tees, rails. Information on eyebars, 
clevises, sleevenuts, separators, nuts, rivets, bolts, cir- 
cular and rectangular plates, corrugated and buckled 
plates. Standard beam connections. Bending moments 
on beams for concentrated and uniform loads. Deflec- 
tion formulas in terms of fibre stress, new. Working 
unit stresses on columns. Ultimate strength of tank 
plates, new. Weights of substances. Conversion table 
for French units. Moments of inertia of rectangles 
varying by eights, new. Weights and areas of rods, 
bars, and plates. Mensuration, lengths of curves and 
areas if segments, new. Miscellaneous formulas in 
usable shape (brake bands, hoops, cylinders, springs, 
flat plates, R. R. curves, etc.) Skewdetails, hip and val- 
ley details, no angles used, new. Stresses in eight 
styles of roof trusses, four pitches each. Moments, 
shears, etc.. Cooper E 50 loading Tables of built girders, 
new. Over 2000 built sections with their properties. 
Functions of angles. Typical details, 38 pages. Tables 
of roots and circular areas. Tables of squares of num- 
bers to 2736. Tables of squares of feet, inches, and 
fractions for flnding hypothenuse, lengths to 57 feet, 
new. Gears, chain, rope. Electric cranes, clearances, 
loads, etc. 

All of this in a small pocktbook. Could anything be 
more useful to a structural designer, draftsman or stu- 
dent? 

Book published by the Author 

EDWARD GODFREY 

ononi^ahela Bank Building Pittsburg, Pa. 

Prfc^ |2.50; to cluba of *, U-W^- - i^ 
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Correspondence Course 

ON 

CONCRETE 

Including Riinforcid Concrete Design, Ri 
FORCED Concrete Construction, Tbb 
Manufacture of Cement 
Products. 

Particulars on RiauEtr* 



The fotiowing publications are issued by ourCompai 

Concrete Engineering, monthly, $1 per year, 

Concrete Engineers' & Contractors' Pocii 
BOOK, $1, leather binding. 

Concrete Construction, including Form woi 
Esdmatingf Superintendence^ Inspection, Cc 
Etc. Cloth $1, 



THE TECHNICAL PUBLISHINO CO. 
CixtoQ fiulldiac . • Clevelandt Ok 
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The Engineering Record 



PubUshed Weekly, UM « Y»ar. 



THE MOST PROGRESSrSTE JOURNi 
OF THE WORLD DEVOTED 
CIVIL ENGINEERING AND ALLIED! 
SUBJECTS. 



For over twenty years THE ENGINEERING 
RECORD h^ teen tte only publication to co' 
itructural engineering aileqiiatety ajid tborou^kly. 

It putlukcfl a Uiriger amount or valuA^le mattcf 
reinforce a concrete construe tion tnan la cont^in^d 
any other engineering journal, aescriDing all isirorL 
interest in ikis nc^w Tiela, out eoufuelLng care and e<i 
flervatism in aeaign ana construction. 

Far the INGtKEEB WHO DESIGNS, br Ibe ENGINE 
WHO SUPERVISES and br THE ENGINEER AN0 CONTIACI 
WBO CONSTRUCTS, THE ENGINEEIING RECOID Is inyala 

A feature qf special value is its unrivalled c\ 
irading news service. Each issue ceniains 
average of over soo news items in regard fa new ai 
proposed govemmeni^ municipai and privaie enp 
eering and building underiakings in all parts oj 
country. 
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